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OF   THE 


AMERICAN  SOCIETY  OF  MECHANICAL  ENGINEERS. 


[AdopUd  y<nwnber  5(/i.  1884.] 


OBJECTS. 

Art.  1.  The  objects  of  the  American  Society  of  Mechanical 
Engineers  are  to  promote  the  Arts  and  Sciences  connected  with 
Engineering  and  Mechanical  Construction,  by  means  of  meetings 
for  social  intercourse  and  the  reading  and  discussion  of  profes- 
sional papers,  and  to  circulate,  by  means  of  pubhcation  among  its 
members,  the  information  thus  obtained. 

btembership. 

Art.  2.  The  Society  shall  consist  of  Members,  Honorary  Mem- 
bers, Associates  and  Juniors. 

Art.  3.  Mechanical,  Civil,  Military,  Mining,  Metallurgical  and 
Naval  Engineers  and  Architects  may  be  candidates  for  member- 
ship in  this  Society. 

Art.  4.  To  be  eligible  as  a  Jfemher,  the  candidate  must  have  been 
so  connected  with  some  of  the  above-specified  professions  as  to  be 
considered,  in  the  opinion  of  the  Council,  competent  to  take  charge 
of  work  in  his  department,  either  as  a  designer  or  constructor,  or 
else  he  must  have  been  connected  with  the  same  as  a  teacher. 

Art.  5.  Honorary  Memhers^  not  exceeding  twenty-five  in  num- 
ber, may  be  elected.  They  must  be  persons  of  acknowledged  pro- 
fessional eminence  who  have  virtually  retired  from  practice. 

Art.  6.  To  be  eligible  as  an  Associate^  the  candidate  must  have 
such  a  knowledge  of  or  connection  with  applied  science  as  quali- 
fies him,  in  the  opinion  of  the  Council,  to  co-operate  with  engineers 
in  the  advancement  of  professional  knowledge. 
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Art.  7.  To  bo  eligible  as  a  Junior y  the  candidate  must  La 
beeu  in  the  practice  of  engineering  for  at  least  two  years,  or 
must  be  a  gi-aduate  of  an  engineering  school. 

The  term  "Junior"  applies  to  the  professional  experience, an*- 
not  to  tlie  age  of  the  caudidate.     Juniors  ma\'  become  eligible  t— 
membership. 

Art.  8.  All  Members  and  Associates  shall  be  equally  entitled  i^ 
the  privileges  of  membership.  Honorary  Membei's  and  Juniors 
shall  not  be  entitled  to  vote  nor  to  be  members  of  the  CouucU. 

ELECTION  OF  MEMBERS. 

Art.  9.  Every  candidate  for  admission  to  the  Society,  excepting 
candidates  for  honorarj-  membership,  must  be  proposed  by  at  least 
three  members,  or  members  and  associates,  to  whom  he  must  be 
personally  known,  and  he  must  be  seconded  by  two  others.  The 
proposal  must  be  accompanied  by  a  statement  in  writing  by  the 
candidate  of  the  grounds  of  his  application  for  election,  including 
an  account  of  his  professional  experience,  and  an  agreement  that 
he  will  conform  to  the  requirements  of  membership  if  elected- 

Art.  10.  All  such  applications  and  proposals  must  be  received 
and  acted  upon  by  the  Council  at  least  thirty  days  before  a  regu- 
lar meeting,  when  the  Secretarj'^  shall  at  once  mail  to  each  mem- 
ber and  associate,  in  the  form  of  a  letter  ballot,  the  names  of  can- 
didates recommended  by  the  Council  for  election. 

Art.  11.  Any  member  or  associate  entitled  to  vote  may  erase 
the  name  of  any  candidate,  and  may,  at  his  option,  return  to  the 
Secretary  such  bahot  enclosed  in  two  envelopes,  the  inner  one  to 
be  blank  and  the  outer  one  endorsed  bv  the  voter. 

Art.  12.  The  rejection  of  any  candidate  for  admission  as  mem- 
ber, associate,  or  junior,  by  swen  votere,  shall  defeat  the  elec- 
tion of  said  candidate.  The  rejection  of  any  candidate  for  admis- 
sion as  honorary-  member  by  ihree  voters  shall  defeat  the  election 
of  said  candidate. 

Art.  13.  The  said  blank  envelo]>es  shall  be  opened  by  the 
Council  at  any  meeting  thereof,  tind  the  names  of  the  candidates 
elected  shall  be  announced  in  the  first  ensuing  meeting  of  the  So- 
cietv,  and  also  in  the  first  ensuinu:  list  of  members.  The  names 
of  candidates  not  elected  shall  neither  be  announced  nor  recorded 
in  the  proceedings. 

Art.  14. — Candidates  for  admission  as  honorary  members  shall 
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not  be  required  to  present  their  claims ;  those  making  the  nomi- 
natdons  shall  state  the  grounds  therefor,  and  shall  certifj  that  the 
nominee  will  accept  if  elected.  The  method  of  election  in  otljer 
respects  shall  be  the  same  as  in  case  of  other  candidates. 

-AlRT.  15.  All  persons  elected  to  the  Society,  excepting  honorary 
members,  must  subscribe  to  the  rules  and  pay  to  the  Treasurer 
the  initiation  fee  before  they  can  receive  certificates  of  member- 
ship. If  this  is  not  done  within  six  months  of  notification  of  elec- 
tion, the  election  shall  be  void. 

Art.  16.  The  proposers  of  any  rejected  candidate  may,  within 
three  months  after  such  rejection,  lay  before  the  Council  written 
evidence  that  an  error  was  then  made,  and  if  a  reconsideration  is 
granted,  another  ballot  shall  be  ordered,  at  which  thirteen  nega- 
tive votes  shall  be  required  to  defeat  the  candidate. 

-A^T.  17.  Persons  desiring  to  change  the  class  of  their  member- 
ship shall  be  proposed  in  the  same  form  as  described  for  a  new 
applicant. 

FEES  AND  DUES. 

Abt.  18.  The  initiation  fees  of  members  and  associates  shall  be 
%15,  and  their  annual  dues  shall  he  $10,  payable  in  advance.     The 
initiation  fee  of  juniors  shall  be  $10,  and  their  annual  dues  $5, 
payable  in  advance.   A  junior,  being  promoted  to  full  membership, 
shall  pay  an  additional  initiation  fee  of  $5.     Any  member  or  as- 
sociate may  become,  by  the  payment  of  $150  at  any  one  time,  a 
life  member  or  associate,  and  shall  not  be  liable  thereafter  to 
annual  dues. 

Abt.  19.  Any  member,  associate  or  junior,  in  arrears  may,  at 
the  discretion  of  the  Council,  be  deprived  of  the  receipt  of  publi- 
cations, or  stricken  from  the  list  of  members,  when  in  arrears  for 
one  year.  Such  person  may  be  restored  to  membership  by  the 
Conncil  on  payment  of  all  arrears,  or  by  re-election  after  an  inter- 
nal of  three  years. 

OFFICERS. 

Art.  20.  The  affairs  of  the  Society  shall  be  managed  by  a  Coun- 
cil, consisting  of  a  President,  six  Vice-Presidents,  nine  Managers, 
and  a  Treasurer,  who  shall  be  elected  from  among  the  members 
and  associates  of  the  Society  at  the  annual  meetings,  to  hold  oflSce 
as  follows : 

Abt.  21.  The  President  and  the  Treasurer  for  one  year ;   and 
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no  person  shall  be  eligible  for  immediate  re-election  as  President 
who  shall  have  held  that  oflSce  for  two  consecutive  years ;  the 
Vice-Presidents  for  two  years,  and  the  Mauagers  for  three  years; 
and  no  Vice-President  or  Manager  shall  be  eligible  for  immediate 
re-election  to  the  same  oflSice  at  the  expiration  of  the  term  for 
which  he  was  elected. 

Art.  22.  A  Secretary,  who  shall  be  a  member  of  the  Society, 
shall  be  appointed  for  one  year  by  a  majority  of  the  members  of 
the  Council  at  its  first  meeting  after  the  annual  election,  or  as  soon 
thereafter  as  the  votes  of  a  majority  of  the  members  of  the  Council 
can  be  secured  for  a  candidate.  The  Secretary  may  be  removed 
by  a  vote  of  twelve  members  of  the  Council,  at  any  time  after  one 
month's  notice  has  been  given  him  by  a  majority  of  its  members 
to  show  cause  why  he  should  not  be  removed,  and  he  has  been 
heard  to  that  effect.  The  Secretary  may  take  part  in  any  of  the 
deliberations  of  the  Council,  but  shall  not  have  a  vote  therein. 
His  salary  shall  be  fixed  for  the  time  he  is  appointed  by  a  majority 
vote  of  the  Council. 

Art.  23.  At  each  annual  meeting,  a  President,  three  Vice-Presi- 
dents, three  Managers  and  a  Treasurer  shall  be  elected,  and  the 
term  of  oflSce  of  each  shall  continue  until  the  end  of  the  meeting 
at  which  their  successors  are  elected. 

Art.  24.  The  duties  of  all  oflSicers  shall  be  such  as  usually  per- 
tain to  their  oflSces  or  may  be  delegated  to  them  by  the  Council 
or  by  the  Society.  The  Council  may,  in  its  discretion,  require 
bonds  to  be  given  by  the  Treasurer. 

Art.  25.  The  Council  may,  by  vote  of  a  majority  of  all  its 
members,  declare  the  place  of  any  officer  vacant,  on  his  failure  for 
one  year,  from  inability  or  otherwise,  to  attend  the  Council  meet- 
ings, or  to  perform  tlie  duties  of  his  office.  All  such  vacancies 
and  those  occurring  by  death  or  resignation  shall  be  filled  by  the 
appointment  of  the  Council,  and  any  person  so  appointed  shall 
hold  office  for  the  remainder  of  the  term  for  which  his  predecessor 
was  elected  or  appointed;  provided  that  the  said  appointment 
shall  not  render  him  ineligible  at  the  next  annual  meeting. 

Art.  26.  Five  members  of  the  Council  shall  constitute  a  quorum ; 
but  the  Council  may  appoint  an  Executive  Committee,  or  business 
may  be  transacted  at  a  regularly  called  meeting  of  the  Council,  at 
which  less  than  a  quorum  is  present,  subject  to  the  approval  of 
a  majority  of  the  Council,  subsequently  given  in  writing  to  the 
Secretary  and  recorded  by  him  with  the  minutes.    Absent  mem- 
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bers  of  the  Council  may  vote  by  proxy  upon  subjects  stated  in  the 
call  for  a  meeting,  said  proxy  to  be  deposited  with  the  Secretary. 
Art.  27.  The  President  on   assuming  office   shall   appoint   a 
Finance  Committee  and  a  Publication  Committee  and  a  Library 
Committee  of  five  members  each.     The  appointment  of  two  mem- 
bers of  each  Committee  shall  expire  at  the  end  of  each  year.     The 
Secretary  shall,  ex  officio^   be  a  member  of  all  three  Committees. 
Art.  28. — The  Finance  Committee  shall  hq^ve  power  to  order 
all  ordinaiy  or  current  expenditures,  and  shall  audit  all  bills  there- 
for.    No  bill  shall  be  paid  except  upon  their  audit.      When  spe- 
cial appropriations  are  ordered  by  the  Society,  they  shall  not  take 
effect  until  they  have  been  referred  to  the  Council  and  Finance 
Committee  in  conference. 

Art.  29.  It  shall  be  the  duty  of  the  Publication  Committee  to 
receive  all  papers  contributed,  to  decide  which  shall  be  published 
in  the  Transactions,  and  which  shall  be  read  in  full  at  the  meetings. 
Art.  30.  It  shall  be  the  duty  of  the  Library  Committee  to  take 
charge  of  the  collection  of  all  material  for  the  Library  of  the  So- 
ciety, and  to  supervise  all  regulations  for  its  use. 
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Art.  31.  At  the  regular  meeting  preceding  the  annual  meeting 
a  nominating  committee  of  five  members,  not  officers  of  the  Soci- 
ety, shall  be  appointed,  and  this  committee  shall,  at  least  thirty 
days  before  the  annual  meeting,  send  to  the  Secretary  the  names 
of  nominees  for  the  offices  falling  vacant  under  the  iniles.  In  ad- 
dition to  such  regularly  appointed  committee,  any  other  five  mem- 
bers or  associates,  not  in  arrears,  may  constitute  an  independent 
Dominating  committee,  and  may  present  to  the  Secretary,  at  least 
thirty  days  before  the  annual  meeting,  all  the  names  of  such  can- 
didates as  they  may  select.  All  the  names  of  such  independent 
nominees  shall  be  placed  upon  the  ballot  list  with  nothing  to  dis- 
^Dguisli  them  from  the  nominees  of  the  regular  committee,  and 
^te  Secretarv  shall  at  once  mail  the  said  list  of  names  to  each 
member  and  associate  in  the  form  of  a  letter  ballot,  it  being  un- 
derstood that  the  assent  of  the  nominees  shall  have  been  secured 
ifl  all  cases. 

Art.  32.  In  the  election  of  Vice-Presidents,  each  member  and 
a^ssociate  mav  cast  as  many  votes  as  there  are  Vice-Presidents  to 
be  elected.     He  may  give  all  these  votes  to  one  candidate,  or  dis- 
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tribute  them  among  more,  as  he  chooses.     Managers  shall 
voted  for  in  the  same  way. 

Art.  33.  Any  member  or  associate  entitled  to  vote  may  vote  b 
retaining  or  changing  the  names  on   said  list,  leaving  names  n 


exceeding  in  number  the  officers  to  be  elected,  and  returning  th 
list  to  the  Secretary — such  ballot  inclosed  in  two  envelopes,  th 
inner  one  to  be  blank  and  the  outer  one  to  be  indorsed  by  th  — 
voter.     Xo  member  or  associate  in  arrears  since  the  last  annu»B 
meeting  shall  be  allowed  to  vote  until  said  arrears  shall  have  heewrz 
paid. 

Art.  34.  The  said  blank  envelopes  shall  be  opened  by  tellers^ 
at  the  annual  meeting,  and  the  person  who  shall  have  received  tho 
greatest  number  of  votes  for  the  several  offices  shall  be  declarecf 
elected. 

MEETINGS. 

Art.  35.  The  annual  meeting  of  the  Society  shall  be  held  on 
the  first  Thursday  in  November  of  each  year,  in  the  City  of  New 
York,  unless  otherwise  ordered,  at  which  a  report  of  proceedings 
and  an  abstract  of  the  accounts  shall  be  furnished  by  the  Council. 
The  Council  may  change  the  place  of  the  annual  meeting,  and 
shall,  in  that  case,  give  timely  notice  to  members  and  associates. 

Art.  36.  Other  regular  meetings  of  the  Society  shall  be  held  in 
each  year  at  such  time  and  place  as  the  Council  may  appoint.  At 
least  thirty  days'  notice  of  all  meetings  shall  be  mailed  by  the 
Secretaiy  to  members,  honorary  members,  associates  and  juniors. 

Art.  37.  Special  meetings  may  be  called  whenever  the  council 
may  see  fit ;  and  the  Secretary  shall  call  a  special  meeting  at  the 
written  request  of  twenty  or  more  members.  The  notices  for 
special  meetings  shall  state  the  business  to  be  transacted,  and  no 
other  shall  be  entertained. 

Art.  38.  Any  member,  honorary  member  or  associate  may 
introduce  a  stranger  to  any  meeting ;  but  the  latter  shall  not  take 
part  in  the  proceedings  without  the  consent  of  the  meeting. 

Art.  89.  Every  question  which  shall  come  before  the  Society 
shall  be  decided,  unless  otherwise  provided  by  these  rules,  by  the 
votes  of  a  majority  of  the  members  and  associates  present,  pro- 
vided there  is  a  quorum. 

Art.  40.  At  any  regular  meeting  of  the  Society  thirteen  or  more 
members  and  associates  shall  constitute  a  quorum. 

Art.  41.  Unless  otherwise  ordered,  papers  shall  be  read  in  the 
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order  in  which  their  text  is  received  by  the  Secretary.  Before 
any  paper  appears  in  the  Transactions  of  the  Society  a  copy  of 
the  paper  shall  be  sent  to  the  author,  and,  so  far  as  possible,  a 
copy  of  the  reported  discussion  shall  be  sent  to  every  member 
who  took  part  in  the  same,  with  requests  that  attention  shall  be 
called  to  any  errors  therein. 

Art.  42.  The  Society  shall  claim  no  exclusive  copyiight  in 
papers  read  at  its  meetings,  nor  in  reports  of  discussions,  except 
in  the  matter  of  official  publication  with  the  Society's  imprint,  as 
its  Transactions.  The  Secretary  shall  have  sole  possession  of 
papers  between  the  time  of  their  acceptance  by  the  PubUcation 
Committee  and  their  reading,  together  with  the  drawings  iQustrat- 
ing  the  same ;  and  at  the  time  of  such  reading,  or  as  soon  there- 
after as  practicable,  he  shall  cause  to  be  printed,  with  the  authors' 
consent,  copies  of  such  papers,  "  subject  to  revision,"  with  such 
illustrations  as  are  needed  for  the  Transactions^  for  distribution 
to  the  members  and  for  the  use  of  technical  newspapers,  American 
and  foreign,  which  may  desire  to  reprint  them  in  whole  or  in  part. 
The  policy  of  the  Society  in  this  matter  shall  be  to  give  papers 
read  before  it  the  widest  circulation  possible,  with  the  view  of 
making  the  work  of  the  Society  known,  encouraging  mechanical 
progress,  and  extending  the  professional  reputation  of  its  members. 

Abt.  43.  The  author  of  each  paper  read  before  the  Society 
shall  be  entitled  to  twelve  copies,  if  printed,  for  his  own  use,  and 
all  members  shall  have  the  right  to  order  any  number  of  reprints 
of  papers  at  a  cost  to  cover  paper  and  printing  ;  provided,  that 
said  copies  are  not  intended  for  sale. 

Art.  44.  The  Society  is  not,  as  a  body,  responsible  for  the 
statements  of  fact  or  opinion  advanced  in  papers  or  discussions, 
at  its  meetings  ;  and  it  is  understood  that  papers  and  discussions 
should  not  include  matters  relating  to  politics  or  purely  to  trade. 

AMENDMENTS. 

Art.  45.  These  rules  may  be  amended,  at  any  annual  meeting, 
by  a  two- thirds  vote  of  the  members  present ;  i^rovided,  that  writ- 
ten notice  of  the  proposed  amendment  shall  havd  been  given  at  a 
previous  meeting, 
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Page  220.     First  formula  should  be  : 


r  = 


40A 
Page  231,  line  27,  for  carbonic  oxide,  read  carbonic  acid. 
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Local  Committee  op  Abrangements  :— Wm.  H.  Wflet,  Chairman;  F.  R. 
HuTTON,  Secretary ;  J.  C.  Bayles,  Wm.  Lee  Church,  Jas.  A.  Crouthere,  Charles 
E.  Emery,  Thomas  A.  Edison,  H.  S.  Hayward,  Wm.  Hewitt,  Henry  Morton,  Ed- 
ward Weston. 

The  opening  session  was  called  to  order  in  the  haU  of  the  New 
York  Academy  of  Medicine,  No.  12  West  31st  Street,  at  8.30  p.m., 
on  Monday,  November  29th.  The  chair  was  taken  by  Vice- 
President  Henry  K.  Towne,  of  Stamford,  in  the  absence  of  the 
President,  Mr.  Coleman  Sellers,  of  Philadelphia.  The  latter  was 
in  Europe  on  account  of  ill  health,  and  had  sent  a  letter  of  regret, 
which  was  read  by  the  Secretary. 

The  acting  president  in  calling  the  meeting  to  order,  spoke  of 
the  regret  with  which  the  meeting  had  to  forego  the  pleasure 
of  listening  to  the  usual  address  of  the  President  of  the  Society, 
which  is  presented  at  this  time,  but  announced  that  such  an 
address  would  be  printed  as  a  paper  \h  the  volume  of  Transac- 
tions when  the  strength  of  the  President  should  enable  him  to 
complete  it.  The  veteran  engineer,  Mr.  Horatio  Allen,  honorary 
member  of  the  Society  was  then  introduced,  and  spoke  of  the 
early  engineering  enterprise  of  this  country  in  the  locomotive  and 
steamship  development.     Prof.  R.  H.  Thurston,  at  the  close  of 
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the  address,  moved  a  vote  of  thanks  to  Mr.  Allen,  which 
seconded  by  Prof.  W.  P.  Trowbridge  and  Mr.  H.  R.  Tc 
After  some  announcements  by  the  Secretary,  and  the  appoint 
by  the  chair  of  Messrs.  Van  Winkle,  Heminway  and  Whi 
act  as  tellera  to  count  the  ballots  cast  for  officers  to  be  chos< 
this  meeting,  the  Society  adjourned  for  a  social  reunion  and 
per  in  the  lower  room  and  parlors. 

Second  Day.    Tuesday,  November  30th. 

The  second  session  was  called  to  order  at  10  A.M.,  in  the 
of  the  New  York  Academy  of  Medicine. 

The  Secretary's  Register  showed  the  following  membei 
attendance,  during  the  successive  meetings,  and  quite  a  nn 
of  ladies  joined  the  excursions : 

AldeD,  G.  I Worcester,  Mass. 

Alleo,  Francis  B Hartford,  ConD. 
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Herman,  Ludwig Cleveland,  O. 

Herrick,  J.  A New  York  aty. 

Hewitt,  Wm Trenton,  N.  J. 

Higgins,  Geo.  F Manchester,  N.  H. 

Higgins,  M.  P Worcester,  Mass. 

Hill,  C.  C Chicago,  111. 

Hill,  H.  A Boston,  Mass. 

Hill,  Wm  C'ollinsville,  Conn. 

Hillmann,  Gustav City  Island,  N.  Y. 

Hobbs,  A.  C Bridgeport,  Conn. 

Hollerith,  Herman Washington,  D.  C. 

Hollingsworth,  Sumner Boston,  Mass. 

Hornig,  Julius  L Jersey  City,  N.  J. 
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Hunt,  Chas.  W New  York  Qty. 

Uunt,  Robt.  W Troy,  N.  Y. 

Hutton,  F.  R.  (Secretary) New  York  City. 

Hyde,  C.  E Batb,  Me. 

Hlingworth,  J.  J Utica,  N.  Y. 

Kent,  Wm New  York  Qty. 

Kerr,  Walter  C New  York  City. 

King,  Charles  C W.  New  Brighton,  S. 

Kirclihoff,  Cliarles New  York  Ciiy. 

Le  Van,  W.  B Philadelphia,  Pa. 

Lewis,  Wilfred Philadelphia,  Pa. 

Liverniore,  Chas.  W New  York  City. 

Low,  F.  A Boston,  Mass. 

Mackinney ,  Wm.  C Philadelphia,  Pa. 

Manning,  Chas.  H Manchester,  N.  H. 

Martens,  Ferdinand College  Point,  It.  I. 

McBride,  James Brooklyn,  N.  Y. 

Miller,  Alex New  York  City. 

Minot,  H.  P ColumbiiB,  O. 

Monaghan,  W.  F New  York  City. 

Moore,  Jno.  W New  York  City. 

Moran,  D.  E New  York  City. 

Morgan,  Jos.,  jr Johnstown,  Pa. 

Morgan,  Thos.  R Alliance,  O. 

Morton,  Henry Hoboken,  N.  J. 

Muller,  M.  A Newark,  N.  J. 

Murphy,  E.  J Hartford,  Conn. 

Murray,  S.  W Milton,  Pa. 

Nason,  C.  W New  York  City. 

Odell,  Wm.  H Yonkers,  N.  Y. 

Parker,  Chas.  D  Worcester,  Mass. 

Parker,  Chas.  U Cambridgep6rt,  Mass. 

Parks,  E.  H Providence,  R.  I. 

Parsons,  Henry Newark,  N.  J. 

Partridge,  W.  E New  York  City. 

Philips,  Fredinand Philadelphia,  Pa. 

Phillips,  Franklin Newark,  ,N.  J. 

Phillips,  George  H Newark,  N.  J. 

Porter,  Chas.  T New  York  City. 

Porter,  H.  F.J New  York  City. 

Potter  Chas.,  jr Plainfield,  N.  J. 

Pusey,  C.  W Wilmington.  Del. 

Raynal,  A.  H New  York  City. 

Robinson,  A.  W Bucyms,  O. 

Robinson,  J.  M New  York  City. 

Roche,  John  A Chicago,  III. 

Rowland,  T.  F Greenpoint,  N.  Y. 

Rowland,  T.  F.,  jr Greenpoint,  N.  Y. 

Rowland,  C.  B Greenpoint,  N.  Y. 

Sanguinetti,  P.  A Philadelphia,  Pa. 

Saunder?,  W.  L New  York  City. 
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Schleicher.  A.  W Philadelphia,  Pa. 

Schahmann,  George Reading,  Pa. 

See,  Horace Philadelphia,  Pa. 

Smith,  C.  A Providence,  R.  1, 

Smith,  Oberlin Bridgeton,  N.  J. 

Snell,  Henry  I Philadelphia,  Pa. 

Sperry,  Chaa Port  Washington,  N.  Y 

Spies,  Albert New  York  City. 

Sprague,  W.  W Lake,  111. 

Steams,  Albert Brooklyn,  N.  Y. 

Stevens,  W.  N Brooklyn,  N.  Y. 

Stiles,  Norman  C Middletown,  Conn 

Stirling,  Allan Yonkers,  N.  Y. 

Sanstrom,  Karl  J Worcester,  Mass. 

Swasey,  Ambrose Cleveland,  O. 

Sweet,  Jno.  E Syracuse,  N.  Y. 

Tabor,  Harris New  York  Citv. 

Taylor,  F.  W Nicetown,  Pa. 

Taylor,  Stevenson New  York  City. 

Thompson,  E.  P New  York  City. 

Thurston,  R.  H Ithaca,  N.  Y. 

Torrance,  Kenneth Brooklyn,  N.  Y. 

Towne,  H.  R.  {Acting  President) Stamford,  Conn. 

Trautwein,  A.  P Greenpoint,  N.  Y. 

Trowbridge,  W.  P New  York  Ciiy. 

Ulmann,  C.  J Providence,  R.  I. 

Underwood,  F.  H Tolland,  (k)nn. 

Upson,  L.  A Tliompeonville,  Conn. 

Vanderbilt.  Aaron New  York  City. 

Van  Winkle,  Franklin New  York  Qty. 

Ward.  W.  E Portchester,  N.  Y. 

Warren,  B.  H Boston,  Mass. 

Watson,  Wm Boston,  Mass. 

Webb,  Jno.  Burkitt. . . '. Hoboken,  N.  J. 

Webber,  S.  S Reading,  Pa. 

Webber,  W.  O Lawrence,  Mass. 

Webster,  John  H Boston,  Mass. 

Weeks,  Geo.  W Clinton,  Mass. 

Weiglitman,  W.  H New  York  City. 

Wells,  J.  Leland New  York  aty. 

West.  Thos.   D Cleveland,  O. 

Westinghouse,  H.  H New  York  City. 

Weston,  Edward Newark,  N.  J. 

Wheeler,  F.  M New  York  Ciiy. 

White,  H.  C New  York  Citv. 

White,  Maunsel Bt^tlilehem,  Pa. 

Whitney,  Baxter  D Wincbendon,  Mass. 

Whitney,  Wm.  M Wincbendon,  Mass. 

Wilder,  Moses  G Philadelphia,  Pa. 

Wiley,  W"m.  H New  York  City 

Williams,  Harvey  D Stamford,  Conn 
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WilliamM,  J.  Newton Brooklyn,  N.  Y. 

WillianiB,  S.  T Philadelphia*  Pa. 

Winter,   Hennan New  York  City. 

Wolff,  A.  R New  York  aty. 

Woolson,  O.  C Newark,  N.  J. 

Wright,  J.  Q New  York  City. 

Wyman,  IL  W Worcester,  Mass. 

Zell ,  R.  R New  York  aty. 

A  number  of  gentlemen  were  also  registered  as  gaests  of 
Society  during  the  convention. 

The  first  business  in  order  was  the  Report  of  the  Counci^^ 
which  was  read  by  the  Secretary  as  follows : 

REPORT   OF    THE   COUNCIL. 

The  Council  would  present  its  Annual  Report  to  the  Society 
under  the  Rules.  It  has  held  seven  meetings  during  the  year  for 
the  transaction  of  business,  and  the  following  is  a  summary  of  its 
action  : 

The  Committee  on  Rules  for  Debate  presented  a  scheme  for 
conducting  this  business,  which  went  into  effect  at  the  Xlllth 
meeting  in  Chicago  in  May,  1886,  and  will  be  found  in  the  Vllth 
Volume  of  the  Transactions  of  the  Society,  page  408. 

The  Council  has  directed,  further,  that  is  not  necessary,  under 
Rules  10-13,  to  hold  back  the  election  of  all  candidates  for  mem- 
bership until  within  thirty  days  of  a  meeting,  but  have  established 
the  precedent  of  ordering  a  ballot  whenever  twenty  applications 
are  received. 

The  Council  has,  moreover,  ordered  that  the  pin-badge  for 
members  be  made,  hereafter,  of  a  higher  grade  of  workmanship 
than  heretofore,  albeit  at  ah  advanced  cost.  These  badges  are 
now  furnished  at  $4.50  imder  contract  with  the  Society,  and  by  a 
special  system  of  order  as  called  for. 

A  committee  has  also  reported  upon  a  system  of  precedents  in 
reference  to  members  delinquent  in  dues  under  Art.  19  of  the 
Rules.  Their  report  recommends  that  as  in  the  Rule  the  names  of 
members  who  have  not  paid  dues  for  any  year  be  dropped  from 
the  Catalogue  at  the  end  of  the  first  year  of  delinquency.  Such 
names,  however,  are  to  be  retained  upon  a  "  Suspended  List"  for 
two  more  years,  during  which  time  their  membership  may  be  re- 
sumed on  payment  of  arrears.     After  three  years,  however,  mem- 
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bership  can  only  be  resumed  by  re-election,  as  provided  in  the 
Bule.  Members  on  the  Suspended  List  receive  no  Transactions, 
nor  can  they  vote,  but  may  attend  meetings,  and  take  part 
therein. 

This  same  committee  has  also  considered  the  advisability  of  a 
change  in  the  form  of  blank  for  application  for  membership,  in 
view  of  the  growing  necessity  for  close  scrutiny  of  candidates  by 
the  Council.  The  new  form  will  be  shortly  issued  for  the  use  of 
members  and  new  appU'bants. 

The  Council  would  present  the  Eeport  of  its  Tellers  as  follows  : 

The  undersigned  were  appointed  a  Committee  of  the  Council  to 
act  as  tellers  under  Bule  13,  to  count  and  scrutinize  the  ballots 
cast  for  and  against  the  candidates  proposed  for  membership  in 
the  Society  of  Mechanical  Engineers,  and  seeking  election  before 
the  fourteenth  meeting  of  the  Society,  in  November,  1886. 

They  would  report  that  they  have  met  upon  the  designated 
days  in  the  office  of  the  Society,  and  proceeded  to  the  discharge 
of  their  duties. 

They  would  certify,  for  formal  insertion  in  the  Records  of  the 
Society,  to  the  election  of  the  appended  named  persons  to  their 
respective  grades  upon  the  Lists  Number  One  and  Number  Two, 
colored,  respectively,  pink  and  yellow. 

There  were  293  votes  cast  in  the  ballot  upon  the  pink  list,  of 
which  11  were  thrown  out  because  of  informalities,  and  there  were 
334  votes  cast  using  the  yellow  ballot,  of  which  8  were  thrown  out 
because  of  informalities. 

The  list  is  appended  below. 

W.  F.  DURFEE, )  Tellers  of  the 
Wai.  Kent,         )       Council. 

AS  MEMBERS. 

Briggs,  Charles  C Pittsburgh,  Pa. 

Bellhouse,  H.  Wynyard Syracuse,  X.  Y. 

Blake,  Francis  C MaiiBfield  Valley,  Pa. 

Cook,  Frederic    New  Orleans,  La. 

Corliss,  William Providence,  R.  I. 

Cottrell.  Calvert  B New  York  City. 

Cullen  James  K Chicago,  111. 

Davidson,  Marshall  T New  York  City. 

DeMoutmorency,  Carl  G.  L • Warren,  Mas-s. 

Dicey,  Elmer  C Chicago,  111. 
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Folger,  William  M Washington,  D.  C. 

Qalo,  Horace  B St.  Louis,  Mo. 

Goodale,  A.  M W^altliam,  Mass. 

Qoodfellow,  George Steelton,  Pa. 

Hauson,  Augustus Chicago,  111. 

HornuDg,  George Cincinnati,  Ohio. 

Hunt,  Joseph Catasaqoa,  Pa. 

Kebler,  J.  A Ottumwa,  Iowa. 

King,  Charles  C New  Brighton,  N.  T 

Lanphear,  O.  A Columbus,  O. 

Lavery,  George  L .*.  .Chicago,  111. 

Ludlam,  Jos.  S Lowell,  Mass. 

McBride,  James Brooklyn,  N.  Y. 

Packard,  L West  Albany,  N.  Y. 

Pearson,  W.  B Cleveland,  O. 

Plamondon,  Ambrose Chicago,  111. 

Plamondon,  Charles  A Chicago,  III. 

Pope,  Samuel  I Chicago,  111. 

Ramsay,  H.  A Baltimore,  Md. 

Roberts,  F.  C Trenton,  N.  J. 

Ruth,  W.  M  Fort  Wayne,  Ind. 

Sanguinetti,  Percy  A Phila.,  Pa. 

Sheriffs,  James Milwaukee,  Wis. 

Sorge,  A.,  Jr Rochester,  N.  Y. 

Steward,  John  F    Chicago,  111. 

Taylor,  J.  Artfliie Wilmington,  Del. 

Ulniann,  Charles  J Providence,  R.  I. 

Unger,  John  S Steelton,  Pa. 

Waddell.  J.  A.  L Phoenixville,  Pa. 

Walworth,  Arthur  C Boston,  Mass. 

W^ebber,  Henry,  Jr Dunmore,  Pa. 

AS  ASSOCIATES. 

Dick,  John Meadville,  Pa. 

Rupley,  George Duluth,  Minn. 

AS  JUNIORS. 

Armstrong,  E.  J Painted  Post,  N.  Y. 

Dixon,  W.  F New  York  City. 

Lidgerwood,  Wm.  V New  York  City. 

PROMOTIONS   TO   FULL   MEMBERSHIP. 

Roche,  John  A.,  Associate  of  the  A.  S.  M.  E Chicago,  111. 

Greene,  Isaac  C,  Junior  of  the  A.  S.  M.  E Baltimore,  Md. 

The  Council  would  also  report  the  following  summary  oi 
membership : 


SEVENTH   ANNUAL   MEETING.  11 

[onorary  Members 15 

X^fe  Members 7 

^^embere 590 

.^.ssociates 25 

J  uDiors 81 

Total    668 

locsxease  at  tbis  meeting  : 

^iSembers 41 

-Associates 2 

J'oniors • 8 

Grand  Total 714 

Ttie  losses  by  death  since  the  last  annual  meeting  have  been  as 
toUows : 

Frederick  E.  Butierfield Member. 

Daapbine  S.  Hines 

Theodore  Bergner 

Emile  F.  Loiseau 

John  C.  Hoadley  . .  • 


tt 


The  Report  of  the  Finance  Committee  to  the  Council  at  its 
filial  meeting  was  also  read,  giving  the  summary  of  their  work 
during  the  fiscal  year  just  closed.     This  report  was  as  follows  : 

The  Finance  Committee,  would  respectfully  report  to  the 
Council  the  following  statement  of  the  receipts  and  expenditures 
of  the  Society,  under  their  direction,  for  the  twelve  months  end- 
ing November  1st,  1886. 

The  receipts  have  been  as  follows  : 

Initiation  Fees $1,835  00 

Current  Dues 6,242  00 

Past  Dues 273  00 

Advance  Dues 57  10 

Paper  Sales 572  03 

Binding 322  10 

Library  (Permanent) 125  43 

Library  (Current  Expenses) 243  30 

Badges 242  78 

Engraving 19?  17 

Life  Membership 150  00 

Coutingent 22  77 

Balance  on  liand  November  Ist,  1885 789  43 

$11,073  11 
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The  expenditures  have  been  as  follows  : 

Printing  and  Stationery $£M 

Postage '. 5i 

Library IJ 

Salaries 2,2: 

Expense  and  Rent 94 

Engraving 8^ 

Binding 8S 

Meetings 8* 

Work  of  Committees ^ 

Office  Furniture  and  Fixtures.^ i 

Badges 11 

Traveling Ic 

Printing  Transactions 8,6J 

Refund  Advance  of  Treasurer S 

Refund  Advance  Dues  paid ' 

Total  Expenditures  of  Year |10,0( 

Balance  on  hand  November  1 ,  1885 dt 

$11,0^ 

Of  this  balance,  $831.73  stands  to  the  credit  of  the  5 
the  Bleeeker  Street  Savings  Bank,  and  $152.96  is  in  the 
the  Treasurer  as  a  Balance  to  carry  forward  to  the  n 
year. 

There  remains  $554.37  on  the  books,  outstanding,  s 
the  Society,  from  the  membership.  Of  this  sum,  over  $2 
over  from  last  year,  and  $320  of  it  is  probably  uncc 
There  is  every  probability  that  the  rest  will  be  paid  in  ' 
financial  embarrassments  are  removed  from  the  indebt 
bers. 

The  increase  in  the  expenditures  over  previous  years 
the  growing  size  of  the  volumes  of  Transactions,  and  the 
expense  for  printing,  engraving  and  distribution.  Du 
year  also  the  Society  has  paid  for  many  items,  for  which 
have  been  presented  in  previous  yeai-s,  after  the  da< 
Annual  Report.  This  is  dne  to  the  earlier  date  at  whi( 
are  issued  before  the  meeting,  and  there  are  so  many 
outstanding  against  the  Society  chargeable  to  next  year'i 

Respectfully  submitted, 

By  the  Finance  Cop\ 

The  Library  Committee  Report  was  also  present€ 
Chairman,  and  read  by  the  Secretary,  as  follows: 
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In  accordance  with  the  resolutions  adopted  at  a  previous 
meeting  of  the  Society,  active  measures  have  been  taken  for  the 
creation  of  a  library,  in  the  manner  recommended  by  the  report 
of  the  Committee  submitted  at  that  meeting. 

To  this  end  the  Secretary  issued  a  circular  to  the  membership, 
explanatory  of  the  scheme,  and  soliciting  subscriptions  in  any  of 
the  three  following  forms,  viz.: 

(a)  Annual  subscriptions  to  a  permanent  fund,  of  $10  or  up- 
wards (payable  in  installments  if  preferred). 

To  this  there  have  been  responses  since  the  last  Report,  Vol. 
Vn.  Transactions,  page  13,  from  six  members,  viz.: 

C.C.Hill $25.00 

G.  R   CuUingwortb... 10.00 

Ferd.  Martens 10.00 

Horace  See 10.00 

W.  P.  Parsons , 5.00      * 

A.  H.  Raynal 5.00 

$65.00 

Previously  reported  in  last  annnal  report ...       618.40 

Total $678.40 

(i)  Annual  subscriptions  to  an  amount  of  $2,  payable  at  the 
same  times  as  the  annual  dues. 

To  this  there  have  been  responses  since  the  last  report  above 
referred  to,  from  thirty-one  members,  viz.: 

A.  H.  Raynal,  W.  F.  Rumely,  Frank  Grinnell, 

Albert  W.  Jacobi,  J.  F.  Sorzano,  Harry  C.  Francis, 

Ferd.  Phillips,  O.  W.  Kelly,  Clias.  H.  Loring. 

C.  C.  Hill,  \Vm.  Sellere,  Tlieo.  N.  Ely. 

W.  H.  Doane,  Chas.  A.  Moore,  Geo.  Hayes, 

Geo.  H.  Perkins,  E.  K.  Sancton,  J.  N.  Barr, 

F.  D.  Cummer,  W.  H.  Inslee,  W.  H.  Bone, 

Gaetano  Lanza,  N.  C.  Stiles,  Eckley  B.  Coxe, 

Ferd.  Martens,  CLas.  P.  Howard,  John  Walker, 

F.  M.  Wheeler,  Isaac  C.  Greene,  Hillary  Messlmer, 

C.  Potter,  Jr. 

VVTiose  annual  subscriptions  form  a  total  of $62.00 

The  previous  subscriptions,  given  in  the  last  report  were. .      169.00 

Making  a  total  yearly  fund  to  draw  upon,  of $231.00 

There  are  therefore  114  members  now  regularly  contributing  to 
this  fund  by  this  plan  of  small  increase  in  the  dues,  and  it  is 
urged  that  all  others  who  can  conveniently  do  so,  should  co-oper- 
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ate  in  the  farther  extension  of  this  plan,  and  thus  induce  a  more 
general  interest  among  the  members. 

{c)  Direct  contributions  of  books  and  papers  of  value. 

To  this  there  have  been  a  number  of  responses  during  the  year, 
particularly  by  members  residing  abroad.  The  foUowing  Ust  con- 
tains the  contributions  not  catalogued  in  the  previous  report. 

By  Samuel  McEIroy : 

Original  and  Present  State  of  Brooklyn  Water  Works. 

Water  Power  at  Niagara  Falls. 
By  G.  A.  Hirn  : 

La  Cinetique  Moderne  et  la  dynaraisme  de  I'Avenir. 

La  Conservation  de  rEoergie  Solaire. 

Notice  sur  les  Lois  du  Frottement. 

Recherches  sur  les  Lois  de  Tecoulement  et  dn  Choc  des  Gaz. 

Remarques  relatives  a  une  Critique  da  Zeoner. 

Biographie  de  O.  Hallauer. 

Recliefches  Experi  mental  es  sur  la  Li  mite  de  la  Vitesse  que  prend  un  Gaz. 

Relation:!  reciproques  des  grands  Agents  de  la  Nature. 

Remarques  par  M.  Faye  sur  la  Vitesse  de  Gaz. 

Reflexions  sur  une  Critique  de  M.  Hugioniat. 
By  G.  A.  Hirn  and  O.  Hallauer  : 

Refutations,  une  Critique  de  M.  Zeuner. 
By  O.  Hallauer  (Deceased) : 

Etude  Critique  sur  les  Moteurs  a  Vapeur.     7  Pamphlets. 

Resume  de  la  Theorie  Mecanique  de  la  Chaleur.     2  Pamphlets. 

Comprespion  de  la  Vapeur. 

Note  sur  les  Variations"  du  Vide. 

Note  sur  une  Modification  de  I'lndicateur  de  Watt. 

Note  sur  la  Construction  du  Thermometre  differential  a  Air. 

Analyse  de  deux  Machines  Corliss. 
By  J.  T.  Henthorn : 

Report  upon  the  Pumping  Engine  at  Pettacon^et  Station. 
By  William  Kent : 

Engineering  as  a  Profession. 
By  J.  Burkitt  Webb  : 

The  Second  Law  of  Thermodynamics. 
By  George  H.  Bleloch : 

The  Art  of  Needle  Making. 
By  W.  H.  Durfee  : 

Tlie  Mitis  Process  of  Producing  Wrought  Iron  and  Steel  Castings. 
By  William  A.  Rogers  : 

The  German  Survey  of  the  Northern  Heavens. 

On  the  Method  of  Determining  the  Index  Error  of  the  Meridian  Circle. 

Studies  in  Metrology. 

The  Reduction  of  the  Different  Star  Catalogues  to  a  Common  System. 

Micrometry. 
By  J .  Bauschinger : 

ProtokoU  of  the  Second  and  Third  Sessions  of  the  Conference  in  Reference 
to  Testing  of  Materials. 
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Henri  Schneider  : 

Eseais  Effectues  sur  un  Machine  Corliss  a  Creusot. 
'  R.  Clausius  : 

Zur  Theorie  der  Kraftubertragung  duich  Dynamo-el ectriscbe  Maschinen. 

2  Pamphlets. 
'  H.  Txesca  (Deceased) : 

Besultats  sur  les  Machines  et  les  Regulatears  d*Electricite  a  courant  con- 

tina. 
(Conference  sur  la  Transmission  da  Travail  mechaniqae  par  les  Courants 

elect  rlques. 
Experiences  faites  a  I'Exposition  Electriqne. 
JE>Vancis  Reuleaux : 

Dampfkessel  Explosionen  im  Deutschen  Reiche,  1877-1881. 
Cultur  und  Technik. 
Neuerungen  in  Femtriebwerken. 
•J.J.  Kunstadter : 

Report  of  Experiments  with  U.  S.  S.  S.  **  Nina,"  with  rudder  alone  and 
Kunstadter's  Screw. 
'  William  Cowles : 

The  "  Oram  System  "  of  Marine  Propulsion. 
T  Charles  T.  Main  : 

Relative  Costs  of  Steam  and  Water  Power. 
?'  J.  C.  Hoadley  (Deceased) : 

Steam  Engine  Practice  of  the  United  States. 
J  Horace  See  : 

Utilizing  Steam  of  the  Higher  Pressure. 
y  F.  R.  Button  : 

• 

Improvement  in  Locomotive  Engines  and  Railways,  by  George  E.  Sellers, 
iy  C.  J.  H.  Woodbury  : 

Reports  1  and  2  on  Automatic  Sprinklers. 

Electric  Lighting  in  Mills. 

The  Relation  of  Electric  Lighting  to  Insurance. 

Protection  of  City  Warehouses  from  Loss  by  Fire. 
By  Dwelsbauvers-Dery : 

Les  Decouvertes  recentes  concernant  la  Machine  a  Vapeur.   Calcul  du  rayon 
des  Bobines  des  Machines  d'Extraction. 

Sur  la  Forme  du  Tambour  Regulateur  des  Machines  d'Extraction. 

Note  sur  la  Compression  de  Vapeur. 

De  la  Regulation  de  Machines. 

he  Regulateur  de  Buss. 

Report  sur  la  Section  de  Mechauique  de  I'Exposition  Nationale  de  Milan. 

Theorie  des  Moteurs  a  Vapeur. 

Revue  des  Machines  tliormiques  motrices  exposes  a  Paris. 

Revuo  des  Machines  thermiques  motrices  exposes  a  Vienne. 

Programme  du  Cours  do   Meclianique   appliquoe  et  de   Physique  Indus- 
trielle. 

Principes  de  la  Resistance  des  Materiaux. 
^V.  S.  Auchinclosa  : 

Practisclie  Anwendung  der  Schleber  und  Coulissensteuerungen. 
Henry  Metcalfe  : 

The  Cost  of  Manufactures  and  the  Administration  of  Work  Shops. 
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J.  Bauschinger  : 

Mittheilungen  aus  dem  Meclianiscli  Teclinischen  I^boratorium. 
1  to  15. 
John  n.  Cooper  : 

Raskin'H  Modern  Painters.     5  vols. 

Time  and  Tide.     L.  Raskin. 

Life  and  Travels  of  Von  Humboldt. 

Together  with  twenty  other  books  which  have  not  been  as  yet  put  n.^ 

the  Library  Catalogue,  in  view  of  their  more  remote  conDtetion  wi  "^^ 
the  special  objects  for  which  the  Library  is  being  collected. 

Annual  Reports. 

City  Engineers Toronto,  Canada. 

Harbor  Commission Montreal,  Canada. 

Pboceedinob  of  Societies. 

AHFOciated  Societies  of  County  Surveyors  and  Civil  Engineers  of  Indiana. 

American  Water  Works  Association. 

Michigan  Association  of  Surveyors  and  Civil  Engineers. 

Michigan  Engineering  Society. 

It  is  known,  however,  that  many  members  have  issued  books 
or.  professional  publications  during  the  year,  which  are  not  repre- 
sented in  the  Library.  The  advantage  to  the  Library  of  such 
gifts  from  tlie  members  is  so  obvious  that  it  is  only  necessary  to 
ask  your  more  particular  attention  to  the  matter  in  the  future  than 
it  has  received  in  the  past. 

Moreover,  since  the  previous  report,  the  Society  has  acquired 
by  purchase,  vols.  4  to  12  inclusive,  of  London  Engineering,  which 
were  lacking  at  that  time,  and  their  set  is  now  complete  with  the 
exception  of  vols.  1,  2  and  3,  and  vols.  29  to  33  inclusive,  which 
the  Committee  would  be  very  glad  to  obtain,  so  as  to  make  their 
set  complete  from  the  beginning. 

During  this  year  also  efforts  have  been  made  to  complete  the 
back  files  of  the  periodicals  taken  at  the  office,  and  in  addition  to 
the  files  of  current  numbei^s  given  below,  the  Library  contains 
back  issues  as  follows : 

American  Engiueer,  Chicago.     Complete  from  beginning  of  vol.  "2,  1881. 
Electrical  Review,  New  York.     Complete  from  beginning  of  vol.  8,  1888,  and 

vol.  2  is  complete  except  the  first  six  numbers. 
Manufacturers*  Gazette,  BoHtoii.     Complete  from  the  beginning  of  vol.  6,  1884. 
American  Machinist.     Complete  from  the  beginning  of  vol.  1,  except  No,  1,  of 

vol.  1. 
American  Journal  of  Railway  Appliances.     Complete  from  vol.  1, 1888. 
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Cotton,  Wool  and  Iron,  and  Boston  Journal  of  Commerce.     Complete  from  begin- 
ning of  vol.  23,  1884. 
Chicago  Journal  of  Commerce.     Complete  from  beginning  of  vol.  44, 1884. 
Electrical  Review  of  England.     Complete  vol.  13, 1883. 
Mechanics.     Complete  from  vol.  1. 

Official  Gazette,  Patent  Office.     Complete  from  vol.  26,  1884. 
Engin^^ericg  and  Miuing  Journal.     From  vol.  29,  1880. 
National  Car  Builder.     From  vol.  2,  1880.  , 

Railroad  Gazette.     From  vol.  15,  1883. 

Van  Nostrand's  Engineering  Magazine.     From  vol.  22,  1880. 
Industrial  World,  Chicago.     From  vol.  20.  1883. 
The  Engineer  of  England,  begins  with  vol.  58,  1884. 
Iron,  England,  begins  with  vol.  24,  1884. 

Mechanical  World  and  Steam  Urters*  Journal,  England,  begins  with  vol.  17,  1884. 
Engineering  Newd,  begins  with  January,  1886. 
American  Miller,  begins  with  January,  1886. 
Railway  News,  begins  with  January,  1886. 

If  any  of  the  members* know  of  any  facilities  for  supplying  any 
of  the  previous  issues  of  the  above  mechanical  joui^nals,  they 
will  confer  a  favor  by  putting  the  Committee  in  the  way  of  secur- 
ing them. 

LIST  OF  EXCHANGES. 

Zpravy  Spolkn  Architektu  a  Inzenyru.     Prague. 
Ingenioers-Foreningens  Forhandlinger.     Stockholm. 
Miuing  Institute  of  Scotland.     Hamilton. 

NortU  of  England  Institute  of  Mining  and  Mechanical  Engineering.     Newcastle. 
Institute  of  Mechanical  Engineering  of  Great  Britain.     Loudon. 
Institute  of  Civil  Enf^ineerino:  of  Ireland.     Dublin. 
Mechanical  World.     Loudon. 
Engineering.     London. 
The  Engineer.     London. 
Iron.     London. 
Electrical  Review.     London. 
Master  Car  Builders'  Association.     New  York. 
Engineers'  Club  of  Philadelphia.     Philadelphia. 
Engineers'  Society  of  West  Penn.     Pittsburgh. 
U^iited  States  Naval  Institute.     Annapolis. 
Franklin  Institute.     Philadelphia. 
American  Society  of  Civil  Engineers.     New  York. 
American  Inrftiiute  of  Mining  Engineers.     New  York. 
Associated  Engineering  Societies.     St.  Louis. 
American  Journal  of  Uailway  Appliances.     New  York. 
Electric  Review.     New  York. 
Chicago  Journal  of  Commerce.     Chicago. 
Boston  Journal  of  Commerce.     Boston, 
ludubtrial  World.     Chicago. 
American  Kngineer.     Chicago. 
Manufacturers'  Gazette.     Boston. 
American  Machinist.     New  York. 
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Mechanics.     New  York. 
Railroad  Gazette.     New  Yorl?. 
Engineering  and  Mining  Journal.     New  York. 
Ins^titution  of  Engineers  and  Shipbuilders  of  Scotland.     Glasgow. 
Northeast  Coast  Institute  of  Engineers  and  Shipbuilders.     Newcastle  on 
Societe  des  Ingonieurs  Civils  de  France.     Paris. 
National  Car  Builder.     New  York. 
American  Miller.     Chicago. 
Engineering  News.     New  York. 
United  States  Patent  Office.     Washington,  D.C. 
Van  Nostraiid's  Magazine.     New  York. 
Railway  News.     New  York. 

Conservatoire  des  Arts  et  Metiers.     Paris,  France. 
Polytechnic  Society  of  Norway.     Christiana. 
Liverpool  Engineering  Societ}'.     Liverpool,  Eng. 

The  Society  of  Arts.     Massachusetts  Institute  of  Technology.     Boston. 

Respectfully  submitted 

by  the  Library  Committee. 


The  Committee  on  securing  the  passage  of  a  bill  for  the  a'  * 
pointmcnt  of  a  U.  S.  Commission  to  test  materials,  etc.,  presents 
its  final  report  as  follows  : 

To  The  American  Society  of  Mechanical  Enffineers. 
Gentlemen: — 

Your  Coinniitteo  beg  respectfully  to  report  that  since  the  last  Annual  MeetiK 
they  have  been  actively  engaged  in  endeavoring  to  further  the  object  of  their  atf 
pointmcnt.  Tliey  were  in  conference  with  members  of  Congress  before  it  m^ 
and  immediately  after  its  opening  u  bill  for  the  appointment  of  a  Test  CommiFii 
was  introduced.  Engineers  were  then  written  to  all  over  the  United  States,  as 
ing  them  to  urge  their  representatives  in  Congress  and  their  senators  to  vote  fort 
bill.  Many  assurances  of  sympathy  in  the  bill  and  determination  to  work  foff^ 
were  received  from  members  of  Congress  and  from  all  parts  of  the  United  StaC 
as  well.  After  some  delay  a  canva^s  was  made  of  the  opinions  of  the  vaii<^ 
members  in  the  House  of  Representaiive?*,  aud  it  was  found  that  there  was 
large  majority  in  favor  of  the  bill.  Notwithstanding  hII  this,  it  was  found  to  I 
impossible  (for  what  reason  your  Committee  cannot  state)  to  get  the  bill  befor 
the  House  for  discussion,  nlihongh  it  was  on  the  calendar.  The  reason  whlct 
was  given  by  the  persons  in  charge  of  the  bill  was  that  there  was  no  politiof  it 
it.  (/ongress  adjourned  without  reaching  the  bill.  Any  further  effort  that  ii 
made  in  this  direction  will  therefore  have  to  be  made  ah  initio.     In  view  of  thi 

fact  that  your  Committee  has  worl;ed  earnestly  at  this  matter  and  has  used  ever 

•  •  • 

hcmorablij  means  within  their  knowledge  to  promote  the  passage  of  this  bill,  aQ< 

has  failed  for  several  successive  yt  ars,  owing  to  no  fault  of  their  own,  your  Com 

niittee  suggest  that  if  this  subject  is  to  be  further  continued  it  be  committed  t 

other  hands,  and  that  this  Committee  be  discharged  from  any  further  consaden 

tion  of  this  subject. 

Yours  respectfully, 

Thob.  Eglbston. 

C.  J.  H.  WOODBCBT. 

Obeblin  Sm^h. 
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This  report  having  been  presented,  it  was  moved  and  seconded 
that  it  be  accepted  and  adopted  and  the  Committee  discharged. 
This  motion  was  carried. 

The  report  of  the  Committee  of  the  Society  on  securing  uni- 
formity in  standards  for  pipe  and  pipe-threads  was  next  presented 
by  the  Secretary  of  the  Committee,  Mr.  Geo.  M.  Bond,  and  re- 
ceived brief,  favorable  and  complimentary  discussion.  Mr.  Kent 
Daoved  a  vote  of  thanks,  which  was  most  cordially  seconded  by 
Mr.  Doane,  and  the  motion  was  carried. 

The  report,  as  amended  in  conformity  with  Mr.  Kent's  sugges- 
tion, is  of  so  important  a  nature,  and  particularly  in  view  of 
added  matter  which  could  not  have  been  included  in  it  at  the 
date  of  its  presentation,  that  it  is  printed  in  full  as  one  of  the 
contributed  documents  of  the  meeting,  with  appended  discussion, 
as  paper  No.  CCXXVI. 

The  Chairman  :  *  The  next  report  is  that  of  the  Committee  on 
Uniform  Methods  of  Testing.     As  a  member  of  that  committee  I 
will  report  briefly  that  we  have  made  some  progress.     Prof.  Egles- 
ton,  who  was  chairman  of  the  committee,  has  been  compelled  by 
ill  health  to  resign  the  chairmanship.     The  purpose  sought  in  the 
appointment  of  the  committee  was  to  arrive,  if  possible,  at  some 
tuiiform  method  of  making  tests  of  materials  whereby  the  im 
mense  amount  of  this  kind  of  work,  which  is  constantly  being 
done  all  over  the  country,  may  be  made  comparable,  so  that  the 
'W'ork  which  each  person  does  shall  be  available  not  only  to  him, 
V>ut  to  all  others,  and  vice  versa.     The  first  step  taken  by  the  com- 
ttiittee  was  the  sending  out  of  a  request,  accompanied  by  samples 
of  material — bars  of  iron  and  steel,  round,  square,  and  flat — to 
Some  ten  or  twelve  different  concerns  having  testing  machines, 
'^th  the  request  that  they  would  test  these  specimens  and  make 
ft  report  on  them  and  return  them.     The  reports  received  in 're- 
sponse to  that  request  were  so  variable  in  form  and  statement, 
ftat  a  tabulation  of  them,  which  was  made  by  Mr.  Henning,  one 
of  the  committee,  required,  if  I  remember,  very  nearly  fifty  col- 
QBans,  in  order  to  cover  every  kind  of  report  or  statement  made  by 
each  of  the  different  investigators.     It  was  simply  impossible  to 
niake  any  general  deduction  from  returns  which  were  so  variable 
ID  their  bases  of  statement ;  and  the  next  step  of  the  committee 
was  to  consider  carefully  a  form  of  standard  report  for  this  par- 
ticular purpose ;  not  for  general  adoption,  but  a  form  which  would 

*  Mr.  Henry  R.  Towne. 
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give  US  identical  kinds  of  information  from  each  party  who  m 
the  tests.  Such  a  blank  was  prepared,  printed,  and  sent  out,  in  th^S 
case,  to  twenty-two  concerns  having  testing  machines,  accompanies^ 
by  specimens,  consisting  of  three  each,  round  and  square  wrongk.^ 
iron  bars,  and  also  a  similar  number  of  pieces  of  steel — all  of  th^ 
material,  by  the  way,  being  contributed  by  manufacturers  in  aic=3 
of  the  work  of  the  Society.  These  test  pieces  have  now  been  ou_j 
for  a  month  or  more  ;  mauy  of  them  have  been  tested  and  re  « 
turned,  and  we  believe  that  probably  all  of  the  parties  addressecu: 
will  respond  by  making  the  tests  and  gi^^ng  us  the  reports.  I^ 
few  of  them  who  have  already  reported  have,  in  addition  to  fui-= 
nishing  the  reports  of  the  tests,  given  us  considerable  informatior" 
as  to  the  construction  of  then*  machines,  as  to  their  regul 
methods  of  test,  and  other  data  which  are  of  interest.  When  all  c 
this  information  shall  have  been  received,  the  committee  propose 
to  tabulate  it  and  put  it  in  form  for  submission  to  the  Society,  anc 
if  the  committee  can  arrive  at  an  agreement  as  to  a  standard  fo: 
for  a  report  blank  for  tests,  they  will  append  that,  presumab 
also  adding  some  brief  statement  of  the  rules  that  should  govei 
tests  in  order  to  make  them  comparable.  If  all  this  can  be 
complished,  the  work  of  the  committee  will  undoubtedly  be 
value  and  interest.  We  hope  to  have  the  work  so  far  comple 
as  to  be  able  to  make  a  report  at  the  next  meeting. 

The  last  report  was  the  report  of  the  tellers  appointed  at  tt»* 
previous  session  to  count  the  ballots  for  officers  : 

November  30«A,  1886. 

The  tellers,  appointed  at  the  meeting  last  evening,  have  to  re- 
port that  they  have  finished  the  duties  assigned  them,  and  report 
the  ballot  as  follows :  Whole  number  of  votes  cast,  353,  14  of 
which  not  indorsed. 

President. 

George  II.  Babcock 335 

Scattering 3 

Vice-  Presidents. 

Joseph  Morgan 341 

Chas.  T.  Porter 337 

Horace  S.  Smith 334 

Scattering 2 
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Managers. 

Frederick  G.  Coggin 339 

John  T.  Hawkins 337 

Thos.  E.  Morgan,  Sr 339 

Scattering None 

Treasureb. 

WiUiam  H.  Wiley 339 

Scattering None 

F.  Van  Winkle,   \ 

F.  F.  Heminway,  >-  Tellers. 

H.  C.  White,       ) 

The  chairman  then  inquired  if  there  was  any  new  business  to 
*^  presented  by  any  one,  before  commencing  the  reading  and  dis- 
cussion of  papers. 

He  then  briefly  reminded  the  members  of  the  new  rules  adopted 

^t  year,  and  which  were  put  into  effect  in  Chicago,  and  which 

Pi"oved  satisfactory  to  all  the  members.     The  underlying  motive 

^f  those  rules  is  simply  fair  play— that  each  paper  shall  have  its 

proportion  of  time,  and  that  each  member  discussing  a  paper  shall 

Wve  his  fair  proportion  of  time.     Five  minutes  are  allowed  for 

presenting  a  paper  by  abstract  and  five  minutes  to  each  member 

^to  speaks  on  a  paper  ;  ten  minutes  being  allowed  to  those  who 

present  written  discussion.     Acting  upon  the  evident  sentiment 

of  the  Society,  as  expressed  at  the  last  meeting  in  Chicago,  the 

chair  will  have  to  call  the  time  when  it  has  elapsed. 

The  first  professional  paper  was  by  Prof.  Francis  Reuleaux,  of 
Berlin,  Germany,  honorary  member  of  the  Society,  entitled  "  Fric- 
tion of  Toothed  Gearing.*'     Messrs.  Lewis,  Bilgram  and  C.  A. 
Smith  presented  written  discussions,  and  Messrs.  Stirling  and 
Raynal  also  spoke.    Prof.  Thurston's  paper  on  the  "  Friction  of  the 
Xou-Condensing  Steam  Engine,"  was  discussed  by  Messrs.  Barrus, 
Lanza,  Kent,  Alden,  Wolff,  and  Kaynal.     The  paper  by  Mr.  A. 
Wells  Robinson,  of  Philadelphia,  entitled"  Recent  Improvements 
in  Dredging   Machinery,"  was  discussed   by  Messrs.  Hill   and 
Towne.     At  the  close  of  these  papers,  a  lunch  was  served  in  the 
session  rooms,  tendered  by  the  local  committee,  and  an  opportunity 
was  given  for  social  intercourse. 
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Afiernoon  Session. 


Ihe  afternoon  session  was  called  to  order  at  half-past  tw 
Three  of  jbhe  topical  queries  were  taken  up  first.  Messra  Lans 
Alden,  and  Towne  spoke  on  the  question,  "  How  should  a  laboi 
tory  of  mechanical  engineering  be  equipped  ?  "  Messrs.  Crai 
Kent,  Lanza,  Partridge,  Henning,  Sanguinetti,  Gobeille,  a 
Alden  spoke  on  the  query,  "  What  are  the  best  problems  : 
students  in  mechanical  engineering  in  the  last  year  of  their  rej 
lar  course?  "  The  third  question,  "  Can  you  give  any  data  fr< 
your  own  experience  as  to  the  power  required  to  drive  mode 
American  machine  tools?  "  elicited  discussion  from  Messrs.  Le^ 
Hobbs,  Lanza,  Crane,  Babcock,  Doane,  Couch,  Kent,  Bays 
Ashworth,  Fowler,  Falkenau,  Weightman,  and  Towne. 

At  the  close  of  these  discussions,  and  before  resuming  the  c< 
sideration  of  the  pai)ers  of  the  meeting,  the  Chairman  announc 
that  the  scientific  apparatus  of  Mr.  John  C.  Hoadley,  the  w< 
known  engineer  and  expert,  had  been  purchased  by  Mr.  Stepl 
W.  Baldwin,  of  New  York,  as  a  gift  to  the  American  Society 
Mechanical  Engineers.  Mr.  Hoadley  had  been  an  honored  me 
ber  of  the  Society,  and,  upon  his  death  in  October,  his  estate  1 
desired  to  dispose  of  his  apparatus  by  sale.  The  announcem< 
by  the  chair  of  this  very  graceful  act  of  Mr.  Baldwin  was  receii 
vnth  applause,  and,  on  motion,  a  committee  was  appointed,  c« 
sisting  of  Messrs.  Babcock  and  Partridge,  to  draft  suitable  resc 
tions  of  thanks  to  the  donor. 

The  next  paper  was  by  Professor  Gaetano  Lanza,  of  Best 
upon  "  The  Strength  of  Shafting  exposed  to  both  Twisting  a 
Bending : "  Messrs.  Kent,  Henning,  Hawkins,  Crane,  Hill,  s 
Towne  discussed  it.  The  paper  by  Prof.  G.  I.  Alden,  entit 
"  Formuhe  and  Tables  for  Calculating  the  Effect  of  the  Reciproc 
ing  Parts  of  lligh-Speed  Engines,"  was  discussed  by  Mesc 
Lanza  and  Lewis. 

The  paper  by  Mr.  Geo.  H.  HaiTus,  of  Boston,  giving  results 
investigations  with  his  new  calorimeter,  was  the  last  paper  of  i 
session.  The  rest  of  the  time  up  to  adjournment  was  tal 
up  with  the  topical  query  :  '*  What  are  the  best  conditions 
flying  rope  for  transmission  of  power?  Are  there  limitations  to 
use?  "  Messrs.  Crane,  Hill,  Sterling,  Hawkins,  Giddings,  Rayi 
Hobbs,  Towne,  Partridge,  Sanguinetti,  Durfee,  and  Hutton  sp< 
in  discussion. 
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At  the  close  of  this  topic,  a  letter  was  read  inviting  the  Society 
to  visit  the  works  of  the  National  Car  Spring  Co.,  at  Newark.  The. 
Secretary  was  requested  to  return  the  thanks  of  the  Society  for 
the  courtesy.  A  telegram  to  the  Secretary  was  also  read,  announc- 
ing the  death,  at  his  residence  in  Toungstown,  Ohio,  of  Mr.  Homer 
Hamilton,  one  of  the  interested  members  of  the  Society.  At  the 
next  session  it  was  moved  that  the  Secretary  be  requested  to  send 
a  message  of  sympathy  from  the  convention  to  the  family  of  Mr. 
Hamilton.     The  session  then  adjourned. 

In  the  evening,  by  the  courtesy  of  the  Board  of  Managers  of  the 
American  Institute,  the  Society  attended  the  fair  of  the  Institute. 
Complimentary  tickets  had  been  furnished,  and  were  very  gener- 
ally used  by  the  visiting  members. 

TfflRD  Day,  Wednesday,  December  1st. 

The  steamer  Pleasant  Valley  had  been  chartered  for  this  day  to 
take  the  members  and  their  friends  to  visit  places  of  interest  in 
Newark.  On  the  way  dpwn  the  bay,  a  stop  was  made  at  Bedloe's 
Island,  and  by  the  courtesy  of  Ct^ptain  Brewerton,  U.  S.  A.,  the 
party  were  allowed  to  ascend  the  Bartboldi  Statue  of  Liberty  and 
get  the  view  from  it.  Arriving  at  Newark,  the  party  visited  the 
Ilewes  and  Phillips  Iron  Works,  and  were  from  thence  escorted 
to  lunch,  tendered  in  one  of  the  city  armories.  After  lunch,  car- 
riages took  the  party  to  the  works  of  the  U.  S.  Illuminating  Co., 
Watts  Campbell  and  Co.,  Clark  Thread  Works,  and  to  the  private 
laboratory  of  Mr.  Edward  Weston.  The  lateness  of  the  hour 
prevented  a  projected  visit  to  the  Howell  Morocco  Works.  Par- 
ties went  also  to  the  Benjamin  Atha  Steel  Works. 

A  professional  session  was  held  in  the  evening  in  the  hall  of 
the  Academy  of  Medicine.  Tliis  session  was  devoted  to  the  two 
papers  belonging  to  the  Economic  Section  of  the  Transactions. 
These  papers  were  by  Mr.  Oberliu  Smith,  of  Bridgeton,  N.  J., 
entitled  ''  Intrinsic  Value  of  Special  Tools,''  and  by  Mr.  W.  E. 
Partridge,  of  New  York,  entitled  "  Capital's  Need  of  High-priced 
Labor."  Messrs.  Grant,  Borden,  Almond,  Cole,  Walworth,  and 
Towne  spoke  on  the  first  paper ;  and  Messrs.  Hawkins,  Kent, 
Fowler,  Almond,  Wells,  Oberliu  Smith,  Walworth,  Grant,  Bor- 
den,  and  Towne  discussed  the  second. 
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Fourth  Day,  Thursday,  December  2d. 

The  fifth  session  was  called  to  order  in  the  lecture-room  of  Pro 
lessor  Wood,  in  Stevens  Institute  of  Technology,  in  Hoboken 
The  Society  had  been  invited  by  the  President  and  Faculty  o 
the  Institute,  and  met,  pursuant  to  call,  at  ten  o'clock.  The  firs 
paper  was  by  Mr.  Benjamin  Baker,  Engineer  of  the  Forth  Bridg< 
Railway  of  England,  and  honorary  member  of  the  Society.  I 
was  entitled  **  The  Working  Stress  of  Iron  and  Steel,"  an( 
Messrs.  Kent,  Bond,  Henning,  and  Towne  took  part  in  the  die 
cussion,  together  with  Prof.  De  Volson  Wood,  of  the  Institute,  prea 
ent  by  invitation. 

The  paper  by  Mr.  Wm.  Cowles,  of  New  York,  on  Fire-Boats 
was  discussed  only  by  Messrs.  Le  Van,  and  Cole. 

The  paper  by  Mr.  Wm.  Kent,  of  New  York,  *'  Is  Water  Gas  ai 
Economical  Fuel,"  was  discussed  by  Messrs.  F.  W.  Taylor,  Traut 
wein,  Schuhmann  and  Towne. 

The  paper  by  Mr.  Andrew  C.  Campbell,  of  Bridgeport,  Conn, 
was  entitleci,  "A  New  Conicograph,"  and  he  exhibited  one  of  th< 
instruments  and  its  work  and  method  of  operation.  Messrs 
Couch,  Kent,  San^^uiiietti,  Henning,  Webb,  and  Le  Van  spob 
in  the  discussion,  and  also  by  invitation  Professors  MacCorc 
and  Wood  of  the  Institute. 

The  topical  query  as  to  the  practical  value  of  the  sand-blaa 
process  for  sharpening  files  was  then  taken  up  and  discussed  b; 
Messrs.  S.  T.  Williams  (who  exhibited  a  file  of  which  part  ha* 
been  treated  and  part  had  not),  Towne,  F.  W.  Taylor,  Webb 
Oberlin  Smith,  Doane,  and  Babcock,  and  Mr.  Chas.  N.  Trum. 
spoke  by  invitation. 

An  invitation  to  the  Society  to  visit  the  warerooms  of  the  Edz 
ison  Electric  Lighting  Co.  was  received  and  responded  to  by  tele 
gi*am  with  thanks. 

President  Morton,  of  the  Stevens  Institute,  had  invited  the  men 
bers  to  a  reception  and  lunch,  which  were  much  enjoyed  by  m 
present.  An  opportunity  was  given  after  lunch  to  visit  tt 
mechanical  laboratories  and  shops  of  the  Institute  while  it 
classes  were  at  work  there.  Much  of  interest  was  going  o^ 
and  the  afternoon  session  did  not  come  to  order  till  thr^ 
o'clock. 

The  paper  of  Mr.  Thomas  1).  West,  of  Cleveland,  entitle 
'*  Casting  Aluminium  Bronze  and  Other  Strong  Metals,"  was  pr^ 
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sented,  and  was  discussed  by  Messrs.  Le  Van,  T.  E.  Morgan, 
Oberlin  Smith,  Dodge,  and  Hill. 

Thereupon  the  remaining  topical  queries  were  taken  up,  and 
filled  the  time  up  to  the  hour  of  adjournment.  Messrs.  West  and 
Sanguinetti  spoke  on  the  query  as  to  corrosion  of  aluminium 
bronze ;  Messrs.  WoljBf,  Towne,  Kerr,  Giddings,  Cole,  and  Le  Van 
spoke  of  the  reasons  for  preferring  injectors  or  pumps  for  feeding 
boilers ;  Messrs.  Dodge,  A.  H.  Emery,  Henning,  and  Towne  dis- 
cussed the  best  way  to  build  annealing  furnaces  for  small  gray 
ix-oii  castings  ;  on  the  matter  of  the  best  way  to  separate  grit  from 
gi"iiiding  rooms  and  prevent  its  dissemination  in  yards  and  shops, 
^Mossrs.  Dodge,  Giddings,  Partridge,  and  Towne  spoke. 

Messrs.  Oberlin  Smith,  Webb,  Partridge,  Weightman,  Baboock, 

orman,  Le  Van,  A.  H.  Emery,  Webber,  C.  T.  Porter,  and  Camp- 
fc^ell  gave  their  experience  as  to  the  expanding  and  contracting 
^^f  drawing  boards  and  paper,  and  the  prevention  of  annoyance 
ft^om  it. 

Messrs.  Kerman,  Oberlin  Smith,  and  Sanguinetti  spoke  of 
^*^ethods  of  cutting  templets  from  very  thin  metal,  and  Mr.  W.  R. 
Jenkins  had  sent  in  a  written  reply  to  the  question  why  an  oil- 
'^'oll  pump  sucker-rod  is  prevented  from  unscrewing  at  the  sockets 
^y  giving  a  twist  to  the  rods.  This  was  the  last  of  the  topical 
^^scussions. 

The  Chairman  then  called  for  the  report  of  the  committees  on 
-^^solntions.     Their  repoiis  were  presented  as  follows : 

Mesohed,  That  the  cordial  thanljs  of  this  Society  are  tendered  to  the  Pennsyl- 

^"^-uia  Railroad  for  courtesies  extended  during  the  present  session  of  this  Society. 

Mesolvedf  That  we  tender  our  tbanks  to  Messrs.  Cooper.  Hewitt  &  Co.,  for  the 

^-^^'vitation  to  visit  their  works  at  Trenton,  and  for  entertainment  and  courtesies 

^'•^Oeived  on  that  occasion. 

Merited,  That  the  thanks  of  this  Society  are  due  to  Edward  Weston,  Watts, 

^"^mpheJl  &  Co.,  Hewes  &  Phillips,   U.  S.  Elec.  Ilium.  Co.,  Clark  Thread  Co., 

"^^nj.  Atha  Steel  Works,  Howell  Morocco  Works,  and  others,  of  the*  city  of 

^^^wark,  for  the  opportunity  of  visiting  the  several  important  and  interesting 

^^^tablisliments  owned  or  controlled  by  tliem,  and  for  the  exceedingly  hospitable 

^^tertainment  provided  on  the  recent  visit  of  this  Society  to  that  enterprising  city. 

Jiesolved,  That  the  tlianks  of  the  Society  be  cordially  extended  to  Capt.  Henry 

^T'ewerton,  United  States  Array,  in  command  at   Bedlow's  Island,  for  facilities 

^^orded  on  the  occasion  of  our  visit  to  the  island,  and   for  the  opportunity  of 

^^8pecting*the  Statue  of  Liberty. 

Resolved,  That  the  Society  extends  its  thanks  to  the  Board  of  Managers  of  the 
American  Institute  F'air,  for  their  kind  and  highly  appreciated  invitation  to  visit 
^hat  very   interesting  and   instructive   exhibition  of    arts,    manufactures,   and 
Mechanism,  and  for  courtesies  on  that  occasion. 
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Besolvedj  That  this  Society  tender  its  hearty  thanks  to  President  Morton,  the 
faculty  and  trustees  of  Stevens  Institute  of  Technology,  for  the  highly  appre- 
ciated attention  in  inviting  this  Society  to  hold  two  of  its  sessions  at  Stevens  Insti- 
tute, and  for  their  courtesy  in  exhibiting  and  explaining  the  abundant  resources 
of  the  institution  under  their  charge. 

Resolved,  Tliat  the  cordial  and  hearty  thanks  of  this  Society  are  hereby  ex- 
tended to  Dr.  Henry  Morton,  President  of  the  Stevens  Institute  of  Technology, 
for  his  generous  hospitality  during  the  recent  visit  of  the  Society  to  the  institu- 
tion over  which  he  presides. 

Resolved,  That  we  collectively  and  individually  extend  our  thanks  to  our  local 
committee,  and  especially  to  Messrs.  Wiley  &  Crouthers  and  Huttou,  for  their 
admirable  arrangements  for  the  entertainment  of  the  Society,  and  that  we  heartily 
appreciate  the  exceptionally  successful  manner  in  which  these  arrangements 
have  been  carried  out. 

Resolved,  That  the  Secretary  be  instructed  to  send  copies  of  these  resolutions 
to  the  persons  mentioned. 

Messrs.  Babcock  and  Partridge,  the  special  committee  to  pre- 
pare resolutions  of  thanks  to  Mr.  S.  W.  Baldwin  for  his  gift  to  the 
Society  of  the  scientific  apparatus  formerly  belonging  to  the  late 
John  C.  Hoadley,  reported  as  follows ; 

Whereas,  Mr.  S.  W.  Baldwin  has  presented  to  the  Society  the  technical  ap- 
paratus formerly  belonging  to,  and  much  of  which  was  original  with  our  late 
lamented  member,  Mr.  J.  C.  Hoadley  ;  therefore. 

Resolved,  That  the  thanks  of  this  Society  be  tendered  to  Mr.  Baldwin  for  his 
generous  and  thoughtful  gift,  through  which  this  Society  comes  in  possession 
of  so  valuable  a  collection. 

Resolved,  That  the  Secretary  be  instructed  to  have  these  resolutions  engrossed 
and  presented  to  Mr.  Baldwin  as  a  token  of  our  appreciatiou  of  his  act. 

The  Committee  also  presented  the  following  resolution,  just  as 
the  hour  for  adjournment  had  arrived  : 

Resolved,  That  the  thanks  of  the  Society  be  tendered  to  Mr.  Henry  R.  Towne 
for  the  able  and  faithful  manner  in  which  he  has  performed  the  duties  of  acting 
president  during  the  sessions  of  the  present  meeting  and  throughout  the  illness 
of  President  Coleman  Sellers. 

The  question  on  this  motion  was  put  President-elect  Babcock, 
and  Mr.  Towne  replied  as  follows  from  the  chair : 

27i£  Chairinan. — I  appreciate  very  warmly  indeed  the  compli- 
ment you  have  paid  me,  and  am  glad  if  anything  1  have  done 
during  the  year  has  been  of  service  to  the  interests  of  the  Society. 

During  the  two  years  that  I  have  been  in  the  Council,  as  one  of 
the  vice-presidents,  it  has  been  a  pleasant  thing  to  see  that  the 
Society  has  advanced  and  grown  in  many  ways,  and  is  now  in 


SEVENTH  ANNUAL   MEETING.  27 

very  much  better  condition  than  it  was  two  years  ago,  particu- 
larly in  the  quality  of  its  work.  I  think  that  the  last  volume  the 
Society  issued  is  the  best  volume  of  its  kind,  and  contains  more 
material  of  value  to  the  engineer  than  any  other  that  I  knov  of 
as  embodying  the  transactions  of  a  Society  of  this  kind. 

Two  matters  in  particular  have  interested  me  during  the  year, 
and  it  is  a  pleasure  to  me  that  in  each  of  them  I  have  been  able 
in  a  small  way  to  contribute  to  tjie  good  work  of  the  Society. 
One  of  them  came  up  a  year  ago,  at  our  meeting  in  Boston,  where 
it  seemed  to  me  that  a  great  deal  of  the  time  of  the  Society  was 
taken  up  in  listening  to  the  reading  of  papers  (which  might  have 
been  prepared  in  advance),  thereby  limiting  the  discussion  on 
them,  which  was  often  interesting  and  valuable,  and  which  in  that 
case  was  very  much  curtailed.  Conferring  with  Prof.  Hutton, 
our  Secretary,  about  it,  I  found  that  our  views  coincided.  The 
matter  was  brought  to  the  notice  of  the*  Council,  and  a  committee 
was  appointed,  consisting  of  Prof.  Hutton  and  myself,  the  result 
of  whose  work  was  the  drafting  of  the  new  rules,  which  were  first 
put  into  effect  at  Chicago,  and  which  have  been  continued  here. 
The  members  of  the  Society  at  the  Chicago  meeting  expressed  by 
a  vote  their  approval  of  these  rules,  and  requested  that  in  the 
future  the  presiding  officers  of  the  meetings  should  enforce  the 
rules  strictly.  The  fundamental  idea  of  thus  limiting  the  time 
allowed  to  each  paper  and  to  each  speaker  is  fair  play  ;  that  the 
first  paper  on  the  list  shall  have  no  greater  privileges  than  the  last. 

The  other  matter  to  which  I  refer  was  introduced  by  the  paper 
I  read  at  Chicago,  in  which  I  modestly  ventured  to  suggest  that 
the  Society  might  annex  another  subject  to  its  discussions,  bring- 
ing in  industrial  or  econouiic  questions.  I  had  no  thought  then 
that  such  a  proposition  would  be  entertained  except  as  a  side 
issue,  a  matter  which  those  of  the  members  who  took  interest  in 
such  things  could  promote  by  attending  a  supplemental  session. 
The  ])roposition  was  received  favorably  in  one  sense  and  unfavor- 
ably in  the  other.  The  idea  of  introducing  such  matters  in  our 
discussions  was  accepted.  The  idea  of  relegating  them  to  an 
annex  or  sub-section  was  negatived  emphatically,  and  it  was  voted 
that  such  subjects  should  be  introduced  and  made  part  of  our 
regular  transactions. 

We  have  had  some  test  of  this  policy  in  our  present  meeting, 
and  it  seems  to  be  the  sentiment  of  the  members  generally  that 
the  Society  is  fully  justified  in  taking  uj)  the  discussion  of  such 
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subjects.  I  may  add  that  it  is  more  appropriate  for  this  Society 
to  consider  such  matters  than  any  other  of  the  engineering  socie- 
ties. We  have  in  our  membership,  much  more  than  have  the 
Civil  Engineers  or  the  Mining  Engineers,  men  who  are  managers 
of  hibor,  who  are  either  owners  or  representatives  of  owners,  and 
who  therefore  control  capital.  There  are  fewer  purely  professional 
men,  and  men  having  no  direct  responsibility  for  the  management 
of  others,  in  this  Society  than  in  either  of  the  other  engineering 
societies.  These  economic  questions  come  nearer  to  us,  therefore, 
and  to  a  larger  number  of  our  members,  and  in  my  judgment  they 
can  most  properly  be  considered,  to  a  reasonable  extent,  germane 
to  the  interests  and  duties  of  a  large  proportion  of  our  membership. 
Again  thanking  you  for  the  compliment  you  have  just  tendered 
me,  I  repeat  my  appreciation  of  it.  I  hope  that  the  Society's 
work  will  continue  to  gi*ow  in  the  future  as  well  as  it  has  during 
the  past  year. 

The  meeting  then  adjourned. 

Fifth  Day,  Friday,  December  3d. 

A  special  train  on  the  Pennsylvania  Railroad  conveyed  the 
members  on  an  excursion  to  Trenton,  N.  J.,  where  they  were  the 
guests  of  Messrs.  Cooper,  Hewitt  &  Co.  The  cars  were  run  on  a 
siding  to  the  lower  mill,  where  large  beams  are  rolled,  and  a  visit 
was  paid  to  the  bridge-shop.  Returning  to  the  wire-mill,  a  lunch 
was  spread  by  the  hosts  in  one  of  the  buildings,  and  after  it  the 
wire-mill  with  its  belted  Corliss  engine  running  trains  on  contin- 
uous wire  rods,  and  the  other  features  of  the  manufacture  were 
examined.  A  visit  to  one  of  the  potteries  was  also  made  in  the 
afternoon,  and  by  some  to  the  Phoenix  works  upon  the  river.  The 
train  brought  a  large  number  back  to  New  York,  while  numbers 
went  directly  West  from  Trenton. 
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CCXXVI. 

REPORT  OF  THE   COMMITTEE  ON  STANDARD   PIPE 

AND  PIPE  THREADS, 

OF  THE  AMERICAN   SOCIETY   OP  MECHANICAL  ENGINEERS, 

Submitted  at  tbe  Seventh  Annual  Meeting,  held  in  New  York  City,  November 

29  to  December  .3,  188G. 

P^OTE. — This  report  is  the  one  referred  to  on  page  19  of  the  Proceedings, 
'^e  importance  of  the  matter  of  which  it  treats  has  induced  the  Publicatiou 
Coniuiittee  to  order  it  issued  as  a  separate  paper  contributed  to  the  Society. 

TUe  report  was  as  follows  :] 

GrKNTLEMEN:  Tour  committee  to  whom  was  referred  the  eon- 
sideraticgi  of  a  standard  for  pipe  and  pipe  threads,  have  the 
l^onor  to  present  the  following  report : 

-^^  t  a  meeting  of  your  committee  held  in  Hartford,  February 
"S>  1886,  the  request  embodied  in  the  following  circular  letter  to 
^*ie  manufacturers  of  wrought-iron  pipe  in  the  United  States  w^as 
^^cided  upon,  and  the  letter  was  issued  April  21,  1886,  addressed 
^-o  each  of  the  companies  composing  the  above  association : 

'*  At  the  Sixth  Annual  Meeting  of  the  American  Society  of 

M^echanical  Engineers,  held  in  Boston,  in  November,  1885,  a 

committee  was  appointed  by  the  president,  to  confer  with  manu- 

lactuiers  of  pipe,  pipe  dies,  and   pipe  fittings,  with  a  view  of 

bringing  about  a  uniformity  in  the  sizes  of  pipe  and  pipe  threads, 

and  of  maintaining  it  by  tlie  use  of  gauges  which  shall  definitely 

i^epresent  standard  sizes. 

"  A  meeting  of  this  committee  was  held  in  Hartford,  February 
23, 1886. 

"The  opinion  of  this  committee  is  that  the  Briggs  standard, 
which  nearly  all,  if  not  all,  of  the  pipe  mauufacturers  once  adopted, 
is  the  proper  standard  to  be  adhered  to,  and  that  it  only  requires 
definite  co-operation  on  the  part  of  pipe  manufacturers  with  the 
committee,  in  order  to  bring  their  product  strictly  to  that  stand- 
ard, and  to  adopt  means  of  strictly  adhering  to  it  within  practi- 
cal limits. 
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'*  A  copy  of  the  minutes  of  the  Boston  meeting  referred  to  is 
herewith  mailed  you,  in  which  will  be  found  the  report  of  the 
discussion  and  subsequent  recorded  appointment  of  the  com- 
mittee. There  is  also  sent  you  a  copy  of  the  paper  upon  this 
subject,  which  was  read  at  that  time  before  the  Society,  together 
with  the  report  of  the  discussion  which  followed  its  reading. 

"  The  committee  request  that  the  pipe  manufacturers  give  this 
matter  consideration,  and  would  suggest  that  they  appoint  a 
committee  to  confer  with  them,  with  a  view  of  bringing  about 
the  desired  result,  and  to  notify  the  secretary  as  to  the  date 
when  this  meeting  may  be  held. 

"  Will  you  please  give  your  individual  aid  in  having  such  a 
committee  appointed? 

"  An  early  answer  will  oblige, 

"  Yours  very  truly, 
(Signed)  "  Geo.  M.  Bond,  Sea-etary, 

Frederick  Grinnell,  Chairman. 
George  Schuhmaun. 

Wm.  J.  Baldwin.  • 

•  B.  H.  Warren. 
Geo.  M.  Bond,  Ser^retary, 
Hautfokd.  Conn.,  April%\,  1880.  • 

There  was  also  issued  a  circular  letter  to  each  of  the  members 
of  tlio  Associated  Manufacturei*8  of  Cast  and  Malleable  Iron  and 
Brass  Fittings  in  the  United  States.  This  letter  was  dated  April 
28,  1880,  and  is  as  follows  : 

**  The  oncloHiHl  communication,  which  has  been  sent  to  each  of 
the  pipe  manufacturers,  will  explain  itself. 

**  A  coi>y  of  extract  from  minutes  of  the  proceedings  is  also 
encloHod. 

"  Wo  will  be  pleased  to  have  your  views  upon  the  subject  for 
our  miidanco  in  conferring  with  the  propo>sod  committee  of  pipe 
manufacturers. 

"  Y()ur8  very  truly, 
(Signed)  "  Gko.  M.  Bond,  Senrianj'" 

As  stated  in  the  pveliniiniwy  report  of  your  committee,  sub- 
mitted at  the  meeting  of  this  Society,  held  in  Chicago,  May, 
1886,*  a   committee   was   ai>pointed    by   the    Manufacturer   of 

*  Vol.  VII.  Tmnsm-tionn  A.  8.  M.  E..  p.  4U. 
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Wrought  Iron  Pipe  and  Boiler  Tubes  in  the  United  States,  at 
their  meeting  held  in  Philadelphia,  May  12,  1886,  the  members 
of  which  committee,  as  at  that  time  given,  being  : 

Mr.  L.  W.  Shallcross,  Chairman,  representing  Messrs.  Morris, 
Tasker  &  Co.,  Limited,  of  Philadelphia. 

Mr.  J.  H.  Flager,  representing  The  National  Tube  Works  Co., 
of  McKeesport,  Pa. 

Mr.  L.  J.  Piers,  representing  The  Allison  Manufacturing  Co., 
Philadelphia,  and 

Mr.  Jas.  H.  Murdock,  of  Pittsburgh,  Secretary  to  the  com- 
mittee. 

The  action  taken  by  the  Cast  Iron  Fittings  Association  is  also 
here  given : 

"  At  a  meeting  of  the  Cast  Iron  Fittings  Association,  held  in 
New  York,  May  19,  1886,  the  following  resolution  was  unani- 
mously adopted : 

*'^  Eesoivedf  That  a  committee  of  five  (5)  be  appointed  to  take  into  considera- 
tion the  matter  of  a  standard  gauge  of  thread.' 

"  The  foUowing'gentlemen  were  named  as  such  committee  : 

"Mr.  R.  T.  Crane,  President  Crane  Bros.  Manufacturing  Co., 
Chicago,  HI. 

"  Mr.  C.  C.  Walworth,  President  Walworth  Manufacturing  Co., 
Boston,  Mass. 

"  Mr.  E.  G.  Bumham,  Vice-President  The  Eaton,  Cole  &.  Bum- 
ham  Co.,  Bridgeport,  Conn. 

"  Mr.  Charles  Jarecki,  President  Jarecki  Manufacturing  Co., 
Erie,  Pa. 

"  Mr.  Carleton  W.  Nason,  President  Nason  Manufacturing  Co., 
New  York  City." 

The  action  taken  by  the  Manufacturers  of  Brass  and  Iron, 
Steam,  Gas  and  Water  Work  of  the  United  States,  at  a  meeting  of 
their  Association,  lield  in  Pittsburgh,  May  11,  12  and  13,  1886, 
was  that  the  following  resolution  was  unanimously  carried : 

''Resolved,  That  this  association  favors  the  establishment  of  a  universal 
wronght-iron  pipe  gauge,  to  be  used  as  a  standard  throughout  the  United  States, 
and  that  any  acpon  taken  by  the  manufacturers  of  wroui^ht-iron  pipe  to  ac- 
complish this  object  shall  have  our  hearty  co- operation." 

Soon  after  this  preliminary  report  was  submitted  at  the  meet- 
ing of  the  Society  in  Chicago  iu  May,  a  joint  conference  of  the 
committee  appointed  by  the  manufacturers  of  wrought-iron  pipe, 
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and  your  committee,  was  held  at  the  Fifth  AYenne  Hotel,  New 
York,  June  17,  1886.     The  result  of  this  conference  is  clearly  ^ 
stated  in  the  oflScial  notification  issued  by  Mr.  L.  W.  Shallcross,   « 
chairman  of  the  conference,  and  which  is  here  given  : 

"  New  York,  Juiie  17, 1886. 

"  At  a  meeting  of  the  Standard  Pipe  and  Pipe-Thread  Com — 
mittee  of  the  Manufacturers  of  Wrought  Iron  and  Boiler  Tubes  in  j 
the   United  States,  held   at  the   Fifth  Avenue  Hotel,  this  day,  * 
Thursday,  June  17,  1886,  at  11  o'clock  a.m. 
L.  W.  Shallcross  in  the  chair. 
Jas.  H.  Murdock,  Secretary. 

Present : — 

Morris,  Tasker  &  Co.,  Limited L.  W.  Shallcross. 

National  Tube  Works  Co J.  H.  Flagler. 

The  Allison  Manufacturiug  Co L.  J.  Piere. 

"  Also,  present  in  conference,  members  of  the  Standard  Pipe- 
Thread  Committee  of  the  American  Society  of  Mechanical  En- 
gineers, as  follows  : 

"  Frederick  Grinnell,  Chairman  of  Committee,  President  Provi- 
dence Steam  and  Gas  Pipe  Co.,  Providence,  E.  T, 

"  Geo.  M.  Bond,  Secretary  of  Committee,  of  The  Pratt  &  Whit- 
ney Co.,  Hartford,  Conn. 

"Geo.  Schuhmann,  of  the  Reading  Iron  Works,  Beading,  Pa. 

"  Wm.  J.  Baldwin,  96  Fulton  Street,  New  York,  Steam  Heating 
Engineer. 

**  On  motion  of  Mr.  Flagler,  seconded  by  Mr.  Piers,  that  each 
manufacturer  send  to  The  Pratt  &  Whitney  Co.,  Hartford,  Conn., 
sample  pieces  of  their  jnpe  from  (())  six  inches  diameter  down, 
threaded  on  one  end,  to  be  tested  l)y  The  Pmtt  &  Whitney  Co., 
with  the  Briggs  st;iudard,  and  a  report  to  be  made  by  them  to 
each  manufacturer  of  the  state  of  his  gauges  only,  as  compared 
with  the  Briggs  standard. 

"  And  the  Secretary  be  hereby  instructed  to  notify  the  manufac- 
turers, and  request  them  to  comi)ly  with  this  resolution  without 
delay,  so  that  action  can  be  taken  at  the  meeting  of  July  20th, 
proximo. 

*'  Unanimously  carried. 

''  On  motion,  adjourned  to  meet  at  the  call  of  the  Chairman. 
"  Attest — Jas.  H.  Murdoch,  L.  W.  Shallcross, 

Secretary  to  Commitke.  Chairman  of  Cainmitteer 
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In  accordance  with  the  foregoing  request,  there  were  received 
by  The  Pratt  &  Whitney  Co.,  for  the  required  test,  samples  of 
pipe  with  threads  cut  on  one  end,  which  your  committee  has 
every  reason  to  believe  represented  the  average  sizes  of  pipe  and 
pipe  threads,  as  ordinarily  manufactured. 

Samples  were  received  from   the  following  manufacturers  of 
wrought-iron  pipe,  members  of  the  association. 
Messrs.  The  National  Tube  Works  Co.,  McKeesport. 

"       Reading  Iron  Works,  Eeading. 

"       A,  M.  Byers  &  Co.,  Pittsburgh. 

"       Spang,  Chalfant  &  Co.,  Pittsburgh. 

"       American  Tube  and  Iron  Company,  Middletown,  Pa, 

"       Conshohocken  Tube  Co.,  Conshohocken. 

"       Crane  Bros.  Manufacturing  Co.,  Chicago. 

"       Morris,  Tasker  &  Co.,  Limited,.  Philadelphia. 

"       Fieldhouse,  ])utcher  &  Belden,  Chicago. 

"       The  Allison  Manufacturing  Co.,  Pliiladelphia. 

"       Jas.  Hooven  &  Son,  Norristown,  Pa. 

**       Delaware  Iron  Co.,  New  Castle,  Del. 
The  Pittsburgh  Tube  Company,  their  new  works  not  being  at 
the  time  in  operation,  stated  that  their  sizes  would  in  general 
conform  to  those  sent  by  the  American  Tube  and  Iron  Co. 

The  examination  and  test  of  these  sample  pieces  of  threaded 
pipe,  was  not  made  until  August  23  and  24,  1886,  owing  to  the 
late  arrival  of  several  sets  necessary  to  complete  the  list.  After 
having  had  the  set  of  Briggs  standard  reference  gauges  critically 
verified  by  The  Pratt  &  Whitney  Co.,  the  test  was  conducted 
under  the  conditions  of  confidence  which  was  accepted  by  your 
committee,  the  secretary  only  to  have  personal  knowledge  of 
each  manufacturer's  variation.  The  results  were  collected,  and 
were  arranged  in  tabulated  form,  each  column  being  headed  with 
a  special  number,  which  referred  to  the  manufacturer  there  repre- 
sented. 

This  tabulated  report,  with  general  deductions  appended,  was 
submitted  to  the  Pipe  Manufacturers'  Association  at  their  regular 
Convention  held  at  the  Continental  Hotel,  Philadelphia,  August 
25,  1SS6,  and  soon  after,  reports  to  manufacturers  indindually 
were  sent  by  the  secretary  of  your  committee,  as  requested  in  the 
resolution  adopted  at  the  conference. 

The  variation  from  the  Briggs  standard,  as  found  to  exist  un- 
der this  test,  did  not  seem  to  warrant  a  departure  from  the  orig- 
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inal  standard  represented  by  the  Briggs  gauges,  and  confirme 
the  opinion  of  your  committee  that  the  Briggs  standard  could  1: 
adhered  to. 

With  the  exception  of  the  three-quarters  and  one  inch  sizes,  bi 
comparatively  little  change  would  be  required  in  the  dies  used  1 
the  pipe  manufacturers  in  cutting  pipe  made  by  them  for  tl 
market. 

liecognizing  the  interests  of  the  manufacturers  of  brass  a] 
cast-iron  fittings,  a  joint  conference,  appointed  by  these  asso< 
ations  and  your  committee,  was  called,  in  order  to  harmonize  ; 
interests  involved,  and  to  adopt  a  resolution  expressing  the  sec 
of  such  a  meeting  for  the  consideration  of  the  Pipe  Manufacture 
Association. 

This  conference  was  arranged  for  Monday,  October  25,  ISi 
and  was  held  at  the  Fifth  Avenue  Hotel,  New  York,  at  11  o'clo 
A.M.  of  that  date. 

There  were  present  at  this  conference :  of  the  committee  repi 
senting  the  Wrouglit-Iron  Pipe  Manufacturers'  Association,  ^ 
J.  H.  Flagler,  of  the  National  Tube  Works  Co. ;  Mr,  L.  W.  Sh£ 
cross,  chairman  of  the  conference  :  of  the  committee  appointed 
the  Cast-iron  Fittings  Association,  Mr.  Carleton  W.  Nason,  Fm 
dent  of  Nason  Manufacturing  Co.,  New  York,  representing  also  2 
Jarecki,  President  of  The  Jarecki  Manufacturing  Co.,  Erie, 
There  was  also  present,  representing  this  Association,  Mr.  W- 
Douglas,  Corresponding  Secretary.  Also  there  were  present,  k 
resenting  the  Manufactu)*ers'  Association  of  Brass  and  Iron,  St^ 
Gas  and  Water  Work  of  the  United  States,  Mr.  8.  L.  Morie 
Secretaiy  of  the  Association.  Of  your  committee  there  were  pi 
ent,  Mr.  William  J.  Baldwin,  and  Geoi^e  M.  Bond,  secretly 
the  conference.  Letters  were  read  by  Mr.  Carleton  W.  Nas 
from  Mr.  E.  T.  Crane,  Chicago,  and  Mr.  C.  C.  Walworth,  of  Bostc 
members  of  their  committee,  who  were  unable  to  attend,  stati 
their  position  in  the  matter.  After  considerable  discussion  t 
following  resolution  was  unanimously  carried  : 

''  That  it  is  the  sense  of  this  iiieetiDg  that  a  common  standard  bo  adopted, 
that  action  should  proceed  lirKt  from  the  Pipe  ManafacturerH,  and  for  that  roi 
we  recommend  that  it  sliould  be  particularly  brought  to  their  attention  at 
meeting  to  be  held  in  Pittsburgh  this  week.** 

The  meeting  of  the  Pipe  Manufacturers'  Association  just 
ferred  to  was  held  at  the  Monongahela  House,  Pittsbui^h,  0< 

ber  27,  1886. 
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The  official  notification  received  by  your  committee  of  the 
action  taken  by  the  pipe  manufacturers  at  this  meeting,  is  here 
given: 

**  George  M.  Bond,  Esq., 

**  Sec^y  Committee  Standard  Pipe  and  Pipe  Threads^ 
"  American  Society  Mechanical  Engineers^ 
"  Hartford,  Conn, 

"  Dear  Sir  : — At  a  meeting  of  the  Manufacturers  of  Wrought- 
Iron  Pipe  and  Boiler  Tubes  in  the  United  States,  held  at  the  Mo- 
nongahela  House,  Pittsburgh,  October  27, 1886,  it  was  resolved  that 
the  Wrougbt-Iron  Pipe  Manufacturers  of  the  United  States  hereby 
adopt  the  Briggs  standard  of  gauges,  and  that  where  any  manu- 
facturer has  from  any  cause  got  away  from  that  standard,  they  be 
I'equested  to  get  such  corrections  made  as  soon  as  possible,  so  as 
to  conform  to  the  Briggs  standard. 

"  Yours  truly, 
(Signed)  **  James  H.  Murdoch,  Sec'y 

"  Manufacturers   Wrought-Iron  Pipe  and  Boiler 

"  Tubes  in  the  United  States, 
**PiTT8BUBQH,  November  ^^  1886." 


Tour  committee  has  notified  officially  of  the  above  action  of  the 
^pe  Manufacturers'  Association,  Mr.  W.  H.  Douglas,  Correspond- 
^^ Secretary  Cast-iron  Fittings  Association,  New  York ;  Mr.  S.  L. 
-Worison,  Secretary  Brass  Fittings  Association,  New  York,  and 
jVlr.  John  Maneely,  Corresponding  Secretary  Malleable  Iron  As- 
sociation, Philadelphia,  in  the  following  letter,  which  was  mailed 
^  each  from  Pittsburgh,  November  4  : 

**It  is  gratifying  to  me  to  advise  you  that  at  a  meeting  of  the 
Manufacturers  of  Wrought-Iron  Pipe  and  Boiler  Tubes  in  the 
United  States,  held  at  the  Monongahela  House,  Pittsburgh,  Octo- 
W  27,  1886,  it  was  resolved  '  that  the  Wrought-Iron  Pipe  Manu- 
facturers of  the  United  States  hereby  adopt  the  Briggs  standard 
of  gauges,  and  that  where  any  manufacturer  has,  from  any  cause, 
got  away  from  that  standard,  ^they  be  requested  to  get  such  cor- 
rections as   soon   as   possible,  so  as  to  conform  to  the  Briggs 

standard.' 

"  Yours  truly, 
(Signed)  " Geo.  M.  Bond,  Secy 

^^  Committee  Standard  Pipe  and  Pipe  Tliread^^^^ 

"  Anoericayi  Society  Meek,  EiKjineers'' 


36     REPORT  OF  COMMITTEE  ON  STANDARD  PIPE  AND  PIPE  THBEABSb 

In  concluding  this  report,  your  committee  wish  to  express  their 
appreciation  of  the  assistance  kindly  rendered  by  Mr.  J.  H.  Mnr- 
dock,  Secretary  Manufacturers  Wrought-Iron  Pipe  and  Boilei 
Tubes  in  the  United  States ;  Mr.  S.  L.  Morison,  Secretary  of  the 
Association  of  Brass  and  Iron  Fittings  Manufacturers  of  the 
United  States,  and  Mr.  W.  H.  Douglas,  Corresponding  SecFetai; 
of  the  Cast-Iron  Fittings  Association,  in  furnishing  lists  of  the 
different  manufacturers  of  wroiight>iron  pipe,  cast-iron,  and  brasi 
fittings,  and  who  in  many  ways  greatly  facilitated  the  work  of  you. 
committee.  Respectfully  submitted, 

Frederick  Grinnell,  Chairman. 

Geo.  M.  Bond,  Secretary. 

George  Hchuhmann. 
B.  H.  Warren. 

Wm,  J.  Baldwin. 

New  York,  November  30,  1886. 


ADDENDA, 


The  following  communication,  received  subsequently  to  t9 
presentation  of  the  foregoing  report,  transmitting  to  your  commzi 
tee  officially  the  resolution  adopted  by  the  Manufacturers'  AssocS 
tion  of  Brass  and  Iron,  Steam,  Gas  and  Water  Work,  sustainLa 
the  action  of  the  Manufacturers  of  Wrought-Iron  Pipe,  is  hev 
with  presented : 

"  MANUFACTURERS'  ASSOCIATION 

OF 

BRASS  AND  IRON,  STEAM,  GAS  AND  WATER  WORK. 

"  79  Fulton  St.,  New  York,  Decemler  16, 1886. 

"  George  M.  Bond,  Secretary  Committee 
"  Standard  Pij)e  and  Pipe  lltreads^ 

^^  American  Society  Mechanical  Engineers^ 
'*  Care  of  Pratt  &  Mliitney  Co., 
*' Harffo?'d,  Conn. 

"  Dear  Sir  : — At  a  meeting  of  the  Manufacturers*  Associatioi 
of  Brass  and  Iron,  Steam,  Gas  and  Water  Work,  held  at  the  Fifti 
Avenue  Hotel,  New  York,  on  December  8th,  1886,  the  foUowinj 
resolutioDS  were  unanimously  adopted  : 

"  *  That  the  action  of  the  Wrought-Tron  Pipe  Association,  in  adopting  the  Biigj 
Standard  as  the  Standard  Iron  Pipe  Gauge  of  the  United  States,  be  indoraed,  ai 
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tkktLt  as  Manufacturers  of  Brass  and  Iron,  Steam,  Gas  and  Water  Work  we  will 
a^rt  in  conformitj  with  tlie  resolution  adopted  by  them;  and  that  as  a  measure  of 
safety  to  ourselves,  in  order  to  avoid  any  difficulty  with  our  customers  at  any 
'tixEie,  that  the  Secretary  of  this  Association  be  authorized  to  correspond  with  the 
Secretaries  of  the  Wrought-Iron  Pipe,  Cast-iron  Fittings  and  Malleable  Fittings 
-A-sacxjiations,  and,  if  acceptable  to  them,  that  an  order  be  given  by  these  Asso^ 
ciations  to  The  Pratt  &  Whitney  Co.,  Hartford,  Conn.,  for  one  set  of  Standard 
Qaitges,  and  that  such  set  of  Gauges  be  presented  to  the  American  Society  of 
■M^echauical  Engineers  as  a  matter  of  reference  for  all  our  united  members,  to  be 
**el<i  by  them  in  case  of  any  dispute  arising  as  to  whether  the  members  of  these 
Associations  are  manufacturing  to  the  standard  or  not. 

**  ^Resolved,  That  the  thanks  of  this  Association  are  due  to  Mr.  Bond  for  his  en- 
■  'g'litened,  gentlemanly  p,nd  courteous  manner  in  presenting  this  matter  for  our 
*'^t;e5ntion.' 

"  Yours  truly, 
(Signed)  "  S.  L.  Morison,  SecretcLvy'' 


I 


IFor  comprehensive  information  regarding  the  subject  of  stand- 
pipe  and  pipe  threads,  as  applied  in  American  practice,  your 
Committee  would  refer  all  who  may  be  interested,  to  the  Excerpt 
-Minntes  of  Proceedings  of  the  Institution  of  Civil  Engineers  of 
Great  Britain,  vol.  Ixxi.,  Session  1882-83,  Part  I.  containing  the 
"pB-per  of  the  late  Robert  Briggs,  C.  E.,  presented  and  read  after 
-tus  death,  on  "American  Practice  in  Warming  Buildings  by 
Steam,"  which  also  includes  the  discussion  which  followed. 

Beferring  specially  to  the  subject  your  committee  has  had  in 
t.and,  the  following,  from  the  text  and  tables  of  the  paper  of  Mr, 
Briggs  is  here  presented,  giving  completely  the  data  upon  which 
the  Briggs  standard  pipe  thread  sizes  are  based.     .     .     . 

"The  taper  employed  for  the  conical   tube-ends  is   uniform 
with  all  makers  of  tubes  or  fittings,  namely  an  inclination  of  1  in 
32  to  the  axis.     Custom  has  established  also  a  particular  length 
of  screwed  en^  for  each  different  diameter  of  tube.     Tubes  of  the 
several  diameters  are  kept  in  stock  by  manufacturers  and  mer- 
chants, and  form  the  basis  of  a  regular  trade  in  the  apparatus  for 
wanning  by  steam.     A  knowledge  of  all  these  particulars  is  there- 
fore essential  for  designing  apparatus  for  the  pui'pose.     The  ruling 
dimension  in  wrought-iron  tube  work  is  the  external  diameter  of 
certain  nominal  sizes,  which  are  designated  roughly  according  to 
their  internal  diameter.     These  nominal  sizes  were  mainly  estab- 
lished in  the  English  tube  trade  between  1820  and  1840,  and  cer- 
tain pitches  of  screw-thread  were  then  adopted   for  them,  the 
coarseness  of  the  pitch  varying  roughly  with  the  diameter,  but  in 
an  arbitrar}^  way  utterly  devoid  of  regularity.     The  length  of  the 
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screwed  portion  on  the  tube  end  varies  with,  the  external  diamete 
of  the  tube  according  to  an  arbitrary  rule-of-thumb ;  whence  n 
suits,  for  each  size  of  tube,  a  certain  minimum  thickness  of  meti 
at  the  outer  extremity  of  the  tapering  screwed  tube-end.  It  i 
the  determination  of  this  minimum  thickness  of  metal,  for  th 
tapering  screwed  end  of  a  wrought-iron  tube,  which  constitutes  th 
question  of  mechanical  interest. 

''A  longitudinal  section  of  the  taperiug  tube-end,  with  th 
screw-thread  as  actually  formed,  is  shown  full  size  in  Fig.  10 
for  a  nominal  2j  inch  tube,  that  is,  a  tube  of  about  2^  inches  ir 
ternal  diameter,  and  2^  inches  actual  external  diameter. 

"The  thread  employed  has  an  angle  of  60°;  it  is  slight' 
rounded  off  both  at  the  top  and  at  the  bottom,  so  that  the  heigT 
or  depth  of  the  thread,  instead  of  being  exactly  equal  to  the  pitc* 

is  only  four-fifths  of  the  pitch,  or  equal  to  0.8  -,  if  n  be  the  nns 

n 

Fig.  105. 

(Thread  of  2i  inch  tube.     Pull  8ize.) 
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ber  of  threads  per  inch.     For  the  length  of  tube-end  through^ 
which  thie  screw-thread  continues  perfect,  the  empirical  form.'* 

used  is  (0.8  D  4-  4.8)  x  -,  where  D  is  the  actual  external  diam^ 

n 

of  the  tube  throughout  its  parallel  length,  and  is  expressed. 

inches.     Further  back,  beyond   the  perfect   threads,  come  t"* 

having  the  same  taper  at  the  bottom,  but  imperfect  at  the  "fcc 

The  remaining  imperfect  portion  of  the  screw-thread,  furtbe 

back  from  the  extremity  of  the  tube,  is  not  essential  in  any  w£: 

to  this  system  of  joint ;  and  its  imperfection  is  simply  incideot^ 

to  the  process  of  cutting  the  thread  at  a  single  operation.    Fror 

the  foregoing  it  follows  that,  at  the  very  extremity  of  the  tube,  th 

diameter  at  the  bottom  of  the  thread. 


B- 


n  =  i>  _  (0.05  D  +  1.9)  X  \ 


"2  X  (0.8  D  4-4.8)      2x0.8" 

61  n  ^  n 


The  thickness  of  iron  below  the  bottom  of  the  thread,  at  the  tub 
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extremity,  is  empirically  taken  to  be  =  0.0175  D  +  0.025.     Hence 
the  actual  iDtemal  diameter  d  of  any  tube  is  found  to  be,  in  inches, 


d^D-  (0.05  D  +  1.9)  X  i  -  2  X  (0.0175  D  +  0.025), 

or 

d  =  0.965  Z?  -  0.05  -  -  —  -  0.05. 

n        n  . 

For  the  various  sizes  of  tubes,  ranging  from  \  inch  to  10  inches 
nominal  internal  diameter,  with  their  corresponding  numbers  of 
screw-threads  per  inch,  the  actual  internal  diameter  d  is  expressed 
by  the  following  Table  I.  in  terras  of  the  actual  external  diameter 
D. 

TABLE   I. 

DIAHETEB8  OP  WKOUGHT-IRON  WELDED  TUBES. 


Nominal  Internal 

Number  of  Screw- 

Actual  Internal  Diameter  d  in  Terms  of  Actual  External 

Diameter  of  Tnbe. 

threadi>  per  inch. 

Diameter  D. 

Inoket. 

No. 

Inches. 

\ 

27 

d  =  0.9631  2) -0.1204 

iandf 

18 

d  =  0.9623  i>- 0.1556 

iand  j 

14 

d  =  0.9614  2) -0.1857 

1,  U.  \\  and  2 

lU 

rf  =  0.9607/) -0.2152 

2itol0 

8 

rf  =  0.9587  i>- 0.2875 

"  The  figures  derived  from  this  statement,  which  are  of  impor- 
tance for  practical  use,  are  presented  in  detail  in  the  accompany- 
ing Table  II.  in  a  convenient  order  for  reference. 

"  The  number  of  screw-threads  per  inch  for  the  several  sizes  of 
tubes  is  here  accepted  from  customary  usage.  It  is  the  work- 
man's approximation  to  the  pitch  practically  desirable,  and  much 
reluctance  must  consequently  be  felt  in  calling  it  in  question. 
Still  it  would  have  been  better  to  investigate  the  general  case 
upon  the  basis  of  a  pitch  ranging  in  closer  accordance  with  the 
range  of  tube  diameter.  Thus  the  nominal  J-inch  tubes  might 
have  bad  16  threads  per  inch ;  %  inch,  14  threads ;  1  and  \\  inch, 
12  threads;  1.^  and  2  inches,  11  threads;  2.J  to  3.\  inches,  10 
threads  ;  4  to  6  inches,  8  threads  ;  7  to  9  inches,  7  threads  ;  and  10 
inches,  not  more  than  6  threads  per  inch.  The  existing  numbers 
of  threads  however,  as  given  in  Tables  I.  and  II.,  are  now  too  well 
established  to  be  disturbed  ;  at  all  events  they  must  be  taken  in 
any  statement  of  present  practice. 
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TABLE    II. 


STAND ABD  DIMEKSIONS  OF   WROUUnT-IRON  WELDED  TUBES. 


Nominal 
Inside. 


Inches. 

i 

4 
I 

i 
I 
1 

U 

n 

2 

2* 
8 

3i 
4 

5 
6 

7 

8 

9 

10 


DIAMETER  OF  TUBE. 


Actual  Inside. 


IncbcH. 
0.270 
0.364 
0.494 
0.623 
0.824 
1.048 
1.380 
1.610 
2.067 
2.468 
8.067 
8.548 
4.026 
4.508 
5.045 
6.065 
7.028 
8.982 
9.000 
10.019 


Actual  OutBide. 


Inches. 

0.405 
0.540 
0.676 
0.840 
1.050 
1.815 
1.660 
1.900 
2.875 
2.875 
8,500 
4.000 
4.500 
5.000 
5.568 
6.625 
7.625 
8.625 
9.688 
10.750 


THICKNESS  pF 
METAL. 


Inch. 

0.068 

0.088 
0.091 
0.109 
0.118 
0.184 
0.140 
0.145 
0.154 
0.204 
0.217 
0.226 
0.287 
0.246 
0.259 
0.280 
0.801 
0.322 
0.844 
0.366 


BCBXWKD  niDS. 


Number  of 

Threads  per 

Inch. 


No. 
27 

18 

18 

14 

14 

lU 

lU 

lU 

lU 
8 

8 
8 
8 
8 
8 
8 
8 
8 
8 
8 


Length -^_^ 
Perfccf-'^^^^ 
Screw. 


Inch. 

0.19 
0.29 
0.80 
0.89 
0.40 
0.61 
0.54 
0.55 
0.58 
0.89 
0.05 
1.00 
1.05 
1.10 
1.16 
1.26 
1.86 
1.46 
1.67 
1.68 


Taper  of  conical  tube-ends,  1  in  82  to  axis  of  tube. 


DISCUSSION. 

Mr.  01)erUn  Smith. — I  want  to  ask  Mr.  Bond  whether  the  com- 
mittee have  ascertained  what  the  condition  of  pipe  threads  is  in 
England — whether  there  is  any  general  standard  in  use  there,  and 
I15W  near  the  BriggH  standard  conforms  to  it.  I  also  want  to  ask 
whether  the  brass  valve  manufacturers  in  this  country  have  been 
generally  approached  on  this  subject.  The  report  speaks  of  the 
cast-iron  fittings  men  and  the  pipe  men.  It  does  not  mention 
particularly  the  valve  manufacturers. 

Mr.  Bond. — I  can  say,  in  answer  to  Mr.  Smith,  that  the  Reoond 
circular  letter  refeiTed  to  in  the  report  which  was  addressed  to 
the  fittings  manufacturers,  included  the  names  on  the  list  received 
from  Mr.  S.  L.  Morison,  Secretaiy  of  the  Fittings  Manufacturers' 
Association,  and  embraced  nearly  all  tbe  manufacturers  of  yalves 
and  fittings.  There  were  over  seventy  firms  and  corporations 
represented,  and  quite  a  number  of  them  were  valve  manufacturerSy 
both  of  brass  and  iron. 
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In  regard  to  the  first  question,  Professor  Hutton  handed  me  a 
letter  last  evening  which  is  of  interest  to  our  society  and  our  com- 
mittee, which  refers  to  this  very  subject,  from  Dr.  Chaney,  Super- 
intendent of  the  Standards  in  the  Bureau  of  Weights  and  Meas- 
ures of  Great  Britain.  The  letter  speaks  of  the  very  unsatisfac- 
tory condition  of  the  pipe-thread  standards  of  that  country,  and 
inquires  in  detail  about  what  the  Society  is  doing,  in  the  hope 
that  they  may  be  helped  in  a  similar  effort  in  England  and  its 
colonies.  •  So  that  it  would  seem  there  is  a  tendency  to  make  an 
effort  to  adopt  some  uniform  standard  which  is  probably  not  in 
existence  there  at  the  present  time.  Our  committee  has  not 
undertaken  to  correspond  with  English  manufacturers  or  to  have 
anything  to  do  with  the  English  standard,  because  their  standard 
is  different  from  ours.  The  threads  are  cut  straight  and  are  dif- 
ferent in  pitch.  All  the  work  we  had  in  hand  was  the  pipe  made 
or  used  in  the  United  States. 

Mr,  Wm.  Kent.— J.  think  the  committee  deserve  the  thanks  of  the 
Society  for  the  admirable  manner  in  which  they  have  conducted 
their  duties,  and  for  the  presentation  of  their  report,  which  will 
no  doubt  fix  the  question  of  standard  threads  for  some  time. 

Mr.  Stirling. — It  seems  to  me  that  this  repqrt,  so  far  as  it 
goes,  is  very  exhaustive,  and  leaves  nothing  to  be  desired  as  far  as 
it  concerns  this  country.  But  I  had  occasion  within  a  month  to 
send  some  machinery  to  a  part  of  the  British  dominions,  in  Aus- 
tralia, and  we  had  to  send  a  piece  of  pipe  with  our  thread  cut  on 
one  end,  leaving  the  other  end  to  be  cut  to  suit  the  fittings  which 
would  be  found  there.  It  occurs  to  me  that  it  would  be  well  for 
this  Society  to  communicate  with  the  sister  societies  in  Great 
Britain,  and  to  see  about  arranging  for  a  uniform  standard  for  all 
parts  of  the  world.  It  seems  to  me  that  is  a  practicable  thing 
and  very  desirable. 

Mr.  Oberlin  Smith. — Mr.  Stirling's  ideas  coincide  with  mine 
entirely.  Are  we  so  committed  to  this  Briggs  standard  as  to 
have  actually  recommended  it  to  the  manufacturers  ? 

The  Chairman. — It  is  the  other  way;  I  think  they  have 
adopted  it. 

Mr.  Bond. — Your  committee  recommended  the  adoption  of  the 
Briggs  standard.  There  is  no  doubt  at  all  about  the  advisabiUty, 
if  it  were  possible  to  do  so,  of  changing  the  pitches  of  the  thread, 
because  the  two-inch  pipe  is  eleven  and  one-half  threads  to  the 
inch,  whUe  the  next  size  larger   is  much  coarser,  being  eight 
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threads  to  the  inch ;  so  that  with  the  thickness  of  pipe,  as  now 
made,  it  has  a  tendency  to  weaken  the  joint  at  that  point  There 
is  no  doubt  that  at  the  time  when  the  Briggs  standard  was 
carried  out  by  Mr.  Briggs  himself,  the  iron  for  pipe  was  made 
of  a  heavier  gauge ;  there  was  greater  thickness  of  metal,  and  it 
would  stand  a  deeper  thread.  But  tlie  process  of  manufacture 
now  is  so  much  improved  that  strong  pipe  is  made  without  re- 
quiring it  to  be  so  thick,  and  of  course,  if  too  thin,  eight  threads 
to  the  inch  cuts  pretty  deeply  into  the  pipe.  If  your  committee 
had  undertaken  to  make  any  change  in  the  pitches  of  the  thread 
we  would  have  met  with  an  opposition  that  would  have  defeated 
everything  for  which  we  were  working.  Tour  committee  took 
the  ground  that  if  the  original  Briggs  standard  thread  could  be 
adopted  in  the  original  pitches,  and  have  the  sizes  made  uniformly 
to  gauges,  so  that  they  would  be  practically  interchangeable,  with 
the  allowance  of  a  variation  of  one  turn  either  way,  which  is 
certainly  close  enough  for  interchangeability,  the  whole  matter 
would  be  practically  remedied.  In  the  test  made,  the  larger 
sizes  and  some  of  the  smaller  sizes  exhibited  a  variation  quite 
enough  to  throw  out  the  Briggs  standard  ;  but  at  the  same  time, 
the  average  showed  conclusively  that  it  was  to  the  interest  of  the 
different  manufacturers  to  work  to  some  definite  standard,  and  as 
the  Briggs  standard  covered  the  ground  so  completely  your  com- 
mittee advocated  its  re-adoption.  The  only  way  to  carry  out  this 
system,  of  course,  is  to  work  to  gauges  which  are  truly  represent- 
ative of  the  Briggs  standard  thread. 

Mr.  Smith. — It  is  very  desirable  that  there  should  be  a  com- 
mon standard  all  over  the  world.  I  do  not  know  what  is  done 
in  France  and  Germany  ;  but  oven  if  we  could  coincide  with  Eng- 
land, it  would  be  a  good  thing.  It  may  be  they  will  adopt  the 
Briggs  standard  after  we  get  it  going  ;  perhaps  it  is  the  best  tiling 
this  Society  can  do  to  recommend  this  standard,  although  if  it  is 
going  to  keep  back  an  international  standard,  I  would  be  sorry. 

Mr.  G.  Z.  Fowler. — I  would  like  to  ask  if  that  standard  includes 
the  tube-casing  such  as  is  used  in  salt  wells  and  oil  wells.  We 
have  had  a  good  deal  of  trouble  in  connection  with  that. 

3rr.  Bond. — ^I  would  say  that  our  tests  did  not  include  oafdng 
for  either  salt  or  oil  wells.  There  was  one  sample  received  which 
was  intended  to  represent  casing  for  oil  wells.  It  had  very  much 
finer  thread.  It  was  thrown  out  because  it  was  not  included 
under  the  Briggs  standard.     I  understand  that  in  tube  which  is 
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xised  for  natural  gas  and  petroleum  pipe  lines,  where  the  pressure 
is  very  great,  a  finer  thread  is  used  on  the  larger  pipe,  but  it  is 
finer  probably  because  the  necessity  for  a  tight  joint  is  very 
obvious,  and  the  thread  of  eight  to  the  inch  on  three  or  four- 
inch  pipe  seems  to  require  too  much   effort  to  make  the  joint 
sufficiently  tight     The  Briggs  standard  covers  the  ground  for  all 
threaded  wrought-iron  pipe  for  gas,  steam  and  water  work,  unless 
i  is  outside  of  ordinary  practice. 

Mr.  A,  R,  Wolff. — ^I  just  wish  to  suggest  that  it  might  be  well  if 
this  Society  would  indorse  the  action  of  the  committee  on  standard 
pipe  and  pipe  thread  in  advocating  the  Briggs  standard  as  the 
proper  standard  for  this  class  of  pipe  that  Mr.  Bond  has  referred 
to.    I  would  make  that  resolution  if  it  be  in  ord^r. 

Mr,  Kent. — I  rise  to  protest  against  any  such  action.  I  think 
we  established  the  precedent  at  the  Atlantic  City  meeting  that 
this  Society  would  not  indorse  anything.  As  there  is  no  other 
motion  before  the  house,  I  move  that  the  report  of  the  committee 
be  accepted  with  the  thanks  of  the  Society,  and  ordered  printed 
in  the  transactions. 

The  Chairman, — Before  putting  the  question,  I  would  say  with 
regard  to  Mr.  Smith's  inquiry,  that  it  is  my  understanding  that 
the  matter  of  standard  threads  is  much  more  chaotic  in  England 
than  it  is  here.  We  are  much  in  advance  of  them  in  that  re- 
spect, and  we  have  nothing  to  gain  by  following  in  their  tracks. 
I  think  that  is  partly  true  of  the  continent  also.  It  is  a  great 
pleasure  to  me  personally,  also,  to  see  this  recognition  of  the 
work  done  by  my  late  friend,  Mr.  Kobert  Briggs,  than  whom  we 
never  had  a  more  conscientious,  faithful  engineer  in  the  pro- 
fession in  this  country. 
Mr,  Fowler, — Would  it  not  be  well  if  the  work  of  the  com- 
•  niittee  should  include  that  work  of  tubing?  The  engineers  who 
li^Te  charge  of  sinking  salt  wells  have  gi-eafc  difficulty  in  that 
^ay.  Manufacturers  will  send  in  ij-inch  casing  cut  with  10  and 
12  threads.  The  pipe  is  expanded  on  one  end  with  the  thread 
cat  on  the  inside  of  the  pipe  ;  the  other  end  is  cut  with  a  thread 
which  has  a  taper  so  that  the  full  thread  is  not  cut  at  the  pipe 
end  of  the  thread.  I  think  it  would  be  a  great  advantage  if  en- 
gineers who  have  charge  of  that  kind  of  work  could  know  that 
the  pipe  they  ordered  would  be  cut  with  the  right  kind  of  thread 
—the  standard  thread — and  not  bo  obliged  to  specify  it  in  every 
instance. 
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llic  Chairmcm, — I  sappose  there  is  no  objection  to  consideriiig; 
that  a  request  to  the  committee. 

Mr.  W.  H.  Doane, — I  want  to  add  one  word  in  secondii^  Mr. 
Kent's  resolution.  I  think  that  the  members  of  the  Society  may* 
not  appreciate  how  much  of  hard  and  laborious  work  has  beenj 
expended  by  this  committee,  as  I  have  had  reason  to  know  myself 
somewhat,  and  it  has  moreover  been  continued  through  many 
months.  Some  of  the  members  of  the  committee,  especially, 
have  given  a  great  deal  of  time,  which  they  could  ill  afford,  and 
I  think,  sir,  if  we  can  estabhsh  this  uniform  system  in  this  coun- 
try it  will  be  a  great  thing,  and  when  that  has  been  accomplished 
I  have  no  doubt  in  my  own  mind  that  the  English  people  wouldi 
be  very  glad  to  follow  after  us.  I  rise,  sir,  to  second  the  motion 
made  to  adopt  this  report,  with  the  thanks  of  the  Society,  and  tc 
move  to  continue  this  committee.  They  have  this  matter  fulljsi 
in  hand,  and  when  their  final  report  is  made  up,  I  think  it  will  b« 
one  that  will  give  satisfaction  to  every  engineer  present. 

The  motion  was  carried  with  applause. 
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CCXXVII. 

FRICTION  IN  TOOTHED   GEARING. 

BT  PROF.  F.  RBULEAUX,  BBRLIN,  GERMINT.* 

(Honorary  Member  of  the  Society.) 

Tbe  foUowing  investigation  relates  to  the  friction  of  teeth  in 

spur  gearing  ;  but  it  can  readily  be  adapted  to  bevel  gear  as  welL 

In  a  plane  section  normal  to  the  axes  of  a  pair  of  spur  gears, 

,  let  two  curves  be  moved  upon  each  other.    For  the  least  possible 

movement  the  amount  of  sliding  at  the  point  of  contact  of  the 

curves  is  equal  to  the  difference  ds  —  rf^i,  in  the  space  passed  over 

by  that  point  on  each  curve  when  both  of  them  move  in  the  same 

direction.     When  they  move  in  opposite  directions,  it  is  equal  to 

the  sum  of  their  paths,  ds  +  dsi ;  so  that  we  obtain  the  general 

expression  for  the  differential  dg  of  the  amount  of  sliding, 

dg  =  ds  ±  dsi. 

In  Figures  1  and  2,  T  and  Ti  are  the  pitch  circles,  and  E  the 
cunre  on  which  the  point  of  contact  will  always  lie  for  two  teeth 
^gear.  A  study  of  the  movement  shows  that  whatever  be  the 
^^pe  of  the  teeth  the  profiles  will  always  pass  through  the  com- 
mon point  of  contact  in  the  same  direction,  so  that  here  in  every 
case  we  have 

(1) dg  ^  ds  ^  dsy, 

^v  3th  a  working  pressure  Q^  normal  to  the  common  tangent  of 


^''anslated  from  the  original  German  by  Mr.  Wlieaton  Kunhardt,  Engineer 
for  the  Bower-Barfl  Rustless  Iron  Co.,  of  New  York,  acting  in  co-operation  with 
tne  Secretary  of  the  Society.  The  latter  would  put  on  record  in  this  way  the 
0D"gation  under  which  the  autlior  and  the  membership  have  been  put  by  the 
cluef  translator  for  the  manner  in  which  this  work  has  been  done,  as  a  contribu- 
tion lo  the  transactions  of  the  Society. 
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the  tooth-profiles,  and  a  coefficient  of  friction  f^  the  work  of 
tion  for  a  pair  of  teeth  is 


(2) 


,     W^[Qf(^d8^ds^, 


Kg.& 


Fig.t 


Tliis  general  expression  can  readily  be  applied  to  the  different 
kinds  of  toothed  gearing. 


EPICYCLOIDAL  GEARING. 


Geometrical  Investigation. — In  Figure  3,  let  T  be  the  pitch  arc 
and  D  tlie  describing  circle  with  which  the  profile  of  a  tooth  is 
drawn.  Referring  to  Figure  3,  the  hurtful  work  of  friction  on  one 
side  of  the  line  of  centers  00^  is 


(3) W'^f\Q{'h'  --d8^)\ 


and  the  useful  work 


(4) 


U'.=  \QRsina'd»\ 


in  which 


(f^'j^<p'^y^{m~'ia'y, 
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and  hence 
(5)     .    . 


dff  =  -  2-4  da'. 


Then,  for  the  hurtful  work  relatively  to  the  useful  work,  we  obtain 


^*  i?  sin  a'  2  -^  dot  2  r  cos  a' 

Jti 


i-« 


or,  if  the  respective  parts  of  the  teeth  wliieh  slide  in  contact  are 
designated,  as  in  Figure  4,  we  have,  for  an  arc  of  approach, 


(fi) 


s    —  .^1 


/ \\      Z—  f   *^   —  '^1 


and  for  an  arc  of  recess  on  the  other  side  of  tlie  line  of  centers, 


(7)    .     .     . 


s,"  -  a" 


•         • 


^  U"       -^  2 /'COS  a"' 
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and  hence,  for  the  total  loss : 

W       W'+  W" 


U' 


U" 


P=TJ  = 


U'  ^  U"  ~^'  U'  +  U"''^'  U'  +  u 


II  f 


for  which,  by  substitution  of  the  values  of  U'  from  equation  4, 
and  the  corresponding  value  of  U",  we  can  also  put 


e' 


p=p-^ 


6'  -^  e 


Ti^P 


.1    o\. 

ff  +  0" 


If  the  length  of  the  whole  arc  of  action  measured  on  the  pitch 
circle,  on  both  sides  of  the  line  of  centers,  be  denoted  in  terms  of 


the  circular  pitch  by  f  * — equal  to  f'  +  b" — we  have  from  the  last 
equation  and  from  Figure  3,  since  the  arcs  are  proportional  to  the 
subtended  angles, 

(s) i^=y7+y'~. 

Introducing  into  this  equation  the  values  of  p'  and  p'  in  (6)  and 
(7),  we  have 

^  ^      \  2r  cos  a   t        2r  cos  a"    e  / ' 

in  which  2r  cos  a'  and  2r  cos  a"  are  the  chords  of  the  two  parts 
of  the  curve  of  contact  on  either  side  of  the  Une  of  centers,  00' 


*  See  the  author's  Kofutrukteur, 
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(see  Figures  3  and  6).   Designating  the  whole  chord  by  S,  and  the 
parts  respectively  by  /S"  and  S",  we  have 

(0).  .  .  .  ^^/(•^u^Lp^LCy 

Here—  and  —  are  respectively  the  lineal  ratios  of  the  arc  of  ap- 

c  c 

proach  and  arc  of  recess  to  the  whole  arc  of  action  on  the  pitch 
circle.  But  as  these  arcs,  in  epicycloidal  gearing,  which  we  are 
now  considering,  are  of  the  same  lengtli  as  the  corresponding 
parts  of  the  curve  of  contact  on  the  describing  circles,  the  ratios 
are  equally  those  of  the  two  parts  of  the  curve  of  contact  to  the 
whole  curve.  In  formula  (0)  the  value  of  the  bracketed  expression 
can  be  determined  graphically,  and  when  the  quantities  are  found  * 
the  value  of  p  may  be  expressed  in  tiie  following  rule  : 

Find  the  difference  in  length  between  the  two  tooth -profiles  lohich 
work  in  contact  on  the  same  side  of  the  line  of  centers,  and  divide  it 
by  the  chord  of  the  respective  curve  of  contact ;  viidtiply  the  quotient 
by  the  ratio  between  this  curve  and  the  vjholc  curve  of  contact ;  add 
the  quantities  thus  found  for  either  side  of  the  line  of  centers,  and 
onnltiply  the  sum  hy  the  coefficient  of  friction  to  obtain  the  total  loss 
of  work  J  p,* 

In  Figure  6  the  outside,  or  tip,  circles  +  Ii  and  7ii  intersect  the 


*  We  liave  in  the  above  been  proceeding  on  ilie  assumption  that  only  one  pair 
of  tooth-profiles  is  in  gear  at  a  time,  whereas  actually  each  i)air  is  broup'ht  into 


engagement  while  the  precMdinLr  pairi*^  still  in  action.     But  this  is  as  thouirh  wo 
had,  in  Figure  5,  for  the  pressure  between  the  teeth  on  the  curve  of  contact. 

between  points  1  and  2,   Q  —  Q  —  Q  ' 
and,  at  the  same  time,  **  "       3  and  4^,  Q    z=  Q  —  Q  ; 

or,  taken  togrthor,  y  -\-  Q    =  Q  ; 

and  hence  our  assumed  case  holds  good  in  practice.     To  find  points  2  and  3.  make 
the  portions  1-3  and  2-4  of  the  curve  of  contact  equal  lo  the  })itcli. 

f  In  Brown  &  Sharpe's  Practical  Trcathc  on  Giari/if/,  the  tip  circle  is  denomi- 
nated "addendum  circle." 
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curve  of  cootact  in  fcbe  points  /  and  //,  aud  so  limit  tl 


actual  contact,  which,  divided  by  the  circular  pitch  of  tli< 
gives  the  value  f  in  terms  of  the  pitch.     Arcs  described 


FRICTION  m  TOOTHED  GEARING.  51 

centers  of  the  pitch  circles,  0  and  Oi,  with  01  and  Oil  ^%  radii, 
intersect  the  flanks  of  the  teeth  and  determine  the  lengths  of  8^ 
and  8\  The  arcs  PI  and  P//,  divided  by  the  pitch  of  the  teeth, 
t,  give  the  value  of  the  arcs  of  approach  and  recess,  f'  and  e"  in 
terms  of  the  pitch. 

Analytical  Investigation, — Retaining  the  same  notation  and  re- 
ferring to  the  former  figures,  we  have,  from  the  developments  of 
analytical  geometry  for  epicycloidal  curves, 


%'  =  4^r  (1  —  cos^  j  — yj —  and  s/  =  4r   M  —  cos  ^—\ 


Rx'-r 


Substituting  these  values  in  Equation  6  : 


4r  f  1  —  cos  -^  1 
7  ^        2r  cos  a         \~li  By 


,  ^T-    I  ±  -^  COS  "TT  /     X  7D  n 

p  \  2JfR->tr      Ii\  —  7 


- 


n      '     'P' 

or,  since  r  cos  a  =2r  siii  -^, 


1  f 

1  —  cos -^ 


sin  2- 
whence,  by  simple  reduction, 


gj'  li  +  Iiy 


(10) ^  =  2r  tan  ^     ,.,.    . 

Bat  as  angle  (p'  is  small,  we  may  consider  2r  tan  -~  =  --—  = 


?•  -~  and  therefore 


y  _     f^  li  ^  B, 


Denoting  the  number  of  teeth  in  the  two  wheels  in  gear  bj  Z 
and  Zi,  and  the  circular  pitch  by  t,  we  have  27rB  =  Zt,  and  from 
Figure  3,  rq/  =  ^7  /  introducing  these  two  values  into  the  last 
equation,  we  find 

(Z    +     Zi)   ^r~ 

p   _  f^t 27r 
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and  reducing, 

(11) ^' "-^^  (z  ^  Z/^' 

the  negative  sign  within  brackets  being  applied  to  internal,  and 
the  positive  sign  to  outside  gearing.  For  the  total  loss  thro1:^;h 
friction  we  have,  as  in  Equation  8, 


or,  multiplying  the  second  member  by  - , 


(12) 


From  Equation  8  and  from  the  general  value  p  =  p'  -^  J>'\  we 
deduce 


p' 

s' 

v" 

£'" 

or  P      =p—r 


t 

Substituting  this  in  .(12), 

(13) ^=f(^^> 

Introducing  here  the  value  oip'  from  (11)  we  obtain,  finally, 

^1*) p=f''\z'^7:j — —• 

The  interj:>retation  of  this  formula  shows  that  a  large  value  for 
f,  that  is,  a  long  contact,  is,  contrary  to  the  practical  impression 
received  at  first  sight,  unfavorable  because  the  value  of  p  in- 
creases with  it ;  and  also  that  the  ratio  6* :  a"  exerts  au  impor- 
tant influence.  To  find  a  minimum  value  for  j?,  we  have  the  anal- 
ogous general  expression, 

0?  -h  {a  -  a?y 

DilTerentiating : 

0  =  2^  -  2  (r«  -  a:) ; 
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whence, 


or,  in  this  particular  case, 


X  =  ia 


e'  =  6"  =  is. 


The  most  favorable  case,  therefore^  tviU  be  that  in  which  the  con- 
tact is  equally  divided  on  either  side  of  the  tine  of  centers  00'. 
This  proportion  has  been  so  closely  adhered  to  in  epicycloidal 


gearing  for  standard  wheels  of  my  own  design  (r  =  ^t,  k  =  0.3t, 
/=  0.4^),*  that  there  is  no  appreciable  inaccuracy  in  calling 
e'  =  e"  =  ^£,  and  then  we  find  foi:  the  lost  work  of  friction, 


(15) ^=^(^±1) 


2 


Here,  too,  Z^  denotes  the  number  of  teeth  of  the  second  gear, 
and  is  taken  with  the  negative  sign  in  cases  of  internal  gearing, 

*  See  the  author's  Konstrukteur.    Brown  &  Sharpe,  in  their  treatise  on  gearing 
already  referred  to,  make  k  =  —  —  O.olS^,  iience  somewhat  larger.     The  differ- 

7t 

ence  is  trifliug  ;  the  adoption  of  this  value  has  certain  practical  merits. 
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showing  that  in  such  cases  there  is  less  friction  than  in  ordinary 
spur  gearing  of  the  same  number  of  teeth. 

The  value  of  f  in  (15)  is  readily  found  by  the  graphic  method, 
but  an  analytical  deteimination  is  also  possible,  as  follows : 

The  two  outside,  or  tip,  circles  of  a  pair  of  engaging  gear-wheels 
always  intercept  the  shorter  portions  of  the  curve  of  contact  and 
so  determine  the  lengths  of  the  two  arcs  of  actual  contact  in  this 
curve,  these  being,  as  above  noted,  equal  in  length  to  the  corre- 
sponding arcs  of  approach  and  recess  on  the  pitch  circles,  or,  in 
Figure  7,  PD  =  PE.     But,  from  the  figure, 

(16)    .    .  =  .'  +  e"  =  ^'M^  =  J(^'  +  ^-'). 

27rli 
in  which  t  =  — ^--  =  the  circular  pitch,  and  li  =  2r,  so  that  the 

teeth  have  radial  flanks.   Again,  to  find  a  value  for  cp'  we  have  from 

the  triangle  O'MD,  OlP  +  MD^  -  WM-  EDcos  cp  =07?. 
or 

cos  «/  =  (/'^  +  ^0'  +  ^-^  -  (^  -H  W 

^  R'  +  j^  +  27??-  -^  7»  -  IP  -T^  -2Rk      ' 

2Iir  +  2t^ 

I 

.  _  7?;'  --  Pk  +  r'  -  jP. 

^^^'    •    •     •     -  Jty^  ^ 

Zt  Zt 

Introducing  into  (17)  the  values  P  =  ^,  r  =  j-  yZ=ll,  k  = 

0.3^,  and  substituting  in  (16)  the  value  of  cos  (p'  thus  found,  we 
have,  approximately 

..Q.       ■        /  1.27Z+10^  1.27Z±10\ 

(18)   e  =  i  ^arc  cos  ^^-^^   +  arc  cos    ^^^^^J, 

the  negative  signs  being  used  when  Zi  belongs  to  an  internal  gear- 
wheel. Formula  (18)  can  very  well  be  approximated  for  all  values 
from  Z  =  6  upwards,  as  follows : 

rt),  for  spur-wheels,  e  =  1.246  +  0.00048  (Z  +  Z^). 
J),  when  Zi  refers  to  an  internal  gear,  e  =  1.431  +  0.(M)048Z  — 
O.OOOlZi. 

c\  for  a  rack  and  pinion  gear,  e  =  1.396  +  0.00048Z. 
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We  obtain  further,  for 

Z  =    Zi       =7,          the  value  f  =  1.25 

Z=    7,  :^i=  00,           "  "      e  =  1.40 

Z  =    7,  Zi  =  -    60,    "  "      a  =  1.43 

Z  =  60,  Zi  =  -  300,    "  "      e  =  1.43 

We  are  now  enabled,  as  in  the  following  examples,  to  find 
niunerical  values  for  the  loss,  p, 

Kcamph  1. — Number  of  teeth,  Z—1  and  Zi  =  7 ;  coefficient  of 
friction  0.15  (introduced  here  with  rather  a  high  value  on  account 
of  the  narrowness  of  the  surfaces  in  contact).  We  have  for  this 
case,  as  above  shown,  f  =  1.25 ;  and  hence,  fi'om  formula  (15) : 

p  =  0.15  .  3.14  (\^)y\y^  =  0.0628  •  3.14  =  0.08419,  or  8.4 

per  cent. 

Example  2. — Z  =  7,  Zi  =   oo  (rack).     Here  e  is  =  1.40,  and  p  = 

0.15  .  3.14  /^  +  o)  ^-  =  0.015  .  3.14  =  0.047,  or  4.7  per  cent. 

Example  3.— Z  =  28,  Zi  =  co,  whence  e  =  1.396  +  0.00048  = 

1.41,  and  2>  =  0.15  .  3.14  (^^  +  o)  ?4^  =  0.0038  •  3.14  =  0.0119, 

or  1.19  per  cent. 

Example  4.— Z  =  30,  Zj  =  30.     We  find  £  =  1.346  +  0.00048 

(30  +  30)  =  1.275,  and  then  p  =  0.15  •  3.14  (~  +  ir)   -o"  = 

0.006375  .  3.14  =  0.02,  or  2  per  cent. 

Example  5. — Z  =  30,  Zi  =  —  40  (annular  wheel).  We  find 
£  =  1.431  +  0.00048  .  30  -  0.0001  •  40  =  1.44,  and  p  =  0.15  •  3.14 

[^  _  ^^  \l^  =  0.0009  .  3.14  =  0.0028,  or  0.28  per  cent. 

INVOLUTE   GEARING. 

Geometyncal  Investigation. — We  have  here,  as  in  equations  (3) 
and  (4),  for  the  work  of  friction  and  the  useful  work  respectively, 

W  ^Aq  ids  -  ih,\  and  U'  =  IqB  sin  aW, 

In  the  present  case,  however,  a'  is  a  constant,  so  that  C'  ^ 
QIi  sin  a'6\  and 


fls'   - 


d'Si 
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But  li  sin  a'6'  is  the  aro  of  recesB  measured  on  the  root  cird*  ^ 
r,  and  hence,  from  the  property  of  the  involute,  it  is  equal  to  th» 
portion  E',  Figure  S,  of  the  curve,  or  path,  of  contact,  coinoidin^S 


here  with  the  straight  line  of  pressure  BQ.     Eqnatiou  (19)  there- 
fore beootnes 


and,  similarly, 


P'  =f- 


P"  =f- 


E" 


These  expressions  correspond  with  formnlse  (6)  and  (7) — the 
chords  of  the  cuitc  of  contact,  2r  cos  a'  and  2r  cos  a",  of  the 
former  case  being  identical,  in  the  latter,  with  the  line  of  contaiet 
itself.     But  again,  as  in  Equation  8, 

,  ^         „  f" 

J3=J>  J  +2?    -. 

Substituting  in  tliis  the  above  values  oiji'  and^". 

Here,  as  before,  e'  and  e"  are  the  paits,  and  s  the  whole,  of  the 
curve,  or  line,  of  contact  expressed  in  terms  of  th.6  pitch.     If, 
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therefore,  t^  denote  the  root-pitch  (measured  on  the  root  circle 
r),  then 


f- 


E"        „  .    E'  ■¥  E" 

=  B  y    and     : =  B, 


t 


t 


Introducing  these  values  of  b,  ^  and  b"  into  the  last  equation, 
we  obtain  ? 

^      -^  \E'  +  E"  '^  E'  +  E")  ■"  -^  E 

An  easy  graphic  solution  of  this  expression  results  in  the  follow-    , 
ing  rule : 

Add  together  the  lengths  of  the  two  faces  (s'  and  #/',  Figure  9),  and 


nUo  th*:  lengths  of  the  active  portions  of  tlte  two  fanlcs  is"  and  s{, 
Flnnre  0» :  svJArad  the  second  sum  from  the  iirst^  and  divide  the  re- 
jifi'ind'^t'  hy  the  leiiffth.  rf  the  line  of  cohMct  (/—  II  —  K  ^ :  myltijfhj 
fht  'i"'t^ier*t  ^"i  ^/"'  C'f* JPCf.ent  of  t ri':tfOn .  /',  *uii^  fh*-  i,,^^1n'i  vili 

An*f^yf^^'d  In ''*tM''*jni ',/»,,. — If  r  and  ^  denote  the  ai.jrles  of  ai^- 

*T-»  find  Th*=-  va!»:f^  r,f  ^    .  x  .  E.  -'c  ?^:  a  p&ir  '-f  orr.f  a.-r?^s  -o  r- -::•«;  a  -::.a!l 
fr"^ii:ii„- — av  ,  to         LcL — and  -r'ac*-  off  tl.*-  Cirv*-*  wliich  arf;  :  ;  t>fr  r-c:  fif^3. 
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proacli  and  recess,  both  taken  with  reference  to  the  root  circle, 
represented  in  Figure  8,  then  we  may  put  for  Equation  (19) : 


P  ^ 


J      re\W'  -  I      /".^y, 776*1' 

T  J  T,  -  », 


/  A'  sin  a'i)< 

Integrating,  and  substituting  for  B  sin  a'  its  value  r,  we  have 


;•    .„.       »      „^.  „.       r 


P 


^  {6^  +  T*  -  2<?'r  -  r*)  -  -^'  (r^*  -  r,«  -  0^'-  +  2r.^,') 


Reducing : 

(20)     .     .     .      |-  =  ? ^ 

But  rS'  =  7\6^\  both  being  equal  to  P  (Figure  8);  and  t  =  Ti,  both 

being  equal  to  cot  a  (because  arc  rr  =  E"  =  li  cos  a\  and  r  = 

ri    .       ,      -i  cos  (v'  .     ,v 

li  sin  a ,  whence  r  =  -^ 7  =  cot  a ), 

'  sm  « 

Substituting  in  (20)  : 

/  ~  2  7*  -J  r  2  r/-i 

Replacing  /•  by  its  value  li  sin  cc' : 

^'  _  ^sin  ix^  7?  +  ^1  sin  «''    _  ^  ±_^    ^ 
7-  2'  A7A     sina'^  ~     lili^    '    2   ' 

Here,  as  before,  li^',  the  arc  of  recess  measured  on  the  pitch 
circle,  is  equal  to  f7,  so  that 

/  -  "  /i/i\     '  2  ' 

from  which,  reducing  as  for  equation  (11),  Z  and  Zi  denoting  the 
numbers  of  teeth  of  the  two  wheels, 


FBICnON   IS   TOOTHED  QEAKING. 


mJ  finally,  dedacing^  as  iu  EqutitioDB  12, 13,  and  14,  we  find 


(.22) 


„      ,    / 1    ,    1  \  «'■  +  . 


■"bieh  is  identical  with  the  value  oip  for  epicjcloidal  wlieels — tbe 
nepative  sign  and  number  Zi  referring  to  internal  gearing, 

As  in  the  case  of  epicycloidal  gear  tbe  values  of  e'  aud  t"  in  in- 
volute gearing  can  be  analytically  deduced  as  follows : 

The  two  tip  circles  of  a  pair  of  engaging  gear-wheela  limit  by 
intei'section  with  the  describing  circles  the  length  pf  the  active 
portions  of  the  curve  of  contact  now  considered.  We  have,  as 
before, 


To  find  a  value  for  i  we  have  from  the  triangle  O'PD,  Figure  10, 


(^-1-  if  =^  +  £'"  +  2£"^"  =  A'»+i?»^sin«'+2/^Ssinrtc 
from  which  we  deduce 


2t  sin  ii"     I"  V  2    +  V       4i"  ' 

In  \4t'  sm  tr        \n-/       sin  «'  n^  \  J 
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and  for  the  particular  value  a  =  75°,  whence  sin  a  =  0.96593 
cot  a  =  0.26795, 


(23)     .     .      e'  =  -  0,043Z  +  VO.OOISZ"  +  0.108  {Z  +  1). 

This  formula  applies  to  outside  spur  geaiing ;  for  practi  -« 
purposes  it  is  approximated  with  sufficient  accuracy  in  the  ^ 
pressions : 

6'  =  0.8  -f  0.0036Z,  6"  =  0.8  +  0.0036Zi,  and  6  =  e'  +  e"  =  1.5 
0.0036  {Z  +  Zi) ;  and  for  the  rack,  ^  =  1.20. 

Example  1. — In  a  pair  of  gear-wheels  assume  Z  =  20,  an 
Zi  =  100 : 

B  =  a'  -\-e"  =  0.8  +  0.0036  •  20  h  0.8  +  0.0036  •  100 

=  1.6  +  0.0036 .  180  =  1.6  +  0.331  =  1.932. 

Example  2.— Assume  Z=  20,  ^i  =  20  : 

f  =  1.6  +  0.0036  .  40  =  1.744. 

Example  3. — Assume  Z=  28,  Zi  =  o)  : 

£  =  0.8  +  1.20  +  0.0036  .  28  =  2.0  +  0.09  =  2.09. 

When  Zi  refers  to  an  internally  geared  wheel,  Equation  (23)  be- 
comes 

£/  =  0.043Zi  -  VO.OOlyZ?  -  0.108(Z  -T), 

which  yields  imaginary  values  for  all  cases  in  which  the  numbe: 
of  teeth  in  the  second  member  is  less  than  59.  The  formula  ii 
approximated  with  sufficient  practical  accuracy  in  the  expressioi 

'  "■    '^      1000- 
Excimple  1. — Assume  Zi  =  —  100  :  then  e/  =  1.7  —  0.1  =  1.6. 
Example  2. — Assume  Zi  =  —  200  :  then  e(  =  1.7  =  p.2  =  1.5. 

In  usual  cases  f'  differs  appreciably  fi'om  a",  and  consequently 

f '•<<  -I-  6^'^  .  e 

the  mean  value  of  the  factor is  greater  than  -^.    For  es 

ample,  for 

Z=  20  and  Z,--=  -^  200,  e'  =  0.8  +  0.0036  .  20  =  0.872, 
€"  =  0.8  +  0.0036  •  200  =  1.52 ;  and 
f  =  0.872  +  1.52  =  2.392  ;  and  hence  the  factor 

LI  J  ^  ( v)  J  '  -  Lv-2:3yT)  -^  U392-)  J  '  = 

(O.JO-  -f  0.64-)  f  =  (0.1296  +  0.4096)  £  =  0.5392  £, 
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ch  is  a  little  greater  than  ie.*    We  may  therel'ore  put  for  for- 
anla  (22),  ^ 

al'ways  bearing  in  mind,  however,  that  in  involute  gearing  €  is  gen- 
erally greater  than  in  epieycloidal  gearing  of  the  same  number  of 
teeth,  and  that  in  the  approximation  which  we  adopted,  the  value 

— -  is  for  most  cases  a  trifle  too  small. 
2 

It  will  not  be  uninteresting  to  examine  a  few  numerical  appli- 
cations of  the  last  formula,  as  this  will  enable  us  to  make  a  com- 
parison between  the  two  systems  of  gearing  as  regards  friction. 
Supposing  the  true  involute  curves  applied,  we  must  employ 
numbers  of  teeth  greater  than  19  and  28  respectively,  as  stated 

above. 

Example  l.—Z  =  30,  Zj  =  30.      This  gives 

6=  1.6  4.  0.0036  (30  -f  30)  =  1.816,  and^  =  0.15  •  3.14  f~  +  ^) 

l81f> 

~-  =  0.00908  •  3.14  =  0.0285,  or  2.85  per  cent,  (as  against  2 

per  cent,  in  epieycloidal  gearing). 
Example  2. — Z=  28,  Zi  =  oo  (rack).     £,  as  given  above,  =  2.09, 

vhichmakesi?  =  0-l-'>  •  3-1^  f  t"  +  ^0  ^  =0.0056  •  3.14  =  0.0175,- 

^^  1.75   per   cent,   (as   against  1.19   per  cent,   in   epieycloidal 

gearing). 

Example  S.—Z  =  30,  Z,  =  -  40 ;  then  £  =  0.8  -f  1.7  + 
0.0036  .  30  -  0.001  .  40  =  2.5  +  0.068  =  2.568,  and  ^  =  0.15  •  3.14 

30^^)^^  =  0.0016  .  3.14  =  0.005,  or  0.5  per  cent,  (as 

against  0.28  per  cent,  in  epieycloidal  gearing). 

IfMe  give  up  the  accurate  involute  curves  for  wheels  under  20 
and2S  teeth  respectively,  and  '"^pply  a  sufficient  correction  to  the 
laces,  we  will  find  a  greater  value  for  e  than  in  epieycloidal  gear- 
^%  and  therefore  greater  friction.  Manj^  engineers  imagine 
that  the  reverse  should  be  the  case. 

*  ^  ^  ¥c  ^  ^  * 

The  action,  or  contact,  in  involute  gearing  is  not  always  good, 

*I»  my  Konstrnkt-uv  I  have  taken  Je  as  the  mean  value  of  this  factor,  which 
IS,  therefore,  too  large. 
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for  with  certain  proportions  between  the  nnmbers  of  the  teeth  in 
two  engaging  genre,  a  failure  of  action  will  occur.  This  takes 
place  when  that  ]3ortion  of  the  curve  of  contact  which  corresponds 
with  the  flank  of  a  tooth  is  shorter  at  its  maximum  than  the  por- 
tion corresponding  witli  the  face  of  the  tooth  of  tlie  engaging 
gear.  In  sncli  a  case,  the  action,  while  geometricallj  correct,  is 
physically    impracticable.       For   example,    the   tooth   F^IK^   of 


ng.u. 


wheel  7\  is  shown  in  Fig.  II,  just  in  the  position  where  the  inner 
end  /of  the  flank  on  wheel  7" has  been  reached  by  a  point  of  the 
face  IKx.  The  geanng  moving  in  the  direction  of  the  arrow, 
point  7v'|  will  describe  an  elongated  epicycloid  cnrve,  whose  loop 
JyKiLx  is  seen  in  the  figure.  Tliia  curve  enters  the  radial  flank 
of  tooth  FIK,  showing  therefore  that  an  interference  will  take 
l>lace  between  the  teeth.     Gear-wheels  mode  with  such  piopor- 
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tions^must  strike  and  wear  each  other  at  the  points  of  interference. 
Practice  sustains  this  deduction,  for  in  all  cases  where  pinions 
with  a  small  number  of  involute  teeth — say  12  to  15 — are  geared 
into  large  spur-wheels,  a  jog  is  soon  worn  into  the  teeth  of  the 
pinion  just  inside  of  the  pitch  circle  (Fig.  12),  and  this  wear  is  solely 
due  to  the  undesired  action  of  the  profiles,  even  though  they  be 
cut  with  ever  so  much  accuracy.  The  objectionable  interference 
of  the  curves,  as  we  observe  it  here,  seems  to  be  in  exact  contra- 
diction to  the  geometrical  correctness  of  the  system,  but  really 
this  is  not  so.  It  should  not  be  forgotten  that  the  involute  con- 
sists of  two  symmetrical  branches,  one  of 
which  is  the  face  IK\  the  second  one  IK'  is 
left  unexecuted  ;  it  lies  symmetrically  disposed 
to  axis  Oil'  opposite  the  branch  IK.  It  is 
with  this  second  branch  of  the  involute  that 
the  part  IK^  of  the  face  of  tooth  F^Kx  would 
come  into  true  geometrical  contact ;  this,  how- 
ever, does  not  preclude  that  the  lower  portion 
of  the  first  branch  of  the  involute  could  at  the 
same  time  be  intersected  by  IK^,  In  the 
case  before  us,  the  loop  enters  the  flank  so  far 
that  the  evil  cannot  be  remedied  by  hollow- 
ing out  the  face  along  the  line  of  the  loop 
curve,  as  this  curve  partly  cuts  away — so  to  say — that  short  but 
important  portion  of  the  involute  between  the  pitch  and  the  root 
circle,  which  cannot  be  dispensed  with  for  the  contact  between 
points  P  aud  L  Every  precaution  should,  therefore,  be  observed 
to  avoid  the  interference  in  question. 

The  numbt^r  of  teeth  required  in  order  to  avoid  this  diflBculty 
in  the  smallest  involute  gear-wheels — those  having  a  root  circle 
angle  a  of  75° — is  twenty  when  both  wheels  have  the  same  num- 
ber of  teeth  ;  but  it  increases  to  tioeniy-eiglii  when  the  engaging 
gear  is  a  rack.*  In  order  to  prevent  this  failing  case  it  would  ap- 
pear necessary  to  reduce  the  angle  ry  of  the  root  circle  to  less  than 
75°.  t  But  other  evils  accrue  from  this  reduction,  and  mainly 
that  of  gi'eater  axial  pressure,  so  that  it  has  not  yet  been  adopted 

*See  Konstrxikteur. 

f  Brown  &  Sharp*,  of  Providences  R.  I.,  make  ex  slightly  >  75  ,  namely  Toi", 
apparently  with  the  intention  of  having  cos  a  —  \  and  so  facilitating  the  design- 
ing of  the  root  circle.  On  the  other  hand,  a  75"  angle  is  so  easily  drawn  with  the 
aid  of  a  30  and  a  45  triangle  that  it  seems  preferable  to  maintain  this  value  of 
a,  which,  moreover,  was  the  one  adopted  by  the  late  Prof.  Willis. 


Fig.  12. 


G4  FRICTION   IN  TOOTHED  GEARING. 

in  practice.  The  occurrence  of  this  failing  case  is  to  be  no 
even  with  the  use  of  Bilgram's  excellent  gear  cutter.  This  t 
is  particularly  well  suited  to  cutting  very  accurate  involute  profi 
but,  as  explained  above,  the  wheels  should  never  have  less  tl 
twenty  teeth.  Another  device  for  guarding  against  the  fail 
case  consists  in  slightly  rounding  off  the  face  profiles  on  wheel  P 
The  proper  amount  of  this  rounding  off  is  readily  determined 
drawing  the  different  positions  which  the  flank  of  a  tooth  on  wl 
PK  will  assume  when  its  pitch  circle  J  is  rolled  upon  T^*  T 
curve  can  also  be  investigated  theoretically — it  is,  for  exam 
a  cycloid  when  the  tooth  PK^  belongs  to  a  rack.  But  at  I 
this  remedy  for  the  failing  case  does  not  appear  to  be  really  c< 
mendable,  for  its  adoption  implies  that  the  principle  of  "  seti 
wheels  "  has  been  abandoned  in  such  cases — ^the  correction  be 
in  the  first  place,  not  constant  as  dependent  on  the  numbei 
teeth  of  wheel  PK^  and  secondly,  not,  necessary,  and  even  p 
tively  incorrect,  as  soon  as  the  number  of  teeth  of  PK'v&  grei 
than  twenty-eight. 

LANTERN  GEARING,  t 

For  this  case  we  have  b"  =  0,  and  f'  =  f,  and  hence 

so  that  the  expression  for  the  lost  work  of  friction,  derived  ft 
formula  (14),  becomes 

which  is  twice  as  much  for  the  same  f  as  in  the  cases  above  n 
tioned. 

BEVEL  GEARING. 

In  bevel  gearing  friction  can  be  determined  by  the  given  for 
Ife,  when  introducing,  instead  of  the  real  numbers  of  teeth,  tl 


6'2  4-  b"^ 


*  In  the  very  useful  PractUal  Treatise  on  Gearing,  by  Brown  &  Sharpe,  al 
referred  to,  attention  is  directed  to  the  failing  case  which  is  here  considered 
its  cause  is  ascribed  to  wide  departure  of  circular  arcs  in  these  gears  fror 
true  involute  curve,  this  departure  being  so  great  that  points  of  teeth  in  th 
wheel  obtain  no  bearing  on  the  flanks  of  teeth  in  the  other.  That  such  i 
the  true  cuse  nor  the  proper  explanation  has  been  shown  above,  and  besid 
their  own  book  (p.  '21.  Fig.  10),  Messrs.  Brown  and  Sharpe  indicate  clearlj 
quite  correctly,  the  intersection  of  the  ends  of  the  tooth  faces  of  a  rack  wil 
tooth  flanks  of  a  pinion.  The  failing  case  in  question  is  an  unfortunate  el< 
in  involute  genring,  especially  where  wheels  with  only  a  small  number  of 
are  prescribed. 

f  See  the  author's  Konstriiktevr,  4th  Ed.,  p.  BH» 
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>£  what  may  be  called  the  auxiliary  wheels,  which  are  wheels 
wliose  radii  are  the  lines  drawn  from  the  point  of  contact  of  out- 
aide  pitch  circles  perpendicular  to  the  conical  elements,  and  reach- 
the  axes  of  the  wheels  respectively.  The  auxiliary  wheels 
always  greater  than  the  real  wheels.  For  a  crown  wheel,* 
£or  instance,  the  radius  of  the  auxiliary  wheel  becomes  parallel 
to  the  axis,  and  therefore  infinite,  this  auxiliary  wheel  correspond- 
ing to  the  rack. 

WEAR  OF  TEETH. 

The  wear  of  tootii  surfaces  is  intimately  connected  with  the  ex- 
istence of  friction,  but  not  infrequently  the  question  is  treated  in 
a   misleading  way.     A  common  error  regarding  involute  gear, 


one  which  is  firmly  rooted  in  the  minds  of  many  engineers, 

onsists  in  the   belief  that,  because   of  the  uniformity   of  the 

"essure  Q,  the  wear  at  all  points  of  the  tooth  surface  will  be  the 

tne,  and  that  therefore  the  form  of  the  profile  will  not  be  altered 

abrasion.     T/ds  is  altogether  erroneous,  for  the  wear  depends 

li  upon  the  pressure  per  unit  of  surface  and  on  the  amount  of 

ng  at  each  point.     Owing  to  the  curved  profile  of  the  tooth 

oroblem  of  determining  the  pressure  for  each  square  inch 

nes  very  complicated,  and  its  solution  can  only  be  approxi- 

l  by  mean  values.     Setting  aside,  therefore,  this  part  of  the 


*  See  Konstrukteur,  4th  Ed.,  p.  546. 
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question,  there  remains  the  amount  of  sliding,  which,  as  we 
found  in  (1)  is 

dg  =  ds  —  dsi. 

But  in  all  kinds  of  gearing,  without  exception,  ds  and  dsi,  are  re- 
duced to  0  at  the  pitch  point,*  so  that  theoretically  the  teeth 
would  be  subject  to  no  wear  at  the  pitch  point.  If  they  do,  never- 
theless, suffer  a  small  amount  of  wear  at  that  point,  it  is  due  to 
the  abrasion  of  particles  of  metal  very  near  the  pitch  point,  and 
to  a  certain  amount  of  shaking  and  springing  of  the  axles,  which 
always  produces  a  slight  displacement  of  the  pitch  circles.. 

The  greatest  amount  of  sliding  corresponds  with  a  maximum 
value  of  the  angle  d — ^that  is,  it  occurs  at  the  beginning  and  end 
of  contact  (assuming  the  approach  and  recess  of  the  teeth  to 
take  place  on  the  two  sides  of  the  line  of  centers  through  the 
axes).  Hence  the  terminal  points  of  the  active  projUes  are  snlh- 
ject  to  the  greatest  wear.  The  actual  amount  of  wear,  «.  ^.,  the 
thickness  of  the  film  of  material  abraded  in  a  unit  of  time,  depends 
geometrically  upon  the  lengths  of  ds  and  ds^,  or  taken  for  one  pair 
of  teeth,  upon  the  lengths  s'  and  «/,  s"  and  «,"  (Fig.  6),  of  the  active 
profiles.  A  long  face,  s\  slides  upon  the  corresponding  short 
flank  V>  and  «/'  upon  s".  The  short  portion  is  subject  to  as  much 
work  of  friction  as  the  longer  part,  so  that  its  mean  wear  must  be 
greater,  since  the  quantity  of  abraded  particles,  both  teeth  being 
of  the  same  material,  is  the  same  in  both  parts.  The  effect  of  fric- 
tion, therefore,  in  involute  and  epicycloidal  gearing  will  be  repre- 
sented by  the  wear  roughly  indicated  in  dotted  lines  in  Figures  13 
and  14.  The  most  unfavorable  result  is  generally  obtained  in  in- 
volute gear  (Fig.  14),  which  is  just  the  reverse  of  the  erroneous  im- 

ds 
pression  above  alluded  to,  because  6,  and  hence  -^^  is  generally 

s'  s" 

larger,  and  — r  and  —r,  are  smaller  than  in  epicycloidal  gear  of  the 

same  number  of  teeth.  This  conclusion  has  always  been  sus- 
tained by  my  observations  in  practice,  and  I  entertain  no  doubt 
but  that  others  will  confirm  ih 

*  In  the  caso  of  certain  kinds  of  gearing,  wbich  I  have  .called  shield  gearing 
{KanMrukteur,  4th  Ed.,  p.  586),  tlie  pitch  point  does  not  fall  on  the  tooth  profile. 
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DISCUSSION. 


JUr.  Wilfred  Lewis, — The  paper  now  under  discussion  treats  of 
&    subject  to  which  I  have  recently  given  considerable  study,  and 
-veliile,  to  some  extent,  it  has  been  gratifying  to  find  my  researches 
l>6tantially  confirmed  by  such  high  authority,  there  are  neverthe- 
a  few  important  points  wherein  our  views  and  conclusions  dif- 
fer, and  to  these  I  would  ask  your  attention. 

The  first  difficulty  which  I  met  with,  in   reading   the  paper, 
occurs  in  the  formula  immediately  preceding  equation  (8), 

Equation  {a)  implies  that  the  useful  work  done  during  the  arcs 
of  approach  and  recess  is  directly  proportional  to  the  length  of 
those  arcs  respectively,  and  this,  I  think,  cannot  be  granted  upon 
4e  assumption  that  the  normal  pressure  Q  between  the  teeth  is 
constant.    It  is,  I  admit,  a  close  approximation,  but  it  would  seem 
to  be  more  properly  stated  as  such.     Upon  the  assumption  that  the 
moment  of  resistance,  QR  sin  a,  is  constant,  the  useful  work  must 
be  proportional  to  the  angle  ^,  but  when  Q  is  assumed  to  be  con- 
Btant,  the  useful  work  V  has  just  been  demonstrated  by  equation 
(6)  as  prbjyortional  to  2r  cos  a',  that  is,  to  the  chord  of  the  describ" 
ing  circle,  and  not  to  its  arc.     The  difference  must  be  very  slight 
indeed,  but  nevertheless,  it  is  just  the  difference  between  an  exact 
and  an  approximate  solution  of  the  problem.     The  ''  analytical  in- 
vestigation "  of  the  same  case  does  not  pretend  to  be  absolutely 
correct,  when,  for  example,  a  small  angle  is  taken  for  its  tangent, 
and,  although  this  is  perfectly  allowable  as  a  close  approximation, 
it  could  not  be  accepted  if  presented  as  literal  truth. 

Continuing  the  paper,  I  was  somewhat  surprised  to  find  that  the 
value  of  p^  as  deduced  for  cycloidal  teeth  and  expressed  by  equa- 
tion (14),  was  stated  as  identical  with  the  value  of  p  for  involute 
teeth,  as  expressed  by  equation  (22) ;  and  reflecting  upon  the  peculi- 
arities just  mentioned,  I  was  led  to  conclude  that  the  identity  of 
the  two  equations  was  due  to  the  fact  that  one  was  derived  by  ex- 
act and  the  other  by  approximate  methods.  That  a  small  differ- 
ence does  actually  exist  in  favor  of  the  involute  form,  has  been 
shown  by  Mr.  George  B.  Grant,"*^  but  for  other  purposes,  which 

♦  American  Machinist^  for  December  26,  1885. 
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will  presently  appear,  I  prefer  to  use  the  following  demonstration 
of  my  own. 

Referring  to  Fig.  68  for  cycloidal  teeth,  and  to  Fig.  69  for  invo- 
lutes, let  A  and  B  be  the  centers  of  two  wheels  gearing  together, 


and  MCN  their  path  of  contact.  Let  D  be  any  point  in  the  path 
of  contact  taken  in  each  figure  for  the  same  arc  of  action  from  the 
pitch  point  C.  Draw  AD  and  BD  and  make  DI  and  J)K  per- 
pendicular to  these  lines  respectively.  Draw  also,  at  a  convenient 
distance  from  D,  parallel  to  the  enrt'acee  in  contact,  and  conse- 


quently normal  to  the  line  of  connection  DC^  the  line  UK,  inter- 
secting the  perpend icuIarB  to  AD  and  BD  in  the  points  /and  K. 
Then  the  instantaneous  velocity  of  the  point  D  may  be  repre- 
sented in  magnitude  and  direction  by  J) I  in.  the  wheel  A,  and  by 
DK\a  the  wheel  B,  and  /ifwill  then  be  the  velocity  of  sliding. 
If,  now,  we  prolong  DC  and  draw  BE  parallel  to  AD,  it  is  evi 
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lent  that  the  triangles  DIK  and  BED  will  be  similar,  and  that 
jyJE  will  represent  the  velocity  of  sliding  in  terms  of  the  ve- 
locity at  pitch  line,  represented  by  BC.    We  have  now  a  con- 
stmction  for  the  velocity  of  sliding  at  any  point   in   the  path 
O'f   contact,  expressed  in  terms  of  the  constant  BC\  and  taking 
tlie  product  of  sliding  and  pressure  as  proportional  to  the  work 
lost  in  friction,  we  can  readily  find  this  loss  upon  the  assump- 
tion that  the  moment  of  resistance  is  constant.     This  assump- 
tion is  preferred  to  that  of  a  constant  pressure  Q^  taken  by  Pro- 
fessor Reuleaux,  because  it  agrees  more  nearly  with  practical  con- 
ditions, aud  therefore  seems  to  give  a  more  natural  basis  of  com- 
parison, although  of  course,  for  analytical  purposes,  either  is  cor- 
irect.    It  is  also  thought  that  by  this  method  of  analysis  the  labor 
involved  is  very  much  reduced.     When  the  moment  of  resistance 
is  constant,  the  pressure  at  any  point  D  becomes  proportional  to 
cogec  a,  and,  if  we  draw  FO  perpendicular  to  the  line  of  cen- 
ters, and  project  DE  upon  it  by  normals  to  DE^  we  shall  have  FG 
proportional  to  the  product  of  sliding  and  pressure.     Now,  by  the 
assumed  conditions,  the  arc  of  action  measured  by  the  curve  (72?, 
Fig.  68,  must  be  equal  to  the  arc  of  action  measured  by  the  straight 
line  00^  Fig.  69,  and  therefore  it  appears  that  the  loss  in  friction 
.    at  the  point  2?  for  cycloidal  teeth  is  to  the  corresponding  loss  for 
involutes  as  (7(?,  Fig.  68,  is  to  the  arc  CD,     Hence,  it  is  evident 
that  for  any  point  2?  at  a  finite  distance  from  (7,  the  loss  in  fric- 
tion for  cycloidal  teeth  must  be  greater  than,  the  corresponding 
lo68  for  involutes. 

It  further  appears  in  Fig.  69  that  CO^  the  arc  of  action,  is  al- 
vaya  proportional  to  the  product  of  sliding  and  pressure  for  any 
d^eof  obliquity;  from  which  it  follows  that  the  loss  in  friction 
is  independent  of  the  obliquity,  as  implied  in  equation  (22),  and  as 
found  by  Mr.  Grant  in  the  article  mentioned. 
Beferring  again  to  Fig.  68,  we  have 


arc  CD  = 

<pV,        and  GG  =  % 

whence, 

CG         *"^  2  . 
arc  CD  "     cp'      ' 

2 

or  we  may  put 

CG       __  cot   a 
arc  CD         n         , 
2-" 
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Ill  order  to  represent  gmpliically  the  actual  loes  in  friction 
cycloidal  and  involute  teeth  respectively,  let  us  take  dccj  Fig. 
to  represent  the  arc  of  contact,  o  being  the  pitch  point.     Then^ 
the  point  rf,  erect  the  perpendiculars  da  and  db  equal  to  FCP 
Figs.  68  and  69  respectively,  and  similarly  find  the  points  g  am 
on  the  opposite  side  of  the  line  of  centers.     Draw  the  straij 
line  beg,   then   will    the    area  cdb  +  oeg  represent   the  loss 
friction  for  involute  teeth.     Draw  also  the  curved  line  oo^  tang-^ 
to  icff  at  the  point  <?,  then  will  the  area  oad  +  c^  represent  ^  X 


Fig.  70. 
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loss  in  friction  for  cycloidal  teeth,  and  the  difference  will  be  repi 
sented  by  the  area  oJc  +  cgf. 

If  we  denote  abscissas  from  the  point  c  in  terms  of  ^',  tta-  " 
equation  for  the  curved  line  a<?/*  becomes  simply 

y  =  a  tan  Y' (^ 

in  which  a  is  a  constant  depending  on  the  scale  used. 

It  will  be  observed,  in  the  analysis  which  I  have  briefly  indi^ — 
cated,  that  the  necessity  for  finding  the  face  lengths  in  action  ha^ 
been  overcome,  and  that  the  problem  has  thus  been  shorn  of  90 
needless  and  difficult  feature. 

It  must  not  be  supposed,  from  Fig.  70,  that  the  efficiency  of  in-^ 
volute  gearing  is  always  better  than  that  of  cycloidal,  and  the  qual- 
ification,/???•  the  same  arc  of  action^  must  not  be  overlooked. 

The  unfavorable  comparison  for  involute  teeth  as  against  cy- 
cloidal is  due,  as  stated  in  the  paper,  to  differences  in  the  length 
of  the  arc  of  action,  and  not  to  any  peculiar  merit  in  the  cycloidal 
form  of  tooth. 

In  regard  to  the  wear  of  teeth,  I  think  there  is  a  grave  error  in 
the  assertion  on  the  next  to  the  last  page,  that  in  all  kinds  of 
gearing,  without  exception,  the  wear  is  theoretically  reduced  to 
zero  at  the  pitch  point ;  and  I  propose  to  show  that  the  form  of 
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'tooth  has  a  great  deal  to  do  with  the  distribution  of  wear  at  the 
pitxih  point,  as  well  as  along  the  faces  and  flanks  of  the  teeth. 

In  Fig.  68,  let  0  be  the  center  of  the  describing  circle ;  draw  OB 

tlie  radius,  and  DH  perpendicular  tq  OB.     Then,  in  the  triangle 

DMKy  we  have  IK  proportional  to  the  sliding,  HK  proportional 

to  the  surface  upon  which  sliding  takes  place  on  the  wheel  jS,  and 

.SJ proportional  to  the  surface  upon  which  it  takes  place  on  the 

vrheel  A,    If  now  we  assume  that  the  intensity  of  wear  on  any 

snrface  is  proportional  to  the  loss  in  friction  divided  by  the  surface 

sustaining  such  loss,  we  can  readily  construct  a  diagram  *upon  the 

arc  of  contact  for  a  base  line,  to  represent  the  intensity  of  wear. 
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'INTCNSITY  or  WEAR  ON  CYCLOIOAL  TCCTH.    FIQ.A. 

Fig,  71  represents  the  intensity  of  wear  on  the  teeth  shown  in  Fig. 
68.    That  portion  above  the  base  line  dee  refers  to  the  wheel  B^ 
and  the  portion  below  to  the  wheel  A.    When  the  pressure  Q  is 
assumed  to  be  constant,  the  wear  will  be  uniform  over  the  face  and 
over  the  flank  of  each  tooth,  as  shown  by  the  parallel  dotted  lines 
^9ifo,  br,  and  yj? ;   but  when  the  moment  of  resistance  is  as- 
sumed to  be  constant,  the  wear  will  increase  slightly  from  the  pitch 
point,  as  shown  by  the  curved  lines  tangent  thereto.     To  prove 
tbat  the  wear  is  uniform  when  the  pressure  Q  is  constant,  prolong 
DE  and  draw  BZ  parallel  to  OB,  then  the  triangle  BBL  will 

^  similar  to  the  triangle  BHK^  and  y-j-  will  represent  the  wear 
^^  the  face  of  wheel  B. 
Now,  by  similar  triangles,, we  have  BE  =  -j^  x  CD,  and  BL 

^  7T?r  X  CB\  whence  -777=  =  -77^ ur^^  which  is  constant. 

yj{j  '  BL      AC  X  BO 

Similarly,  the  wear  on  the  flank  of  wheel  A,  represented  by 

can  also  be  shown  to  be  constant. 

For  involute  teeth  the  result  is  very  different,  for  tliere  the  lines 
^i/and  CL  are  constant,  and  the  intensity  of  wear  may  vary  from 
infinity  to  zero. 

To  compare  the  wear  on  both  forms  of  teeth  by  diagrams  drawn 
to  the  same  scale,  we  must  assume  some  ordinate  to  represent  the 
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wear  resulting  from  a  unit  of  preBSiire  in  sliding  a  nnit'e  dia 
over  a  iioit  of  surface. 

Ill  Fig.  68,  this  ordinate  sliould  be  laid  off  from  the  line  2 
locate  the  parallel  line  PQ.R,  and  in  Fig.  69  its  oblique  pi 
tion,  equal  to  its  original  length  times  cosec  a,  should  be  lai 
from  BL  for  a  similar  purpose.  At  the  points  Q  and  S,  i 
this  line  iotereecta  B£^  and  BD,  draw   the  linee  QT&nA  BJf 

,f 


allel  to  the  line  of  connection  OD ;  then  will  these  distances  i 
sent  the  intensity  of  wear  at  the  point  D  on  the  wheels  A  i 
respectively. 

Following  ont  this  construction,  we  obtain  Fig.  72,  represe 
the  intensity  of  wear  upon  involute  teeth  comparable  with  F 
for  cycloidal.  * 

■TherelatiTedistribiitioD  of  wear  on  cycloidAl  and  involute  teeth  waa  \ 
It  b;  Mr.  Bilgnm  in  a  loeture  delli 
the  PiUDklin  loitltale  la  Novemba 
ind  pabtiched  In  its  Jonmal  for  J* 
1883.    The  dikgrmins  whicb  he  e 
tliat  time   to  illustrate   his  renui 
ir  of  eepecial  inlereet  In  connectii 
Figs.  18  KDd  14  of  the  paper  nitder 
ion.  and  thejr  are  here  subjoined  (I 
lO  indicate  the  nearinf"  tendency  on  a  single  pair  ot  engaging  taei 
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We  have  not  yet,  however,  arrived  at  the  solution  of  the  problem 
presented,  npon  the  basis  of  actual  working  condition,  and,  in  the 
present  discussion,  I  can  do  but  little  more  than  indicate  the  direc- 
tion in  which  the  analysis  may  be  pursued.  It  has  been  pointed  out 
in  a  foot-note  on  the  fifth  page  of  the  paper  that  in  actual  practice 
each  pair  of  tooth-profiles  is  brought  into  engagement  while  the 


LOSS  IN  rRICTION.FOR 
CVCLOIOALTCCTH  WHEN 

dH^me-*  PITCH. 


preceding  pair  is  still  in  action,  and  the  conclusion  is  drawn,  rather 
hastily  I  think,  that  the  rule  laid  down  for  finding  the  loss  of  work 
on  the  assumption  that  only  one  pair  engage  at  a  time,  holds  good 
in  practice  as  well  as  in  theory. 

That  this  is  an  error  of  no  small  importance  will  appear  by  refer- 
ence to  Figs.  73  and  74,  in  which  the  arc  of  action  dee  has  been 
taken  equal  to  Ij  pitch,  and  divided  equally  at  c  for  convenience. 


u  m 

LOSS  IN  rmcTioH.roR 

INVOLUTE  TEETH  WKBN 

dn-'tne—  fitch. 

uscruk  FORK  couALtr  divioco  on  two  paim  or  TttTM 


Now,  if  dn=::7)ie=z  pitch,  and  the  load  is  divided  equ/illy  between 
two  pairs  of  engaging  teeth,  we  shall  have  for  the  loss  in  friction 
for  eacli  pair  of  teetli,  the  areas  droqcd  4-  cetpsc  =  V^  instead  of 
the  larger  areas  dac  -f  cef  ov  dob  +  ceg  =  V\  If  the  arc  of  con- 
tact be  reduced  to  uw  =  pitch,  so  that  there  shall  never  be  more 
than  one  pair  of  teeth  in  action,  the  loss  in  friction  for  each  pair  of 
teeth  will  be  represented  by  the  area  wvc  4-  cwx  =  F". 

From  similar  triangles,  Fig.  74,  it  will  readily  appear  that  the 
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difference  between  these  areas  V—  Y*\  is  not  measnred  by  tl 
difference  in   the  arcs  of  contact,  de  —  uw  =  J,  but  the  sqnare 
that   difference,  or  \\   and   the  same   is   approximately  true  fti 
cycloidal  teeth,  Fig.  73.     In  other  words,  we  have  areaT=  ^  Y 
instead  of  4  F". 

From  this  consideration,  it  is  evident  that  the  general  eqnatii 
at  the  top  of  the  seventeenth  page, 


=-^"G±^)l' ^^ 


V 


does  not  express  the  true  relation  for  the  arc  of  contact  to  the 
in  friction,  and  when  the  value  of  e  lies  between  1  and  2,  as 
usual  for  external  gearing,  this  equation  shonld  be  written, 

.    / 1   .   1  \  1  +  (e  -  1)»  ,^ 

For  interchangeable  cycloidal  teeth,  the  value  of  «  is  quite 
limited,  being  seldom  more  than  1,5  or  less  than  1.25,  and  conse- 
quently equation  {d)  may  be  expressed  for  such  teeth  within  10  per 
cent  of  the  true  value,  more  or  less,  by 


^  =  ^-«/Q±i> (^) 


and  this  approximate  formula  is  really  more  nearly  correct,  within 
the  specified  limits,  than  equation  \c\  which  involves  the  additional 
labor  of  finding  f. 

For  involute  teeth,  the  arc  of  action  is  so  much  more  variable,  that 
to  obtain  a  close  approximation  of  this  kind  would  at  present  seem 
out  of  the  question,  but  from  other  considerations  which  have  not 
yet  appeared,  it  is  thought  that  the  equation  (e)  may  also  be  used 
to  express  the  loss  in  friction  for  involute  teeth  as  well. 

The  fallacy  in  the  reasoning  by  which  it  has  been  inferred  that 
the  "assumed  case  holds  good  in  practice,"  is  very  natural  and  easy. 
Suppose,  for  example,  Fig.  73,  there  is  a  tooth,  Ti,  in  action  at  n, 
when  a  new  tooth,  T.^^  enters  the  path  of  contact  at  rf,  then  as 
7^2  passes  from  d  to  <?,  it  will  lose  in  friction  the  work  represented 
by  the  area  called  ^4,  the  tooth,  Ti,  will  lose  the  area  pUf^  and  a 
new  tooth,  T^^  coming  into  gear  will  lose  the  area  raqo^  all  of 
which,   added   together,  completes   the   area   doc  +  cef  for  the 
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assumed  case  of  one  pair  of  teeth  in  gear  at  a  time,  and,  if  we  stop 
here,  there  will  be  no  reason  to  doubt  that  the  inference  referred  to 
is  correct.  But,  if  we  continue  to  move  the  wheels  through  succes- 
sive arcs  of  action,  the  result  will  be  quite  different.  Commencing 
with  the  tooth  T^  at  the  point  m,  the  next  area  becomes  A  +  mqc 
and,  continuing,  the  next  becomes  A  H-  cnSy  when  the  teeth  again 
stand  in  the  positions  originally  assumed  relative  to  the  arc  of  con- 
tact. The  error  appears  to  have  arisen  from  assuming  an  incom- 
plete cycle  of  movements  to  represent  the  whole. 

I  do  not  propose  at  this  time  to  enter  fully  into  all  the  details  of 
this  interesting  subject,  nor  to  give  a  report  of  my  investigations 
for  the  company  with  which  I  am  connected  to  determine  the 
uiost  advantageous  system  of  gearing  for  their  adoption.  This,  I 
"link,  will  more  properly  form  the  subject  of  a  paper  for  a  future 
nieeting  of  the  society ;  but  there  are  still  more  points  in  regard  to 
the  question  of  wear  to  which  I  would  call  your  attention. 

Referring  to  Figs.  71  and  72,  it  would  at  first  appear  as  though 
^he  cjeloidal  form  was  immensely  superior  to  the  involute  in  point 
^f  durability  or  deformation  from  wear,  but  upon  further  con- 
sideration it  becomes  evident,  that  these  lines  of  intensity  must 
sttffer  considerable  modification  under  the  action  of  two  teeth  in 
g^r.  For  involute  teeth,  the  pressure  toward  the  beginning  and 
end  of  the  arc  of  action  would  naturally  be  reduced  by  the  exces- 
sive wear,  and  this  in  turn  would  naturally  reduce  the  loss  in 
friction  represented  by  Fig.  74.  The  precise  manner  in  which 
this  change  of  pressure  should  take  place  remained  with  me  an 
unsolved  problem  until  a  few  weeks  ago.  After  going  over  my 
work  with  Mr.  Hugo  Bilgrara,  of  Philadelphia,  he  subsequently  sent 
me  a  very  happy  and  ingenious  solution,  which,  with  his  per- 
mission, I  take  pleasure  in  presenting  to  the  society  in  his  words  :  * 

*  Assume  in  a  pair  of  gears  the  addenda  made  so  great  that  the  path  of  con- 
tact on  each  side  of  the  gearing  center  is  equal  to  one  pitch.    Let  AOB,  in  Fig.  82, 
represent  the  path  of  contact,  and  assume  one  pair  of  teeth,  preferably  involutes, 
to  be  passing  from  A  to  B  At  uniform  velocity.     The  velocity  of  friction  being 
represented  by  the  distance  of  the  line  CD  from  AB,  the  surfaces  OACO  and 
OB  BO  will  represent  the  loss  from  friction  (the  various  coefficients  being  taken 
into  account  in  selecting  the  scale).    But,  according  to  the  assumption,  the  work  of 
trail smisMon  will  not  devolve  on  one  pair  of  teeth,  as  two  pairs  will  constantly 
be  in  contact.     At  first  the  pressure  might  distribute  itself  uniformly  upon  both 
pairs  of  teeth,  and  the  loss  of  work  due  to  each  pair  would  then  be  represented 
by  the  areas  OAEO  and  OBFO.     But  the  wear  will  be  least  near  the  pitch  line 
and  greatest  near  the  base  or  point.    This  can,  however,  last  only  for  a  short 
time,  for  two  pairs  of  teeth  being  in  gear  constantly,  a  state  of  persistency  of 
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Following  out  to  its  logical  conclusions  the  line  of  thought  sn^^ 
gested  by  Mr.  Bilgrain,  we  have  Fig.  75  presenting  the  load  tran.   J 

Kg.  75. 
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mitted  by  cycloidal  teeth  throughout  the  arc  of  action.  Fig.  76,  the 
same  for  involutes,  Fig.  77,  the  loss  in  friction  for  cycloidal  teeth, 
and  Fig.  78,  the  same  for  involutes.     In  Fig.  77,  the  distribution 

Rg.  7R. 
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of  the  loss  in  friction  is  slightly  different  from  what  is  shown  in 
Fig.  73,  but  the  amount  of  loss  is  almost  exactly  the  same.     In 

wear  mast  soon  be  reached,  in  which  the  wear  on  simultaneous  points  of  contact 
of  l>oth  pairs  of  teeth  is  equal.  But  the  wear  can  only  be  equal  if  the  presBure 
is  inversely  as  the  velocity  of  friction  (this  is  an  assumption  which  may  be  more 
or  less  true).     Therefore,  the  total  pressure  will  be  no  more  distributed  equally 


P   b' 


Fig.8& 


upon  both  teeth,  but  inversely  as  the  velocity  of  friction.  The  diagram 
I^LNKM,  Fig.  81,  therefore  represents  the  variable  pressure  on  each  tooth-pair 
as  their  point  of  contact  travels  from  A  to  B.  For  convenience,  the  triangle 
KLNKvaviy  be  transported  to  MPLM. 

If  a  pair  of  teeth  is  at  p,  the  pressure  will  be  equal  to  mo,  while  that  on  the 
other  simultaneous  contact  is  equal  to  on,  the  sum  of  both  being  equal  to  the 
total  pressure,  MP  =  KL, 

In  order  to  find  the  dynamic  loss,  the  force  mo  must  be  multiplied  by  the 
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Fig.  78,  the  distribution  is  very  different,  and  the  loss  in  friction 
is  slightly  less. 


LOSS  IN  rRICTION 
CVCLOIOALTCCTH. 


These  diagrams  go  to  show  that  an  extended  arc  of  contact  entails 
less  friction  for  involute  teeth  than  it  does  for  cycloidal,  and  that, 


LOBS  IN  PRICTION 
INVOLUTCTCCTH. 


practically,  formula  {e)  must  come  very  near  the   truth  for  all 
cases. 

From  Figs.  75  and  76,  it  appears  that  the  load  on  involute  teeth 


velocity  pq.  Since  A  C  represents  both  the  velocity  of  friction  and  the  dynamic 
loss,  the  scale  of  the  diagram  is  evidently  such  that  the  pressare  on  the  teeth 
multiplied  by  the  coefficient  of  friction  can  be  considered  as  the  unit.  The  mul- 
tiplication of  mo  and  pq  can  therefore  be  accomplished  by  making  Kq'  =  pq,  and 
drawing  the  Une  q'M,  intersecting  mo  in  r',  when  pr  =  mr'.     When  the  state  of 
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persistency  is  once  reached,  the  loss  from  friction  is  therefore  no  more  represented 
by  the  surfaces  OAEO  and  OBFO,  but  by  the  parabolic  segments  OXAO  and 
OYBO. 

Now,  if  the  addenda  are  not  so  great  as  thus  far  assumed,  if  the  path  of  con- 
tact extends  only  from  a  to  h,  it  is  plain  that  between  b'  and  a'  only  one  tooth  is 
in  action. 

While  pa.ssing  from  a  to  6'  it  will  be  assisted  by  the  preceding  tootli  passing 
from  a'  to  6,  and  only  in  this  period  will  the  curves  Xaud  y  show  the  loss  from 
friction.  The  total  loss  is,  therefore,  shown  by  the  surfaces  Ob  Xab'O  and 
Oa'FbaO. 
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will  eventually  be  applied  and  removed  more  gradually  than  it 
will  on  eycloidal,  and  that  as  a  consequence  the  action  .should  be- 
come smoother. 

When  the  condition  of  "  persistency  "  is  established,  the  inten- 
sity of  wear  will  be  represented  by  the  dotted  lines  sty  uVy  wx  and 
yzy  Fig.  71,  and  by  op^  jr,  st  and  uv,  Fig.  72,  the  middle  portion 
in  each  remaining  unaltered. 

That  there  will  actually  be  some  wear  at  the  pitch  point  <?,  as 
suggested  ou  the  next  to  the  last  page  of  the  paper,  there  can  be 
no  doubt,  but,  in  addition  to  the  reasons  mentioned,  it  should  also 
be  noted  that  wear  must  occur  there,  even  with  involute  teeth,  on 
account  of  the  fact  that  every  point  in  the  tooth  surface  tnnst  re- 
main in  contact  through  a  perceptible  arc  of  action,  owing  to  its 
compressibility — in  other  words,  because  the  path  of  contact  most 
have  some  thickness,  as  well  as  length  and  width.  This  considera- 
tion will  affect  the  intensity  of  wear  to  some  extent,  but,  it  is 
thought,  not  seriously.  The  main  point  which  remains  unsettled, 
and  the  one  which  is  always  of  the  iirst  practical  importance  to  de- 
termine, is  the  coefficient  of  friction.  Is  it  sufficiently  constant 
throughout  the  arc  of  action  to  be  taken  as  such,  and  if  not,  must 
the  "  Friction  of  Toothed  Gearing "  be  considered  a  hopeless 
problem  ? 

I  am  strongly  convinced  from  the  "Sellers  Experiments  on 
Gearing,"  which  I  have  had  the  honor  of  reporting  to  this  society, 
that  the  coetHcient  of  friction  must  undergo  very  decided  changes 
throughout  the  arc  of  action,  so  much  so,  indeed,  as  to  impair,  to  a 
greater  or  less  extent,  the  practical  value  of  any  formula  yet  de- 
vised for  determining  the  loss  in  friction ;  and  it  is  only  for  very 
slow  motions,  such  as  that  of  feed  gearing,  that  I  should  think  of 
applying  formula  (e)  with  any  degree  of  assurance. 

I  am  well  aware  of  certain  crudities  in  this  hurried  discussion, 
and  fine  points  neglected  that  might  have  been  considered,  bat  the 
ground  to  be  covered  seems  to  expand  as  we  proceed  ;  and,  to  con- 
clude, I  think  it  will  be  admitted  that  the  subject  before  us  still 
offers  a  promising  field  for  experimental  research  and  analytical 
investigation. 

M7\  Hugo  Bilgram, — On  the  ninth  page  of  his  paper.  Professor 
Rouleaux,  by  his  analytical  deduction,  comes  to  the  conclusion 
that,  as  regards  the  loss  of  power  from  friction,  the  most  favorable 
case  will  be  that  in  which  the  contact  is  equally  divided  on  either 
side  of  tlie  line  of  centers. 
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This  appears  to  be  in  direct  conflict  with  the  assertion  of  Pro- 
fessor Willis,  that  the  loss  from  friction  during  the  approach,  ex- 
ceeds that  which  occurs  during  the  receding  contact,  for  which 
reaaon  the  addendum  of  the  driven  gear  should  exceed  that  of  the 
driver,  when  a  minimum  of  loss  from  friction  at  a  given  length  of 
the  arc  of  contact  is  desired. 

This  discrepancy  can  be  traced  to  the  difference  in  the  premises 
of  tlie  two  investigators.  "While  Professor  Willis  compares  the 
effective  momentum  given  by  the  driver  with  that  received  by  the 
driven  gear,  in  the  various  stages  of  action,  Professor  Beuleaux 
computes  the  loss  from  friction  for  a  uniform  normal  pressure 
bet'ween  the  faces  of  the  teeth. 

The  actual  pressure  transmitted  by  the  teeth,  which  is  inclined 
to  the  common  normal  of  the  curves  in  contact  by  the  angle  of 
friction,  may  be  resolved  into  two  forces — the  normal  pressure, 
vliich  in  the  paper  under  discussion  has  been  considered  a  con- 
stant, and  the  tangential  force  of  friction.     On  examination,  it  will 
be  found  that  the  force  of  friction  has  a  much  greater  reacting 
leverage  during  the  approaching  than  during  the  receding  action. 
In  order  to  overcome  a  uniform  resistance  in  the  driven  gear,  it  is, 
therefore,  necessary  that  the  normal  force  between  the  teeth  should 
be  greater  during  the  approach  than  during  the  receding  action ; 
and  if  this  is  an  essential  prerequisite  in  practice,  the  loss  from 
friction  during  the  approach,  must  exceed  that  of  the  other  half  of 
the  action.     The  assumption  of  a  uniform  normal  component  is, 
therefore,  not  compatible  with  what  actually  occurs  in  practice. 

The  factor  of  friction  is,  however,  as  a  rule,  no  suflScient  reason 
for  abandoning  the  practice  of  making  the  addenda  of  gears  equal, 
eicept  when  special  reasons  intervene.  When  toothed  gears  are 
used  intermittently  or  interchangeably  as  drivers  and  driven  gears, 
the  conclusion  of  Professor  Eeuleaux  is  unquestionable. 

In  the  paper  on  a  new  Odontograph,  mentioned  by  Mr.  Wilfred 
Lewis  in  his  discussion,  I  showed  a  simple  graphical  method  by 
which  the  most  advantageous  relation  between  the  addenda  of  the 
driving  and  driven  gears  may  be  found,  the  angle  of  friction  being 
assumed  as  known. 

There  is,  however,  another  statement  in  the  paper  just  read 
which,  I  think,  would  be  an  injustice  to  myself,  were  I  not  per- 
mitted to  correct  the  same.  I  refer  to  the  mention  of  my  bevel 
gear  cutter  in  relation  to  the  faulty  action  of  the  involute  system 
of  gearing,  when   the  pinion  has  a  low  number  of  teeth.     With 
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the  machine  in  question,  pinions  with  as  few  as  12  teeth  can  be 
cut  with  entire  freedom  from  this  fault.  Wlien  both  gears  are 
equal,  the  number  can  be  reduced  to  15  without  any  interference 
whatever,  since  15  teeth  mitre  gears  correspond  in  form  and  action 
with  21  teeth  spur  gears.  With  15  teeth  mitre  gears  there  is, 
therefore,  even  theoretically,  no  fault.  By  experience,  I  have 
found  that  with  a  reduction  of  the  number  of  teeth  of  mitre  gears 
to  12,  the  fault  which  now  exists  in  theory  is  so  small  that  it  es- 
capes detection.  The  case  is,  however,  different  when  a  pinion 
gears  with  a  larger  wheel.  But  in  this  case,  the  fact  that  bevel 
gears  are  never  used  interchangeably,  but  are  invariably  made  in 
pairs  or  triplets,  permits  the  application  of  an  expedient  which 
obviates  the  difficulty.  It  consists  in  reducing  the  addendum  of 
the  wheel,  and  increasing  that  of  the  pinion  correspondingly. 

The  difficulty  only  exists  when  blanks  are  sent  for  cutting  which 
arc  turned  by  machinists  who  omit  to  take  this  precaution. 

Mr.  C.  A.  Smith. — ^In  making  a  few  remarks  concerning  this 
paper,  I  wish,  in  the  first  place  to  call  attention  to  a  few  points  of 
criticism  directed  to  the  Practical  Treatise  on  Oearing^  published 
by  the  Brown  &  Sharpe  Mfg.  Co.  of  Providence,  K.  I. 

In  the  foot-note  on  the  nineteenth  page  of  his  paper,  Professor 
Reuleaux  mentions  the  diflPerence  between  the  obliquity  (or  its 
complement)  adopted  by  the  Brown  &  Sliarpe  Mfg.  Co.  and  that 
used  by  himself  (75°),  which  he  also  says  is  the  one  used  by  Pro- 
fessor Willis.  This  must  be  a  mistake,  since  by  referring  to  Pro- 
fessor Willis'  Principles  of  Mechanism,  page  134,  we  find  that  he 
uses  75°  for  double  curve  teeth,  but  on  the  page  just  preceding 
this  (133)  he  recommends  75J^°  for  involute  or  single  curve  teeth, 
and  gives  his  reasons  for  doing  so.  It  is  true  that  an  angle  of  75** 
is  conveniently  laid  out  on  the  drawing  board  by  means  of  the  or- 
dinary triangles :  but  the  fact  is  that  the  men  in  the  workshop  do 
not  use  triangles  to  lay  out  work ;  some  of  the  most  common  tools 
being  the  scribe  awl,  straight  edge  and  dividers.  When  the  angle 
is  assumed  whose  cosine  is  I  (75^^°  very  nearly)  the  radius  of  the 
tooth  curve  may  be  obtained  by  simply  bisecting,  with  a  pair  of 
dividers,  the  radius  of  the  circle  described  on  the  pitch  radius  as  a 
diameter,  and  as  the  formation  of  gear  teeth  must  always  be  a  work 
of  the  shop,  rather  than  of  the  drawing  table,  the  convenience  of 
these  proportions  is  at  once  appreciated  by  the  "practical  man." 

It  is  sometimes  said  that  the  work  of  laying  out  gear  teeth, 
templates,  etc.,  should  not  be  done  by  the  machinist,  but  onght.to 
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be  executed  by  the  draughtsman.     This  is  a  wrong  idea,  because 

the  inachinist  has  more  practice  in  doing  accurate  work  (those,  at 

least,  who  are  employed  on  such  a  class  of  work),  and  he  should 

therefore  be  the  one  to  do  it,  under  proper  instructions,  of  course. 

As  far  as  the  drawings  are  concerned,  it  is  not  good  economy  to 

attempt  to  draw  gear  teeth  accurately.     In  most  cases  they  need 

not  be  drawn  at  all,  but  when  they  are  drawn,  an  outline  formed 

by  tlie  eye  will  answer  the  purpose  of  a  working  drawing  as  well 

as  though  they  were  drawn  theoretically  correct.     On  the  other 

hand, the  draughtsman  does  often  understand  as  little  of  the  correct 

principles  of  gearing  as  the  machinist. 

Referring  to  the  foot-note  on  the  last  page  but  two,  Professor 
Beuleanx  again  refers  to  the  PracticaZ  Treatise  on  Gearing^  by 
Brown  &  Sharpe  Mfg.  Co.,  and  says  that  the  cause  of  the  inter- 
ference of  teeth  on  small  gears  "  is  ascribed  to  wide  departure  of 
circular  arcs,"  etc.,  quoting  almost  the  exact  words  given  at  the  top 
of  the  twenty-second  page,  which  reads  thus : 

"This  rounding  occurs  because  in  these  gears  arcs  of  circles  de- 
part too  far  from  the  true  involute  curve,  being  so  much  that 
points  of  teeth  get  no  bearing  on  flanks  of  teeth  in  other  wheels." 
This  refers  to  the  circular  arcs  forming  the  tooth  faces  of  the 
pinion. 

The  criticism  here  is  evidently  an  oversight,  since  no  attempt 
whatever  has   been  made   to   explain  the  cause  of   interference. 
Fig.  10,  to  which  Professor  Reuleaux  refers,  sinjply  calls  attention 
to  the  fact  of  interference.     The  statement  above  quoted  from 
refers  to  the  tooth  faces  of  the  pinion,  Fig.  10,  and  has  no  refer- 
ence whatever  to  interference.     The  interference  takes  place  at 
the  flanks  of  the  pinion  teeth  and  faces  of  the  gear  teeth.     To 
avoid  this,  the  spaces  between  teeth  on  the  pinion,  below  the  base 
circle,  are  made  as  wide  as  is  practically  possible,  as  explained  on 
the  twentieth  page.     The  remainder  of  the  correction  is  made  by 
rounding  the  faces  of  the  gear  teeth.     An  interchangeable  set  of 
involute  gears  cannot  be  made  as  low  as  12  teeth  without  slightly 
altering  the  involute  and  making  a  combination  tooth  curve,  unless 
the  obliquity  be  increased,  which  again  is  objectionable  on  account 
of  the  increased  friction  which  would  necessarily  accompany  such 
a  change. 

I  might  even  go  further  than  stating  that  the  above  criticism  is 
ill-founded,  by  saying  that  the  explanation  of  interference,  given 
by  Professor  Reuleaux,  is  not  strictly  correct,  or  that  it  is  at  least 
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very  indirectly  explained  and  difiBcnlt  to  understand  by  any  one 
but  an  expert.  To  state  the  case  briefly,  let  C  and  D,  Fig.  66,  be  the 
base  circles  of  a  pair  of  invohite  gears;  £" and  J^ the  pitch  eircleB; 
GS  the  line  of  contact  (not  "the  curve  of  contact").  AG  vaA 
:  B.B  are  perpendicniar  to  the 

line  of  contact  BO,  and  hence 
the  latter  ie  tangent  to  the 
base  circles  at  G  and  H.  The 
greatest  possible  line  of  con- 
tact obtainable  vith  the  in- 
volute tooth  is  the  line  GM, 
the  contact  commencing  at 
G  (when  the  wheels  rotate  as 
indicated  hy  the  arrows)  and 
at  the  root  of  the  involute 
K,  and  ending  at  ^and  at 
the  root  of  the  involute  J. 
The  points  G  and  H,  there- 
fore limit  the  addenda,  which 
cannot  be  greater  than  MH 
and  GZ  respectively.  If  the 
addenda  are  made  greater 
than  this  limit,  then  the  teetli 
must  be  "corrected"  to  prevent  them  from  interfering,  or  from 
being  "  andercut," 

Involute  teeth  will  not  even  work  "geometrically/  correctly"  (as 
stated  by  the  author  of  the  paper  under  discassion)  after  tlie  point 
of  contact  has  passed  the  point  Nl  Wliile  the  point  of  contact  / 
is  between  ^aod  ^,^16  involutes  J^  and  iT  are  in  external  contact, 
BO  to  speak,  the  wheel  A  driving  the  wheel  B.  After  contact  lias 
passed  H,  as  shown  at  JV,  the  involutes  are  in  internal  contact,  and 
the  wheel  A  can  no  longer  be  the  driver,  so  that  to  drive  "geo- 
metrically correctly,"  the  wheel  B  would  have  to  become  the 
driver,  otherwise  cilrve  Kt  would  simply  move  away  from  the 
curve  i/j,  the  opposite  branch  of  the  involute  J  or  J,,  with  which 
it  is  now  supposed  to  be  in  contact.  It  is  easily  seen  that  the 
second  branch  J^  of  the  wheel  B  will  always  be  in  internal  contact 
with  the  first,  branch  Kj  of  the  wheel  A,  since  the  radias  of  cur- 
vature, If^ff,  of  the  former  carve  is  always  less  than  the  radius  of 
curvature,  NG,  of  the  latter. 
Alter  explaining  somewhat  in  detail  the  cause  of  interference, 
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and  drawing  his  conclusionB,  the  author  says,  on  his  nineteenth 
page :  "  Practice  sustains  this  deduction.  ...  A  jog  is  soon 
worn  into  the  teeth  of  the  pinion  ju§t  inside  of  the  pitch  circle, 
and  this  wear  is  solely  due  to  erroneous  design  of  the  profiles, 
even  though  they  be  cut  with  ever  so  much  accuracy."  On  the 
last  two  pages  he  shows  correctly  that  the  wear  on  all  gear  teeth  is 
greatest  inside  of  the  pitch  line — that  the  natural  tendency  is  to 
wear  a  jog  in  the  teeth  below  the  pitch  line.  This  being  true,  the 
fact  that  the  teeth  of  a  gear  have  "  jogs "  worn  into  them  is  no 
evidence  of  interference  or  bacj  design,  as  above  stated.  If  there 
is  any  interference,  it  will  be  discovered  before  the  teeth  have  an 
opportunity  to  become  worn,  since  they  will  not  work  until  the 
interference  is  removed. 

In  regard  to  Professor  Eeuleaux's  paper,  as  a  whole,  I  should 
like  to  raise  the  question  as  to  whether  it  is  correct^  in  calculating 
the  friction  of  gear  wheels,  to  take  into 
Jiccount  only  the  friction  at  the  teeth  ? 
In  my  opinion  the  friction  at  the  jour- 
nals should  also  be  taken  into  account, 
since  this,  as  well  as  the  friction  at  the 
teeth,  depends  upon  the  obliquity  of 
action,  and  the  obliquity  in  turn  de- 
pends upon  the  form  of  teeth  ;  hence, 
^0  compare  the  friction  of  gearing  hav- 
ing different  forms  of  teeth,  all  thefric- 
^^OTi  for  which  the  teeth  are  responsible, 
either  directly  or  indirectly,  should  be 
taken  into  account 

To  illustrate   more   clearly   what   I 
niean,  let  us  refer  to  the  diagram  Fig. 
67.    I  have  here  represented  a  pair  of 
teeth  whose  axes  or  shafts  are. at  A 
and  B.    ON  is  the  normal  to  the  teeth' 
at  the  point   of  contact,   I,     Let   us 
s^ippose  the  gear  A  to  be  used  to  drive  the  gear  B  for  the  pur- 
pose of  raising  a  weight,  W,     Now,  it  is  impossible  to  apply  a 
force  to  the  geai:  B  directly  at  /.     The  driving  force  must  be  ap- 
plied at  some  point  of  the  shaft  A,     We  may  suppose  it  to  be  a 
pulley  driven  by  a  belt,  the  working  force  being  represented  by 
GP.    The  diagram  is  so  plain  that  I  trust  it  needs  no  further 
explanation  in  detail.     The  only  route  for  the  power  from  the 
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point  Cy  where  it  is  applied,  to  the  point  «/,  where  the  nsefhl  worZ 
is  performed,  is  by  way  of  the  shaft  A^  the  teeth  at  /  and  th  . 
shaft  B^  and  in  its  transit, -work  is  absorbed  by  friction  at  th 
tliree  points — Ay  /,  and  B,  It  is  evident  that  the  result  wonl 
be  the  same  in  principle,  whether  we  consider  the  forces 
and  W  to  be  applied  in  the  plane  of  the  gears  or  in  differs: 
planes.  First,  then,  the  friction  at  A  is  proportional  to  the  presi 
ure  AH^  which  is  the  resultant  of  the  normal  pressure  at  t 
teeth  (which  we  may  represent  by  Q\  to  which  AFi&  made  equ 
and  parallel,  and  the  applied  force  CP  =  AO.  But  the  norm 
pressure,  Q  =  AF^  depends  upon  the  obliquity,  which  is  equal 
OAT=e^ie.: 

^_CPx  CA        CP^CA 


AO  ATx  cos  6^ 

This  equation  shows  clearly  that  Q  varies  inversely  as  the  cosine 
of  the  obliquity. 

Second ;  the  friction  at  i,  of  course,  depends  upon  the  pressure 
Q,  and  consequently  upon  0. 

Third  ;  the  friction  at  B  depends  upon  the  pressure  BAf^  which 
is  tlie  resultant  of  the  useful  resistance,  W=z  BZj  and  JiK  =  Q  = 
a  function  of  6.  Hence  there  are  at  least  three  points  at  which  the 
work  absorbed  by  friction  depends  directly  upon  the  obliquity,  and 
this,  of  course,  depends  upon  the  form  of  teeth  adopted. 

There  are  other  minor  points  which  have  an  influence  slightly  to 
modify  the  resultants  ^ZT^nd  BM^  one  of  these  being  the  fact 
that  the  approaching  friction  is  greater  than  the  receding  friction, 
a  point  just  spoken  of  by  Mr.  Bilgram,  and  referred  to  by  Pro- 
fessor MacCord  in  his  Kinematics.  I  will,  however,  not  dis- 
cuss these  minor  points  at  this  time,  trusting  that  what  I  have  said 
is  sufficient  to  make  clear  my  geneml  idea  on  the  subject. 

There  is  a  question  incidentally  connected  with  that  of  friction, 
which  was  suggested  to  the  writer  by  a  diagram  *  similar  to  Fig.  67, 
which  may  have  an  important  influence  on  general  theory  of  gear 
teeth.  The  fact  observed  was,  that  owing  to  the  friction  the  force 
transmitted  is  necessarily  variable,  the  immediate  result  of  w^hich 
would  be  to  give  an  unsteady  or  fluctuating  motion,  and  conse- 
quently produce  more  or  less  noise,  however  "  nice  "  the  teeth  may 
have  been  formed.     Such  a  conclusion  seems  yrarranted  by  ex- 

*  American  Machinist  of  May  1,  1886. 
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perience,  as  I  have  never  seen  a  pair  of  gears  which  were  free  from 
noise  at  an  ordinary  speed  of  rotation. 

Mr.  Allan  Stirling. — I  would  like  to  call  attention  to  a  prac- 
tical difficulty  in  the  way  of  spur  gears  for  certain  purposes.  Those 
who  have  occasion  to  ride  in  elevator  cages  operated  by  spur  gears, 
have  noticed,  of  course,  a  peculiar  trembling  that  there  is  to  the 
cage.  As  far  as  my  experience  goes,  this  is  inseparable  from  the 
use  of  spur  gears  for  such  purposes,  and  I  can  readily  see,  in  the 
demonstrations  that  have  been  made  befqre  ns  now,  the  reason 
why  this  is  so.  If  the  friction  at  different  points  varies  as  has 
been  shown,  and  when  receding  from  the  line  of  centers  it  is  not 
so  much  as  it  is  in  approaching  it,  the  different  resistances  due  to 
friction  are  variable  during  the  contact  of  two  teeth ;  and  as  the 
teeth  enter  and  leave,  there  must  be  an  appreciable  difference  in 
the  velocity,  which  would  cause  this  trembling  action.  So  far  as  I 
know,  it  is  impossible  to  overcome  this  difficulty;  and  in  order  to 
get  a  smooth,  gliding  motion  we  are  compelled  to  use  a  screw  gear 
or  some  other  motive  power.  I  merely  wish  to  make  this  observa- 
tion in  order  to  ask  if  any  of  the  gentlemen  can  say  that  it  is 
possible  to  make  a  smooth,  gliding  motion  when  using  spur  gears. 
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CCXXVIII. 

ON  THE  FRICTION  OF  NON-CONDENSINO  ENGINES, 

BT  B.   H.  THURSTON,   ITHACA,   N.   Y. 

(Member  of  the  Society.) 

The  assumption  of  the  distinguished  engineer,  De  Pamboi^r, 
that  the  wasteful  resistance  of  a  steam  engine  consists  of  a  constant 
quantity,  the  friction  of  the  unloaded  engine,  increased  by  some 
increasing  function  of  the  added  load,  has  been  accepted  as  cor- 
rect by  probably  all  recognized  authorities  since  his  time.  Call- 
ing ^0  the  resistance  of  the  engine  running  free  and  under  no 
other  load  than  its  own  friction,  and  calling  JSi  the  resistance 
coming  upon  it  as  a  useful  factor  of  its  work,  and  making  /  the 
co-efficient  measuring  the  proportion  of  increased  friction  due  to 

the  load,  the  total  resistance  to  be  overcome  by  the  engine  piston 
is  thus 

E  =  {l+f)R,  +  R, (1) 

So  far  as  the  writer  has  observed,  it  has  never  been  questioned 
whether  the  quantity  /  is  constant  or  variable,  and  no  recent 
attempts  have  been  made  to  ascertain  its  value  by  experiment. 

It  has  long  been  the  intention  of  the  writer  to  settle  thig  ques- 
tion, which  had  for  years  existed  in  his  own  mind,  and  the  op- 
portunity has  recently  been  offered  to  do  so,  at  least  as  that 
question  affects  the  modern  forms  of  non-condensing  high-speed 
engines  now  so  generally  in  use,  especially  for  electric  lighting 
purposes.  The  first  investigation  was  made,  at  the  suggestion  of 
the  writer  and  imder  his  general  direction,  in  the  winter  of 
1883-4,  upon  a  "  Straight  line  Engine,"  exhibited  that  year,  at 
the  Annual  Exhibition  of  the  American  Institute,  by  the  Straight 
Line  Engine  Co.,  of  Syracuse,  N.  Y.,  and  built  by  them  from  the 
designs  of  Professor  John  E.  Sweet,  the  inventor  of  its  special 
features.^    The  results  were  sufficiently  exact  and  satisf actor}'  in 

*  Tbe  work  was  done  with  equal  care  aud  skill  by  MesCTB.  Mitchell  and  AldricU 
gradna*  m  of  Stevens  Institute  of  Technology,  of  the  class  of  1884. 
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&VGry  respect  to  have  been  made  the  basis  of  the  coQclasions  here 

to  be  stated ;  but  it  seemed  to  the  writer  desirable  that  they  should 

be  checked  by  similar  work  upon  auother  engine,  if  possible  of 

a  different  make,  before  attempting  to  state  definite  conclnsions 

at   any  kind.     The  opportunity  to  secure  such  a  repetition  of  the 

inTestigation  was  oft'ered,  during  the  past  winter,  ab  Cornell  Uni- 

vecaity,  using  a  Straight  Line  engine,  which  could  be  fitted  with 

a  brake,  and  conveniently  submitted  to  test.   The  engine  is  of  the 

same  make  as  the  first  described,  but  of  a  different  size,  and  the 

results  of  the  two  sets  of  experiments  are  considered  to  accord  so 
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tkoronghly  as  to  justifj'  publication.     The  following  are  the  data 
and  results  of  these  two  sets  of  determinations  : 

The  first  of  these  two  engines  was  built  from  designs  brought 
out  in  the  year  1880,  of  which  illustrations  may  be  seen  in  the 
Metrician  of  December,  1S83.  As  is  well  known,  the  engine  de- 
rives its  name  from  tlio  fact  that,  in  its  design,  the  attempt  has 
been  made  to  take  all  stresses  through  straight  members,  the 
frame  thus  being  made  to  consist  of  two  straight  compression 
and  thrust  members,  connecting  the  cylinder  heads  directly  with 
the  main  pillow  blocks,  and  giving  a  characteristic  appearance  to 
tbe  whole  machine.  The  valve  gear  is  of  the  "positive"  type, 
(he  expansion  made  variable  by  the  introduction  of  a  governor  on 


88 


ON  THE  FRICnON  OF  NON-CON DENSING  ENaiNES. 


the  main  shaft  actuating  the  eccentric,  in  the  manner  faxniliap   -b 
all  who  have  seen  the  more  common  forms  of  high-speed  engixxea 
In  the  design  of  this  governor,  as  throughout  the  whole  engxxie, 
special  care  has  been  taken  to  provide  against  the  impeding 
action  of  friction,  the  machine  being  intended  to  be  as  neujrlj 
frictionless  as  possible.     The  engine  rests  upon  three  points  at 
support,  and  thus  is  not  liable  to  be  thrown  out  of  line  by  any 
inequalities  of  foundation  or  bolting.     When  tested,  the  engine  to 
be  experimented  with  was  simply  set  on  blocking,  and  had  n^ 
foundation ;  but  so  well  was  it  balanced,  and  so  perfectly  was  its 
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alignment  maintained,  that  it  ran  with  absolute  smoothness,  and 
as  steadily  as  if  it  had  been  given  the  heaviest  foimdation 
possible. 

For  the  purposes  of  test,  it  was  fitted  with  a  pair  of  oarefolly 
standardized  indicators  and  a  Frony  brake.  Cards  were  taken 
simultaneously  from  both  ends  of  the  cylinder,  and  at  the  same 
instant  readings  from  the  brake  were  obtained.  A  comparison  of 
the  power  indicated  by  the  diagrams  and  that  shown  bj  the  brake 
gave  a  difference  which  measured  the  friction  of  the  engine. 
During  the  trial,  the  engine,  when  working  at  its  rated  power, 
consumed,  according  to  the  indications  of  the  diagrams,  28.2 
pounds  of  steam  per  horse-power  per  hour,  or,  probably,  between 
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S  and  38  pounds,  allowibg  for  the  loas  by  cylinder  condensation, 
lot  accounted  for  on  the  indicator  card,  a  very  excellent  per- 
Eonnance  for  an  engine  of  but  35  horse-power.  The  action  of  the 
governor  was  extraordinarily  perfect.  The  engine  was  adjusted 
to  make  230  revolutions  per  minute  under  90  pounds  steam  press- 
ure. The  observers  reported  that  it  made  the  same  number  of 
turns  whether  loaded  or  unloaded,^  an  evident  impossibility  with 


a  governor  of  this  class,  in  which  only  approximate  isochronism 
can  be  attained.  The  writer,  to  settle  the  question,  counted  the 
revolutions,  minute  by  minute,  with  a  hand-speed  counter,  and 
made  it  230  revolutions  with  the  whole  rated  load  on  the  engine 
(35  to  40  horse-power),  and  231  when  entirely  unloaded,  the  brake- 
strap  being' loosened  until  it  could  be  shaken  about  on  the  pulley, 
by  the  hand,  with  perfect  ease.     This   was  repeated  until  no 
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question  could  longer  exist  in  regard  to  the  matter.     The  varia- 
tion with  variable  steam  pressure  was  greater. 

The*following  are  the  data  obtained  from  the  brake  and  indi- 
cator readings : 


Namber   of 
Cord. 

Revolutions. 

Steam 
PrcBsure. 

Brake  H.  P. 

Indicator 
U.  P. 

Difl. 

Friction  per 
cent. 

1 

232 

50 

4.06 

7.41 

8.35 

45 

2 

229 

65 

4.98 

7.58 

2.60 

34 

3 

230 

63 

6.00 

10.00 

4.00 

40 

4 

280 

69 

7.00 

10.27 

8.29 

8^ 

5 

230 

73 

8.10 

11.75 

3.66 

83 

6 

230 

77 

9.00 

12.70 

8.70 

29 

7 

230 

75 

10.00 

14.02 

4.02 

28 

8 

230 

80 

11.00 

14.78 

5.78 

25.5 

0 

230 

80 

12.00 

15.17 

8.17 

21 

10 

230 

85 

13.00 

15.96 

2.96 

18.5 

11 

230 

75 

14.00 

16.86 

2.86 

17 

12 

230 

70 

15.00 

17.80 

2.80 

15.75 

13 

281 

72 

20.1 

22.07 

2.06 

9 

14 

280 

75 

25.00 

28.31 

8.36 

11.75 

15 

229 

60 

29.55 

33.04 

8.16 

9.5 

16 

229 

58 

84.86 

37.20 

2.84 

6.8 

17 

229 

70 

39.85 

43.04 

8.19 

7.4 

18 

2:^0 

85 

45.00 

47.79 

2.75 

5.8 

19 

230 

90 

50.00 

52.60 

2.60 

4.9 

20 

230 

85 

55.00 

57.54 

2.54 

4.4 

This  engine,  was  8  inches  in  diameter  of  cylinder,  14  inches 
stroke  of  piston,  having  a  rod  44  inches  long  between  centers,  a 
balanced  valve  with  stroke  of  2  to  4  inches,  according  to  position 
of  governor  and  eccentric,  a  fly-wheel  50  inches  ia  diameter*, 
weighing  2,300  pounds,  the. steam ^nd  exhaust  pipes  having  diam- 
eters of  2.V  and  4  inches,  respectively,  and  the  whole  machine 
weighing  2^  tons.  The  space  occupied  by  the  engine  was  9  feet 
4  inches  in  length,  by  4  feet  8  inches  in  width,  and  3  feet  lO 
inches  in  height. 

Examining  the  above  table  of  powers,  it  is  seen  that  the  differ- 
ence between  indicated  and  dynamometric  power,  the  friction  of 
the  engine,  varies  somewhat  with  varying  steam  pressures  and 
varying  total  power ;  but  in  such  manner  as  to  indicate  the  con- 
trolling cause  to  be  irregular  in  action,  and  possibly  to  some  ex- 
tent due  to  errors  of  observation  and  to  accident.  ^The  maximum 
is  four  horse-power,  the  minimum  about  two  horse-power.  Tlie 
usual  difference  is  about  three  and  the  variations  are  irregularly 
distributed  throughout  the  whole  range  of  experiments.  It  is 
evident  at  a  glance  that  the  law  of  De  Pambour  docs  not  bold, 
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and  that  it  is  as  nearly  correct  to  say  that  the  friction  of  engine 
is  constant  as  otherwise.  The  column  of  friction,  as  given  in 
percentages  of  the  total  power,  exhibits  the  same  fact.  There  is 
continual,  though  somewhat  irregular,  reduction  of  the  percentage 
of  friction,  throughout  the  range  from  the  lowest  to  the  highest 
power,  and  very  nearly  inversely  as  the  power  exerted.  This  is 
best  shown  by  the  curve  given  in  the  accompanying  plate  (Fig.  23), 
in  which  a  smooth  line  has  been  drawn  to  represent  as  nearly  as 
possible  the  mean  of  all  observations.     The  power  for  which  the 
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engine  is  proportioned  is  35  to  40  horse-power.  At  this  power, 
the  friction  of  engine  is  but  about  6  per  cent,  of  the  total,  or  less 
than  one-half  that  assumed  by  De  Pambour,  and  accepted  as 
correct  by  Rankine,  for  engines  generally,  and  presumably  for 
locomotiTes  especially.  The  result  is  exceedingly  gratifying,  and 
seems  to  the  writer  extraordinary  for  so  small  an  engine. 

The  repetition  of  the  experiment  upon  an  engine  of  another 
make,  having  a  cylinder  9  inches  in  diameter  and  a  stroke  of 
piston  of  12  inches,  which  would  naturally  give  a  somewhat  in- 
creased percentage  of  friction,  in  consequence  of  the  proportion- 
ally smaller  stroke,  at  20,  30,  50  and  65  horse-power,  by  brake, 
and  running  free,  revolutions  300  per  minute — a  speed  which  may 
also  have  caused  some  increase  in  frictional  resistance,  not  only 
in  rubbing  parts,  but  by  increasing  back  pressure — ^gave  a  friction 
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of  engine  measuring  from  2.fi6  iiorae-power  unloaded,  to  4  ho 
power  at  20  to  30  horse-power,  4.8  horse-power  at  50,  and  5.3 1 
horse-power,  the  total  friction  increasing  perceptibly,  as  aam 
by  De  Pambour,  but  decreasing  in  percentage  of  load,  from  1 
7.5,  between  20  and  65  horse-power.  It  is  vary  nearly  com 
throughout  the  whole  range  of  power  that  the  engine  woidi 
worked  under  ordinary  circumstances,  and  may  be  so  t 
without  serious  error;  while  the  adoption  of  the  Pam 
formula  would  give  a  value  of  y  so  small  that  its  use  wonld 
be  attended,  ordinarily,  with  sufficient  increased  exactnee 
compensiite  for  tbe  additional  trouble  involved  in  its  applica 
At  their  rated  powers  the  two  engines  thus  exhibit  efficiei 
of  mechanism  of  about  94  and  90  per  cent.,  respectively. 

The  second  series  of  experiments  were  made*  during  the  1; 
part  of  Inst  college  year,  confirming  the  deductions  alreodj  g 
while  some  very  iutcrosting  and  original  modiiications  were  I 
in  the  details  of  method  and  tri.il.  The  engine  taken  for  tesi 
a  machine  recently  built  and  sent  to  tlie  Cornell  XJniverwt 
purposes  of  experimental  investigation  in  electrical  measnrei 
and  other  work  of  the  college.  It  is  an  engine  7  inches  in  d 
eter  of  cylinder  and  12  inches  stroke,  or,  more  exactly,  6f  in 
in  diameter;  the  cylinder  having  been  bored  sliglitly  under 
The  general  plan  of  the  engine  is  similar  to  the  first  of  those  sir 
described,  and,  lite  that,  is  carefully  designed  with  a  view  t 
ducing  friction  to  a  minimum,  and  giving  a  regulation  of  maxu 
effioieni-y.  The  brake  was  precisely  like  that  used  in  the  Bit 
scribed  experiments,  and  was  built  for  the  engine  cosstmote 
the  college  workshops,  under  the  ilireeliou  of  the  inventor^ 
exliibitod  at  tho  Centennial  Exhibition  in  1870.  It  was  aaagh 
ed  by  the  Straight  Line  Engine  Co.,  and  adapted,  with  vezy,! 
alteration,  to  the  now  ongiue.  The  indicators  were  can 
standanlized  and  put  in  gOixl  order  in  every  respect,  I 
makers,  for  the  purposes  of  those  investigations.  The  t 
mechanism  used  in  Oi'nnootiug  tho  imliontur  barrel  ) 
heatl  of  tho  engine  was  designed  ami  built  by  the  o 
fitto<l  with  a  vory  firm  i-onneotin-,'  arrangemeni, 
genious  detaohing  device.  ^  lor  w 
pivoted  above  tho  criiss-head  *"~~ 

tho  lattor.  thoongiuo  being 
rii\l  .1  pair  of  atotd  riblious,  • 

•  1»7  Mt>ssr».  W.  A.  l»«y  i 
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aroand  the  arc  and  secured,  at  its  opposite  end,  to  the  end  of  a 

bar  fastened  on  the  cross-head,  in  such  manner  that,  the  two  ends 

oi  the  ribbons  at  the  cross-head  bar  being  well  secured  and  tightly 

drawn  up,  by  means  of  screws  placed  conveniently  for  the  purpose, 

all  back-lash  was  prevented,  and  an  absolutely  exact  synchronism 

of  movement  of  indicator  line  and  cross-head  was  obtained.     The 

euguie  was   driven   at  285   revolutions  per  minute,  and   it  was 

therefore  very  important  that  this  rigidity  of  connection  should  be 

secured.     A  smaller  sector  at  the  upper  part  of  the  larger  one  was 

tiie  carrier  of  the  cord,  and  the  combination  was  thus  a  perfect 

means  of  reproducing  the  motion  of  the  engine  on  the  smaller  scale 

required  in  working  the  paper  barrel  of  the  indicator.   The  "  cord  " 

was  piano  wire,  a  material  much  less  liable  to  cause  difficulty  by 

stretching  than  any  other  that  was  available.     Its  free  part  was 

kept  taut  by  a  "  spiral "  (helical)  spring,  attached  beyond  the 

point  of  connection  with  the  paper  cylinder. 

In  the  first  of  these  experiments,  as  already  described,  Thomp- 
son indicators  were  used ;  in  those  about  to  be  considered  Crosby 
instruments.     It  was  hoped  that  the  new  Tabor  indicator  could  be 
osed  also,  but  none  were  received  in  time.     The  instruments  used 
worked  perfectly,  and  gave  no  trouble  from  beginning  to  end. 
The  speed  indicators  were  of  several  kinds.     Hand  instruments  of 
two  or  three  kinds  were  used  to  check  the  records  of  the  auto- 
matic instruments.     A  "  tachometer  "  was  attached  and  \)elted  to 
the  engine  shaft,  and  afforded  a  very  convenient  means  of  watching 
the  momentary  fluctuations  due  to  variations  of  load,  of  steam 
pressure,  and  of  accidental  disturbances.     A  chronograph  was  also 
attached,  connected  with  the  standard  clock  in  the  physical  lab- 
oratory, to  beat   seconds.     A   commutator   was  placed   on   the 
engine  shaft,  making  contact  at  each  revolution,  and  a  key  near 
the  engine,  for  the  purpose  of  breaking  contact.     A  Brown  mer- 
coiy  speed-indicator  served  excellently  well  for  a  constant  speed- 
indicator.     It  exhibited  instantly  any  variation  of  speed  from  the 
normal.    The  chronograph  was  set  in  operation  when  the  indicator 
cards  were  taken,  and  thus  gave  the  exact  speed  of  the  engine  at 
that  instant.     Great  care  was  taken  to  keep  the  instalments,  and 
the  engine  as  wftll,  in  good  order  and  well  lubricated  throughout 
the  series  of  experiments.     Some  stiffness  of  the  governor,  how- 
ever, the  cause  of  which  was  not  discovered  until-  after  the  work 
had  been  completed,  caused 'it  to  work  less  perfectly  than  in  the 
engine  first  used,  and  the  speed  varied  more  than  in  that  series  of 
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determinations.  When  the  governor  was  in  its  most  perfect  a^' 
justment,  the  engine  was  capable  of  holding  the  standard  spe^^ 
within  a  fraction  of  one  revolution  throughout  a  wide  range  it:^ 
work,  and  nearly  down  to  the  lowest  power  that  such  an  engim-  ^ 
is  at  all  likely  ever  to  be  called  upon  to  supply. 


H-j^-p-a4.4U0- 


-i-M-P- 


10.6734 


Fig.  19. 

The  mean  eflfectiv  e  ])ressure  required  to  drive  the  engine  alone, 
loaded  and  unloaded,  throughout  the  whole  range  of  the  trials 
here  made,  was  4.55  pounds  per  inch  of  piston,  and  was  nearly 
constant,  as  in  the  first  investigation.  The  steam  pressure  usually 
ranged  between  65  and  76  pounds  per  square  inch  at  the  steam 
chest,  but,  when  it  was  desired  to  secure  a  card  to  be  more  easily 
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worked  up,  the  pressure  was  dropped  to  20  pounds.  A  series  of 
special  experiments  made  to  determine  the  question  whether  the 
friction  of  engine  is  variable  with  boiler  pressure,  although  not  in  all 


-i-f-l-p- 52.1485 - 


-|-^/-p-^6.C7/Z- 


Fig.  20. 


respects  satisfactory,  indicated  a  s'ight  increase  in  engine  friction 
as  steam  pressures  rose.  The  conclusio  i  already  arrived  at  by  the 
writer,  as  deduced  from  the  work  previously  done,  that  the  engine 
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friction  in  this  class  of  steam  engine  is  constant,  or  sensibly  ^^ 
under  all  loads  is  thus  here  again  confirmed.     The  following  r^^^ 
the  data  obtained,  arranged  as  before,  to  exhibit  the  relations 
the  indicated  to  the  dynamometric  power : 


i 


1. 

2. 

8. 

4. 

5. 

1 

6. 

7. 

8. 

No.  of 

Rev.  per 

St.  Press. 

Brake  Power. 

Ind.  H.  PPT. 

Diff.  Frict. 

Mean  F. 

Frict 

Curd. 

Minuie. 

H.  P. 

per  card. 

H.  P. 

Press. 

per  cent 

1 

282 

19 

.      0 

2.26 

2.26 

«.70 

100 

2 

288 

65 

4.87 

8.43 

3.56 

5.56 

43 

3 

286 

66 

7.61 

10.95 

8.88 

5.25 

30 

4 

284 

65 

10.30 

12.93 

2.89 

4.18 

20 

5 

2»5 

71 

13.10 

15.99 

2.61 

4.25 

18 

6 

284 

76 

15.80 

18.79 

2.99 

4.71 

16 

7 

284 

74 

18.55 

20.73 

2.65 

4.18 

12 

8 

280 

67 

21.00 

23.73 

2.73 

4.87 

11 

9 

279 

05 

23.61 

25.95 

2.33 

8.78 

9 

10 

280 

75 

26.39 

29.95 

2.36 

5.88 

11 

11 

280 

72 

29.03 

32.22 

3.19 

i 

5.15 

10 

The  first  glance  at  column  6  or  at  column  7  of  the  above  table, 
in  which  the  horse-power  absorbed  by  the  friction  of  the  engine, 
and  the  mean  eflfective  pressure  corresponding  to  that  power  are 
presented,  shows  that,  as  already  concluded,  the  resistance  of  this 
class  of  engine  at  constant  speed,  is  practically  constant  at  all  loads, 
and  that  the  differences  and  irregularities  observed  are  due  to  acci- 
dental causes.  The  variation  of  speed  recorded  here  is  in  some 
cases  due  to  differences  of  steam  pressure,  partly  purposely  pro- 
duced, and  partly  coming  of  the  fact  that  it  was  necessary  to  take 
steam  as  it  could  be  obtained,  and  was  impracticable  to  secure 
steady  pressure,  and  in  other  instances  was  due  to  the  fact,  after- 
ward discovered,  that  the  governor  had  be^  adjusted  in  such 
manner  as  to  be  slightly  cramped,  and  thus  deprived  of  its  won- 
derful sensitiveness  and  accuracy,  as  exhibited  before  this  defect 
had  been  introduced,  and  after  it  had  been  remedied.  Chrono- 
graph records,  made  later  by  Professor  Anthony,  eihibit  the 
most  extraordinary  smoothness. 

These  variations  of  speed  served  the  useful  purpose  of  callinff 
attention  to  the  fact  that  the  engine  friction  varied,  at  constant 
load  and  speed,  with  variation  of  steam  pressure,  and  to  a  very 
noticeable  amount,  wdthin  the  usual  range  of  pressures  met  willi 
in  practice.  It  is  seen  that,  in  rising  from  19  to  76  pounds  steam 
pressure,  the  pressure  demanded  to  give  the  engine  its  normal 
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i  unloaded  ranged  from  below  4  to  above  5  pounds  per 
re  inch  of  area  of  piston,  the  pressure  required  in  the  cylin- 
ising,  on  the  whole,  though  irregularly,  as  steam  pressure  rose, 
rder  to  determine  whether  this,  which  might  prove  to  be  a 
3rto  unobserved  law,  were  true,  the  following  data  were  ob- 
}d  by  a  series  of  experiments  made  for  the  purpose  of  set- 
:  this  new  question. 


Rev. 


2oO 
271 
285 
280 
271 
289 
286 
283 
296 
275 
279 
277 
275 
275 
272 
270 
270 


St.  Press.     I.  H.  P. 


25 

89 

42 

46 

58 

63 

68 

77 

82 

71 

66^ 

44 

35 

80 

25 

19 

15 


6.01 

6.52 

7.17 

7.08 

6.81 

7.85 

7.77 

7.88 

7.87 

2.10 

1.995 

1.708 

1.71 

1.613 

1.876 

1.724 

1.712 


Mean  Press. 

MeanF. 
Press. 

Per  cent. 
Frict. 

10.84 

1.95 

18 

10.85 

2.71 

27 

11.35 

3.63 

32 

11.60 

3.59 

31 

11.28 

3.16 

28 

12.25 

4.65 

38 

12.25 

4.90 

40 

12.47 

3.74 

38 

12.00 

4.68 

39 

3.46 

3  46 

100 

3.22 

3.22 

2.78 

2.78 

2.80 

2.80 

2.64 

2.64 

3.11 

3.11 

2.88 

2.88 

2.86 

2.86 

.    Ton  pounds  on 
'         the  brake. 


No  load  on  the 
brakes. 


a  the  first  set  of  experiments,  here  numbered  1  to  9,  inclusive, 
weight  on  the  brake  arm  was  kept  constant  at  ten  pounds ; 
he  remaining  experiments  all  weight  was  removed.  In  both 
^the  same  general  effect  is  seen.  As  the  steam  pressure  rises, 
speed  being  the  same  and  the  resistance  the  same,  the  fric- 
of  the  engine  increases  ;  from  2  pounds,  at  25  pounds  press- 
in  the  steam  chest,  to  nearly  five  pounds  per  square  inch  of 
on  at  the  maximum^  82  pounds  steam  in  the  valve-chest.  As 
steam  pressure  fell  from  this  point  to  15  pounds,  in  experi- 
ts  9  to  17,  the  load  being  thrown  off  entirely,  and  the  speed 
g  nearly  constant,  the  mean  pressure,  measuring  the  friction, 
ngine,  falls  again  below  3  pounds  per  square  inch  of  piston, 
difference  is  considerably  less  in  the  last  series  than  in  the 
;  which  apparent  discrepancy  is  accounted  for  by  the  fact 
the  variation  of  steam  pressure  in  the  first  series  was  ac- 
Danied  by  a  greater  change  of  speed  of  engine  than  in  the 
id.  The  resistance  is  seen  to  increase  slowly,  therefore, 
increase  in  speed  of  rotation.  The  effect  of  change  of  press- 
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ore  is,  in  these  cases,  more  marked  than  that  of  alteration   of 
velocity  of  the  engine. 

The  accompanying  illustrations  show  the  apparatus  and  exhibit 
the  facts  revealed  by  the  investigatioDS  which  have  now  been 
described  better  than  can  the  text.  Fig.  15  shows  the  method  of 
attaching  the  indicators,  with  an  elevation  of  the  engine  cylinder 
and  section  at  the  cross-head ;  Fig.  16  exhibits  the  same  arrange- 
ment in  plan  ;  Fig.  17  gives  an  enlarged  view  of  the  reducing 
mechanism  and  attachment  to  the  cross-head ;  Fig.  18  is  an  out- 
line plan  of  engine  and  surroundings,  exhibiting  the  location  of 
instruments ;   and  Figs.  19  and  20  represent  characteristic  dia- 
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grams  obtained  by  means  of  the  indicator,  showing  the  varia- 
tions of  steam  distribution  with  variations  of  load  on  the  brake. 
All  these  illustrations  refer  to  the  work  of  later  date.  Figs.  21 
and  22  are  given  to  exhibit  the  method  of  variation  of  mean  fric- 
tion pressures  with  variation  of  loa*},  the  variation  of  the  per- 
centage of  friction  resistance  as  a  fraction  of  total  resistance  with 
varying  loads,  for  the  last  investigation ;  and,  for  comparison,  the 
same  ratios,  as  obtained  in  the  work  done  at  the  American  Insti- 
tute Exliibition,  are  given  in  Fig.  23.  These  last  curves  are  seen 
to  be  approximately  hyperbolic  ;  while  the  first  given  is  a  straight 
line.  The  originals  of  these  curves  were  carefully  plotted  by 
Messrs.  Day  and  Riley,  from  the  records  of  original  observations, 
and  beautifully  represent  the  laws  which  it  was  the  object  of 
these  investigations  to  reveal  and  establish. 

After  a  survey  of  this  work,  it  may  be  asked,  How  does  it 
happen  that  rise  in  steam  pressure  produces  evident  increase  of 
the  frictional  resistance  of  the  engine  ?  It  was  long  ago  shown 
by  the  writer,  and  is  now  well  established  by  many  independent 
investigations,  that,  with  good  lubrication,  increase  of  pressure 
on  a  journal  gives  decreased  co-etticients  of  friction,  and  this 
would  seem  to  show  that  the  friction  of  engines  in  which  the 
resistance  caused  by  friction  is  mainly  due  to  journals  and  lubri- 
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cated  surfaces,  should  become  less  as  pressures  increase,  tlie 
iisefnl  load  and  the  speed  of  eugine  remaiuing  constant.  This 
query  is  a  very  natural  one,  and  is  based  upon  a  correct  state- 
ment of  fact,  however  inconsistent  it  may  seem  to  be  with  the 
ceanlts  above  derived.  The  cause  of  the  apparent  discrepancy  is 
attributable,  probably,  to  the  variation  produced  by  the  action  of 
the  governor  in  the  distribution  of  steam.     It  will  be  seen  that 


»  «  M 


tile  effect  of  increase  of  steam  pressure  is  to  cause  acceleration  of 
speed  of  engine,  a  changii  essential  to  produce  the  action  of  the 
go'emor  at  all,  and  that  it  results  in  the  readjustment  of  the  set 
o/llie  valve  in  sucli  irianuer  as  to  cause  the  greater  proportion  of 
the  nearly  constant  amount  of  work  performed  to  be  doue  more 
nearly  at  the  commencement  of  the  stroke,  at  a  point  in  tlie  orbit 
of  the  crank-pin  at  which  the  work  is  mainly  lost  by  friction,  and 
to  reduce  the  proportion  of  total  work  doue  at  or  uear  the  "  half- 
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center,"  where  it  is  principally  useful.  The  proportion  of  vsif 
to  lobt  work  is  thus  raried  in  eiich  maiiDer  as  to  give  a  ne^ 
final  result  wliich  is  the  less  favorable  as  the  steam  pressure  ^ 
higher,  aud  the  cut-off  shorter,  giving  a  higlier  ratio  of  expaomot-' 
It  is  almo  evident  that,  if  this  explanation  is  coireot,  the  diffeienv 
here  noted  will  bo  less  as  the  point  of  cut-off  approaches  anC 
passes  the  half-stroke  position  of  piston  and  cross-bead.  Conk: 
tlio  valvo  be  set  with  negative  lead  for  all  positions  at  the  poin 
of  cnt-oflf,  as  is  considered  right  by  some  experienced  engineers 
the  work  would  be  more  nearly  performed  at  positions  removed 


I 


from  the  "dead  points,"  and  the  variation  here  described  voni< 
be  thus  reduced,  while  the  efficiency  of  the  engine  would  b> 
increased. 

Professor  Bankine  proposed  the  formula, 


if  =  -ff,  (1  -/)  . 


....     (3) 

Tliis  formula  is  evidently  inadmissible,  at  least  for  the  class  c 
ei^ine  which  was  made  the  subject  of  the  experiments  whis 
have  been  liere  described.  Since  the  friction  of  engine  is,  so  & 
as  can  be  here  seen,  sensibly  independent  of  the  ms^itade  < 
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the  load  and  of  the  resistance  produced  by  it,  the  correct  formula 
would  seem  to  be  : 

JR  =  Si  -{•  Hq  ....         .    •    (3) 

the  total  resistance  met  at  the  piston  being  the  sum  of  the  resist- 
ance of  the  engine  itself  and  that  of  the  load,  both  being  deter- 
minable, both  being  independent,  and  being  governed  by  entirely 
different  laws. 

The  conclusions  to  be  drawn  from  what  has  preceded  are 
obviously  the  following : 

(1.)  The  friction  of  the  non-condensing  engine,  of  the  class  here 
described,  is  sensibly  coostant  at  any  given  speed,  at  all  loads, 
and  is  at  different  speeds  entirelj'^  independent  of  the  magiutude 
of  the  load. 

(2.)  The  friction  of  engines,  of  the  type  described,  is  variable 
with  variation  of  speed  of  engine,  increasing  as  speed  increases, 
in  some  ratio  as  yet  undetermined,  but  probably  different  with 
every  engine,  and,  for  the  same  engine,  with  every  change  of  con- 
ditions of  operation. 

(3.)  The  friction  of  engines  increases  with  increase  of  steam 
pressure,  in  the  case  of  the  class  here  referred  to,  in  a  probably 
similarly  variable  manner  with  that  observed  with  alteration  of 
speed,  neither  method  of  variation  being  capable  of  representation 
by  any  convenient  algebraic  expression. 

(4.)  The  total  resistance,  measured  at  the  piston  of  the  engine, 
is  composed  of  two  parts,  the  one  sensibly  constant  at  the  work- 
iDg  speed,  the  other  variable  with  external  load,  and  may  be,  for 
practical  purposes,  at  least,  represented  by  the  expression, 

ID  which  R  is  the  total  resistance,  as  shown  on  the  indicator 
difi^am.i?!  ^h©  resistance  due  to  the  external  load  ;  e,g,y  as  meas- 
ured by  a  Prony  brake,  and  7?o  the  resistance  of  the  unloaded 
engine,  as  shown  by  a  "friction  card"  taken  with  the  steam- 
engine  indicator. 

It  is  sufficiently  obvious  that  these  conclusions  are,  at  present 
at  least,  only  certainly  applicable  to  one  class  of  engine.  It  is 
not  improbable  that  the  condensing  engine  may  be  subject  to 
quite  different  laws.  It  is  to  be  hoped  that  this  question  may  be 
settled  by  direct  experiment  at  an  early  day.  The  custom  has 
obtained,  hitherto,  of  allowing  a  certain  j^ressure  per  square  inch 
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of  piston  as  the  equivalent  of  the  friction  resistance  of  the  en;_, 
ill  marine  practice — this  pressure  being  taken  at  from  2.J  pounc:^ 
in  the  case  of  engines  of  moderate  size,  to  l.J  with  the  large^^ 
engines.  It  has  never  yet  been  ascertained  whether,  or  to  ^hs^^ 
extent,  the  friction  of  engine  is  augmented  by  the  imposition  o^ 
load.  The  assumed  figure  represents  from  5  to  10  per  cent.,  usu-""^ 
ally,  of  the  total  indicated  power  of  the  engine.  Isherwood  ha^^ 
taken  7i  j^er  cent,  of  the  useful  load  as  the  amount  of  increase  o: 
friction  of  engine  due  to  its  action.  This  estimate  is  stated  to  be 
made  on  the  basis  of  the  data  given  by  General  Morin,  whose  co- 
efficients for  friction  of  lubricated  surfaces  are  now  known  to  be 
enormously  larger  than  those  customarily  met  with  in  practice  in 
well  lubricated  journals  of  large  size  working  under  heavy  press- 
ures. In  such  cases,  when  the  surfaces  are  in  good  order,  the  co- 
efficient is  known  to  fall  to  below  1  per  cent.,  instead  of  being  from 
3  to  5,  as  given  by  Morin,  as  determined  under  the  different  con- 
ditions of  his  experiments.  Where  the  journals  are  not  well 
lubricated,  and  especially  when  they  are  rough  or  cut  by  abrasion, 
friction  may  increase  enormously  and  may  pass  far  beyond  the  fig- 
ures given  by  Morin  even ;  but  such  exceptional  conditions  can- 
not be  taken  into  account  to  establish  laws  for  application  in 
design,  or  in  good  practice.  For  all  cases  in  which  the  friction 
varies,  as  in  the  examples  here  above  illustrated,  the  "  friction 
card  "  sensibly  represents  the  coiTect  tare,  whether  the  engine  be 
loaded  or  unloadecL 

A  word  in  explanation  of  the  fact  here  shown,  that  the  increased 
load  thrown  upon  the  shaft,  crank-pin,  and  cross-head  journals 
does  not  noticeably  increase  the  friction  of  engine,  will  be  consid- 
ered not  out  of  place  hero.  The  friction  of  engine  consists  of  the 
resistances  due  to  the  motion  of  the  various  piston,  valve,  and 
other  rods  through  stuffing  boxes  and  in  guides,  the  friction  of  the 
piston  rings  on  the  cylinder  surf.ice,  the  friction  of  eccentrics,  and 
often  other  parts,  which  are  independent  of  the  magnitude  of  the 
load  thrown  upon  the  engine  by  the  useful  resistance,  in  addition 
to  the  friction  of  the  journals  transmitting  the  effort  of  the  steam 
to  the  exterior  resisting  work,  and  of  the  cross-head  guides  and 
other  parts  indirectly  affected  by  its  variation.  It  thus  happens 
that  the  resistance  due  to  the  friction  of  the  latter  may  be,  and 
often  is,-  but  a  small  proportion  of  the  whole  friction  of  engine. 
The  total  friction  of  (ingino,  as  has  been  seen,  in  engines  of  the 
class  here  studiod,  and  of  tin)  sizes  described,  amounts  to  about  10 
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■per  cent  of  the  total  power  developed  when  fully  loaded  ;  but  the 
coefficient  of  friction  of  any  one  journal,  if  well  lubricated,  has 
"been  found  by  the  wri4;er,  by  hundreds  of  experiments,  under  such 
pressures  as  are  usual  on  the  main  journals  of  the  steam  engine, 
to  fall  below  1  per  cent.,  and  the  absorption  of  work  and  energy  is 
thus  a  still  lower  proportion  of  the  work  of  the  steam  in  propor- 
tion as  the  speed  of  rubbing  is  less  than  that  of  the  piston.     The 
loss  of  power  along  the  Une  of  connection  is  thus  exceedingly 
small.     It  should  never  exceed  probably  2  per  cent,  of  the  work 
done,  or  between  10  and  20  per  cent,  of  the  total  friction.    Again  : 
the  coefficient  of  friction,  within  the  usual  range  of  pressures  on 
these  journals  and  the  guides,  with  good  lubrication,  increases 
rapidly  as  pressures  fall,  and  decreases  as  greatly  when  the  press- 
ures increase  with  variation  of  engine  power  and  load,  and  this 
often  occurs  so  rapidly  that  the  total  frictional  resistance,  on  these 
parts,  even,  varies  very  slowly  with  variation  of  load ;  while  the 
friction  of  the  other  portions  of  the  engine,  above  mentioned, 
remains  quite  constant.     The  resultant  effect  is,  as  shown  by  the 
investigation  here   described,  a  practically   constant  friction   of 
engine  under  all  loads,  the  speed  and  steam  pressure  being  con- 
stant   Whether  this  is  true  of  condensing  engines  is  doubtful, , 
and  it  would  be  an  important  extension  of  this  research  could 
similar  investigations  be  made  of  the  friction  of  other  forms,  and 
especially  the  marine  steam  engine  and  pumping  engines. 

DISCUSSION. 

Mr,  George  II.  Barrus, — Prof.  Thurston's  paper  touches  a  very 
interesting  and  important  subject,  and  furnishes  a  valuable  contri- 
bution to  steam-engineering  data. 

I  wish  to  offer  some  figures  obtained  on  my  tests  of  a  45  HP. 
Vestinghonse  engine  running  at  a  speed  of  350  revolutions  per 
winnte,  which  gave  results  of  a  similar  character. 

The  indicated  horse-power  developed  by  the  engine,  when  run- 
ning unloaded,  was  6.1  IIP.  The  difference  between  the  brake 
HP.  and  indicated  HP.,  when  the  latter  was  44.5,  was  6.1. ;  when 
the  indicated  HP.  was  34.6  the  difference  was  5.6,  and  when  the 
indicated  HP.  was  25.3  the  difference  was  6.3. 

The  following  table  presents  similar  results  oi)tained  on  a  Corliss 
engine  in  France,  reported  in  the  BuUethi  de  la  Societe  ladustrielU 
de  Mulhoiise^  December,  1878  : 
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Tnd{cat(>d 
Uurtfti  Power. 

Brake 
Home  Power. 

Dlfiermce. 

Unloaded 

12.2 
72.8 
101.9 
119.5 
133.3 
145.4 
158.4 

0. 
60.4 
89.7 

106.0 

121.5 

133. 

144.8 

12.3 

Loaded 

Do 

13.4 
12. 1 

I),) 

13.9 

Dr> 

11.9 

Do 

13.4 

Do 

13  6 

Prof,  R,  II.  TliurHton, — Two  or  three  points  come  up  in  the 
paper  here  which  are  of  particuLir  interest  to  me.  One  is  the  vari- 
ation of  the  friction-resistance  with  speed  of  engine.  lu  this  in- 
stance it  was  shown  very  clearly  that  as  the  speed  varied  the  resist- 
ance varied,  .and  the  variation  of  total  resistance  of  engine  was,  in 
snch  cases,  greater  than  the  variation  due  to  the  imposition  of  the 
load  ;  that  is  to  say,  speeding  that  engine  np,  under  a  constant 
load,  from  275  to  300  revolutions,  an -appreciable  increase  of  resist- 
ance would  occur,  of  such  importance  as  nn'ght  modify  the  commer- 
cial economy  of  the  engine  to  a  very  observable  extent. 

Then  another  thing  came  out :  that  the  method  of  distribution  of 
steam  affects  the  friction  of  the  engine  vastly  more  than  the.  mag- 
nitude of  load.  Assuming  the  two  cases  again  for  comparison  :  we 
take  a  friction  ciird  from  the  engine;  then  take  a  card  with  full 
load,  and  we  do  not  find  very  much  difference ;  we  may  even  find 
the  friction  in  the  second  case  smaller  than  in  the  firet.  Now,  if  we 
drive  the  same  load  with  low  steam,  and  again  drive  the  same  load 
with  high  steam,  we  at  once  ])rodnce  a  difference  in  the  method  of 
distribution  of  steam  in  the  engine.  In  the  first  case  the  mean 
pressure  approximates  more  closely  to  the  maximum  preaaure. 
We  carry  out  the  boiler  pressure  farther  in  the  stroke;  we  cut  off 
"longer"  than  in  the  other  case,  where,  with  liigh  steam  presBiire, 
we  cut  off  short,  and  expand  very  considerably,  and  get  a  greater 
difference  between  the  maximmn  pi'cssure  in  the  cylinder  and  the 
mean  pressure.  In  these  two  cases  we  find  a  marked  difference  in 
the  amount  ol:  friction  in  the  engine.  With  low  steam,  the  fric- 
tion of  engine  was  very  considerably  less  than  with  high  atoam, 
and  I  have  presumed  this  difference  to  be  accounted  for  by  the 
fact  that  where  we  carry  a  high  steam  pressure  and  cut  off  short, 
the  high  pressure  takes  effect  on  the  engine  as  it  passes — or  very 
soon  after  ]>assing — the  centers,  and  while  the  crank  is  sweeping 
through  a  large  arc,  a;ul  a  considerable  amount  of  work  is  done  in 
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friction,  while  a  small  amount  is  done  in  actually  moving  the  load. 
Thus,  by  that  method  of  variation  we  may  change  the  method  of 
distribution  of  friction  of  engine,  and  change  its  gross  amount  to 
such  an  extent  that  there  we  may  find  that,  by  carrying  high 
steam,  we  may  go  beyond  the  point  that  represents  maximum 
economy,  by  the  simple  fact  of  introducing  this  wide  variation  of 
steam  pressure. 

I  would  add  to  this  the  suggestion  that  members  may  find  it 
of  interest  to  note  the  point  which  it  is  desired  to  bring  out  with 
special  clearness:  that  in  every  engine  the  friction  of  the  engine 
does  not  consist  solely,  or  even  in  large  part,  of  the  friction  of 
rotating  parts  and  that  produced  by  pressure  upon  those  parts ;  it 
consists  of   friction   at   several    points  varying   in   kind,  and    in 
method  of  variation,  or  in  law,  and  it  is  the  sum  of  these  that  we 
measure  up  when  we  take  a  friction  card  from  an  etigine.     Now, 
some  of  these  are  absolutely  constant.     The  friction  of  the  piston 
rings  against  the  interior  of  the  cylinder  is  often  a  very  considerable 
proportion  of  the  total  friction,  and  that  friction,  whore  there  is  no 
leak  past  the  rings,  is  probably  constant  under  all  loads,  but  perhaps 
not  at  all  speeds.     The  friction  that  varies  with  a  load  is  simply  the 
friction  of  journals  under  pressure  due  to  the  load.     For  example, 
the  main  shaft  journals  not  only  carry  the  weight  of  the  fly-wheel 
and  the  pull  of  the  belt,  but  also  a  certain  amount  of  pressure 
dne  to  the  transmission  of  work  through  them.     The  crank-pin 
takes  a  certain  amount  of  friction  due  to  the  pressure  of  the  crank- 
pin,  due  to  the  connecting  rod  operating  on  the  journal,  and  that 
of  course  will  change  in  magnitude  with  variations  in  load  ;  and  the 
wme  is  true  of  the  wrist-pin  at  the  cross-head.     But  all  the  other 
joumala  of  the  engine,  and  all  the  other  parts  of  the  engine  that 
move,  are  subject  to  other  laws,  simply  because  they  do  not  transmit 
load.    So  that  it  is  extremely  possible  that  all  these  other  frictions 
taken  together  may  have  a  constant  value  under  all  conditions; 
while  the  other  quantity  which  Do  Pambour  mentions,  is  a  quan- 
tity which,  if  measured,  we  find  to  be  comparatively  small ;  and  in 
a  well-proportioned  engine,  one  with  parts  well  lubricated,  you  will 
tnd  that  the  friction  of  the  main  shaft  journals,  the  friction  of 
the  crank,   the   wrist-pin  and   the  slides,  taken   together,  make  a 
comparatively  small   fraction  of  the  total  friction  of  the  engine. 
Consequently  we   might  have — assuniing  that  friction   to  vary  as 
Ruined   by  De  Pambour,  and   by  writers   subsequent  to  him — 
^e  might  have  a  variation  under  that  law  that  nevertheless  should 
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not  affect  the  total  friction  so  greatly  as  to  become  practically  im 
portant.  Now,  the  fact  is,  that  although  this  friction  does  exist 
when  we  put  more  load  on  the  engine,  increasing  the  presann 
on  all  these  journals,  the  coefficient  of  friction  goes  down  while  thi 
pressure  goes  up.  The  coefficient  decreases  continually  and  tends  t( 
reduce  the  total  friction,  and  the  i-esult  of  these  two  variations  in  con- 
trary directions  is  to  produce  such  an  effect,  that  it  was  supposed  bj 
one  gentleman  who  has  spoken  to  me  about  it,  to  result  in  a  neu- 
tralization of  the  two  opposing  elements,  and  in  constant  frietiona 
resistance  under  these  variable  conditions  as  to  pressure  and  load 
The  fact  is,  usualh',  that  an  increase  of  total  friction  does  occur  U 
a  slight  extent:  that  is  to  say,  the  decrease  of  the  coefficient  o: 
friction  does  not  occur  to  so  great  an  extent  as  the  increase  o: 
pressure,  and  consequently  there  is  a  slight,  and  in  these  cases,  i 
variable  amount  of  added  friction  in  consequence  of  the  increase  o 
load  on  the  engine.  It  is  easy  to  see  that  such  cases  may  arise,  ftn< 
that  the  increased  friction  of  engine,  due  to  this  varying  load,  ma; 
be  overlooked  entirelv  in  our  treatment  of  the  enmne,  and  the  en 
gine  of  a  particular  make  may  show  that  assumption  to  be  a  perfect); 
fair  one;  but  it  does  not  follow  that  this  would  be  true  of  anothe 
engine  that  we  may  not  have  experimented  with.  I  presume  it  i 
true  for  condensing  engines,  where  we  are  handling  a  large  amonn 
of  water  fiubject  to  the  laws  of  fluid  resistance. 

3f7\  Win.  Kent. — It  seems  to  me  that  experiments  in  the  diree 
tion  of  reducing  friction  ought  to  be  largely  in  the  direction  oi 
trying  to  reduce  the  friction  in  the  cylinder;  as  we  have  now  de 
termined  that  in  these  engines  at  least  the  friction  i«  a  constant 
quantity,  the  probability  is  that  the  largest  portion  of  that  friction 
is  due  to  pushing  the  piston  through  the  cylinder.  I  think  experi- 
ments should  be  made  in  the  direction  of  reducing  that  friction  bj 
determining  the  kind  and  size  of  rings  and  the  method  of  pressing 
out  these  rings. 

Mr.  Geo.  I.  Alden. — I  would  simply  say  that  this  question  wai 
considered  at  the  Free  Institute  at  Worcester  bv  one  of  the  studenti 
in  the  last  class,  and  the  results,  so  far  as  we  could  judge  of  their 
from  the  limited  experiments  made,  were  in  the  same  direction 
namely,  that  the  friction  was  substantially  constant  with  the  varioui 
loads. 

Mr.  A.  R.  Wolff. — It  seems  to  me  that  the  general  practice  o: 
engineers  in  the  measurement  of  power  is  of  itself  testimony  to  th( 
general  correctness  of  the  tact  that  with  the  same  initial  pressnn 
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and.  the  same  rate  of  revolution,  the  friction  of  engine  is  almost 
independent  of  the  load  that  is  put  upon  it.     Of  course  in  the 
measurement  of  power  it  is  a  common  practice  to  take  the  card 
with  the  engine  loaded,  and   afterwards   to   take   the   "friction 
card"  with  the  same  initial  pressure  and  the  same  rate  of  revolution. 
If  there  were  any  great  variation  in  the  friction  of  engine,  if  loaded 
or  not,  or  if  it  had  been  considered  of  late  years  that  any  great 
variation  existed,  it  seems  to  me  that  the  course  of  power  measure- 
ment ordinarily  pursued  would  have  been  entirely  unjustiiiable. 
But  on  this  very  account  I  consider  it  of  importance  and  value  that 
we  have  had  special  experiments  made  by  Prof.  Thurston  exactly 
iu  that  line  to  corroborate  the  practice  which  has  existed  in  the  past 
few  years. 

Mr,  H,  H.  Towne. — There  is  one  point  which  Prof.  Thurston's 
remarks  on  the  difference  in  the  distribution  of  steam  suggests  to 
me;  there  will  probably  be  a  very  considerable  difference  in  tlie  lu- 
brication of  the  main  journals,  in  one  case,  under  constant  conditions 
of  pressure,  and,  in  the  other  case,  subject  to  intermittent  conditions 
of  pressure.  In  the  latter  case  there  is  a  liability  to  partial  or  com- 
plete expulsion  of  the  lubricant  from  between  the  two  surfaces 
during  the  moment  of  high  pressure,  and  a  probable  increase? 
therefore,  of  the  sum  total  of  friction  beyond  what  there  would  be 
in  the  previous  case. 

Profeasor  Thurston. — 1  presume,  Mr.  President,  that  the  effect 
of  a  variable  compression  would  be  to  modify  somewhat  the  dis- 
tribution of  frictions  in  the  engine,  and  the  final  result;  but,  from 
the  fact  that  in  this  whole  range  of  experiments  we  have  not  been 
able  to  produce  any  appreciable  variation  in  the  total  friction  of 
engine,  I  should  say  that  that  change,  whatever  it  might  be,  would 
not  be  an  important  one.  It  is  a  matter  that  should  be  deter- 
mined by  direct  experiment.  I  do  not  feel  able  or  willing  to  say 
positively  what  would  be  the  difference  in  the  two  cases.  I  should 
perhaps  expect  that  a  variable  compression  would  produce  a 
variable  friction  ;  it  might  be  studied  in  comparison  with  another 
torm  of  engine.  It  is  a  matter  that  cannot  be  settled  positively, 
except  by  direct  experiment  made  especially  to  determine  that 
point. 

In  regard  to  another  case,  that  where  a  balanced  valve  is  used,  of 
course  it  does  to  some  extent  make  a  difference  in  the  character  of 
tlie  friction  and  its  magnitude.  With  an  unbalanced  valve,  or  a 
partially  balanced  valve,  such  as  we  had  here,  the  total  friction  of 
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valvo  is  less  of  course  in  the  case  of  the  balanced  than  of  the  nnbi 
anced  valve,  but  the  nature  of  the  friction  is  precisely  the  sam 
and  so  far  as  the  law  of  variation  of  engine  is  concerned  I  imagi: 
the  fact  is  not  important.  If  it  has  any  importance,  it  is  in  the  < 
rection  of  the  production  of  constancy  of  friction  under  all  loads 
a  constant  speed  and  still  greater  variations  of  friction  under  i 
variations  of  steam  pi-essure.  I  have  not  mucli  doubt  that  the  fr 
tion  of  the  common  slide  valve,  as  ordinarily  operated,  is  an  appi 
ciable  quantity  in  measuring  up  the  total  resistance  of  engine. 

I  said  that  the  law  of  the  condensing  engine  might  be,  and  tl 
I  presumed  it  would  be,  diflfercnt  from  that  of  the  non-condensi; 
engine,  referring,  of  course,  to  the  ordinary  forms  of  condensing  € 
gine.  Where  there  is  an  independent  air,  or  circulating  pump 
should  expect  that  the  engine  itself  would  go  on  about  its  busiDc 
without  really  being  aware  whether  it  had  a  condenser  or  not,  ai 
would  i)e  subject  to  the  same  laws  as  any  non-condensing  engin 
but,  actually,  the  friction  of  all  these  details  should  be  taken  in 
a  part  of  the  friction  of  the  engine.  Those  parts  certainly  is 
be  subject  to  those  laws  which  govern  resistance  due  to  motion 
fluids  and  the  introduction  into  the  engine,  whether  by  an  in< 
pendent  system  or  b\'  an  attached  system,  of  air  pump  or  eirqal 
ing  pump,  would  introduce  these  new  resistances — resistances  f 
lowing  different  laws  from  those  found  in  the  non- condensing  < 
gine ;  and  I  should  expect,  there,  that  the  law  of  fluid  friction,  ' 
resistance  varying  as  the  square  of  the  velocities  through  the  pi 
and  through  the  valves,  would  become  so  important  a  matter  as 
produce  a  difference  that  would  be  quite  perceptible  in  the  metl 
of  variation  of  total  resistance.  We  know  that  the  load  upon 
ordinary  condensing  engine,  in  the  operation  of  its  own  air  pui 
and  of  its  cireulatiug  ])ump,  is  a  very  severe  tax;  it  is  aquan' 
which  must  be  variable  with  speed  of  engine.  With  const 
6j)eed  of  engine  under  variable  load,  as  in  a  stationary 
gine  driving  a  mill,  and  subject  to  the  action  of  the  r€ 
lator,  you  would  have  another  variation  due  to  the  fact  "i 
with  the  same  apparatu:^,  the  same  set  of  valves,  the  same  pntJ 
the  engine  is  using  different  quantities  of  condensing  water, 
consecpiently  the  rate  of  flow  through  the  pumps  and  pip© 
continually  varying.  If  one-half  the  power  is  used,  one-half 
amount  of  condensing  water  will  pass  through  this  system;  i 
that  means  half  the  speed  of  flow  through  the  pipes  and  pum] 
and  that  means  one-quarter  as  much  resisUmce  due  to  their  fi 
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tion.    Thus,  although  the  direct  train  of  mechanism  from  piston  to 
cra^nk  shaft  would  be  subject  to  exactly  the  same  laws  as  in  t^e 
otlier  case,  the  machine  as  a  whole,  in  which  we  should  include  air 
pninps  and  circulating  pumps,  whether  independent  or  not,  would 
be   subject,  I  presume,  to  a  different  law,  and  to   a  law   which 
would,  perhaps,  be  more  exactly  expressed  by  De  Pambour's  state- 
ment 

Mr.  John  T,  Hawkins. — In  the  experiments  given,  it  would  be 
vrell,  I  think,  if  they  were  extended  so  as  to  cover  some  of  the 
varying  conditions  under  which  such  engines  run,  both  in  practice 
and  nnder  experimental  tests,  such  as  these,  which  would,  I  think, 
be  somewhat  likely  to  modify  the  results  obtained. 

It  would  appear  probable,  for  instance,  that  the  action  of  the  Prony 
brake,  when  applied  with  the  arm  in  the  horizontal  position  and  its 
effort  vertically  downward,  would  be  to  lift  the  main  shaft  in  its 
bearings  as  the  load  is  increased,  and  thus  diminish  the  friction  in 
its  journals;  and,  in  fact,  this  action  of  the  brake  might  be  such  as ' 
to  cause,  not  only  an  entire  release  of  pressure  of  the  shaft  upon  the 
lower  half,  at  a  certain  load,  but  to  cause  pressure  upward  at  a  still 
greater  load.  With  the  brake-arm  vertical,  and  its  efiEort  exerted 
horizontally,  at  the  end  of  the  arm,  the  result  of  increased  load 
'^onld  be  to  increase  proportionally  the  horizontal  pressure  in 
tlese  same  journals  without  affecting  the  vertical  pressure.  Some- 
what similar  varying  conditions  might,  I  think,  possibly  result 
f^m  main  driving  belts  leading  in  different  directions,  vertically 
Upward  or  downward,  or  in  horizontal  directions,  or  at  certain 
^'Jgles.    This,  however,  is  not  so  clear. 

Again,  it  is  very  certain  that  the  friction  of  the  cross-head 
Slides  is  no  very  insignificant  fraction  of  the  total  friction  of  a 
horizontal  direct-acting  engine ;  and  equally  palpable  that,  where 
*^  engine  is  running  under — in  which  case  the  pressure  upon  the 
Slides  due  to  the  angularity  of  the  connecting  rod  is  upward — the 
^'lotion  due  to  the  weight  of  the  parts  must  be  obliterated  before 
*^y  pressure  will  be  exerted  upon  the  lower  side  of  the  guide ;  in 
^^her  words,  the  weight  of  the  parts  compensates  to  that  extent 
*^f  what  would  otherwise  be  friction  on  the  under  side  of  the 
S^iides;  while,  if  running  over,  increase  of  load  would  increase  the 
^^iction  at  the  guides  proportionally  to  the  pressure  on  their  upper 
side. 

It  would,  therefore,  appear  to  be  certain,  for  instance,  that,  in 
^^  engine  running  under,  and  in  which  the  power  was  absorbed  by 
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a  Proiiy  brake  with  Ijorizonbil  arm,  the  friction  of  the  load  wqiiI  ^ 
viirv  \u  a  (litlereiit  way  from  one  in  which  it  was  run  over  withtli 
brake-arm  vertical.  Tiie  quantity  by  which  it  would  be  varied  b; 
these  conditions  can  hardly  be  so  insignificant  as  to  warrant  thei 
being  neglected  in  any  investigation  of  this  kind,  but  19  probabl 
of  sufficient  magnitude  to  render  the  first  conclusion  incorrect  f or  -^ 
one,  if  correct  for  the  other  set  of  conditions ;  although  the  figure*  '^ 
in  column  6,  on  the  fifth  page  of  this  paper,  varying,  as  they  do,  froii.  ^  ■ 
2.06  to  5.78  IIP.,  do  so  sufficiently  and  irregularly  enough,  per— — « 
haj)s,  to  include  as  much  or  more  than  would  come  from  the  con- 
ditions above  described.  For  the  above  reasons,  therefore,  I 
inclined  to  believe  that  the  conclusion  No.  1  of  the  paper  woul(L>  J 
not  be  substantiated  under  more  exhaustive  experiments,  althoagl'jT-; 
qualified  as  it  is  by  the  word  "  sensible,"  and  that  we  could  hardlj^  K 
expect  to  set  aside  Pambour's  long-accepted  conclusions  withonr^fii 
more  exhaustive  experiments  covering  all  such  variations  in  th^-t. 
circumstances  under  which  the  engines  run,  as  I  have  attempted  t» 
ex})lain. 

Prof.  li.  IL  Tliuvston. — Referring  to  the  remarks  of  Mr.  Hawki 
calling  attention  to  the  eflFect  of  the  brake  in  adding  to  thepressu 
on  the  main  journals,  and  thus  influencing  the  results  jof  the  tes 
as  reported,  I  would  simply  suggest  that  a  quantitative  statemen: 
be  worked  out,  of  the  precise  amount  of  this  effect  for  the  case 
ported.     It  will,  1  think,  be  found  that  the  pressure  to  which  he  cal 
attention  amounts  to  but  one  pound  to  the  horse-power,  and  whe 
as  is  usual  in  all  my  work  or  work  done  under  my  instructions,  tl 
load  is  measured  by  the  action  of  the  end  of  the  brake-lever  u 
platform  scales,  the  effect  is  simply  to  counteract  more  or  less  co 
plctely  the  weight  of  the  brake-strap  on  the  pulley,  and  that  tl 
net  effect  is  too  utterly  insignificant  to  be  noticed.      Even  whe 
the  brake-lever  pulls  upward  on  a  spring  balance,  as  is  often  t 
case,  the  ettect  is  too  minute  to  affect  such  results  as  are  here  n 
ported.     Were  the  effect  observable,  it  would  produce  a  change  : 
the  direction  indicated  by  De  Pambour,  and  the  absence  of  en 
observed  effect  is  simply  more  strongly  corrobomtive  of  the  co 
elusions  oi)tained  from  the  trials  described  in  the  paper.     Wi" 
such  proportions  of  brake  as  were  here  used,  and  with  such  as 
customarily  employed,  no  such  action  as  is  suggested  by  the  1 
speaker  would  ever  be  in  the  remotest  degree  approximated.     T 
position  of  the  brake-arm  and  the  weight  acting  at  its  end  are 
no  importance  whatever  here.     The  action,  or  the  results  obtainc 


ON   THE   FBICTION  OF  NON-CONDENSINO  ENGINES.  Ill 

would  not  have  been  affected  observably,  I  am  sure,  by  any  change 
Vn  position  of  brake-lever. 

I  should  expect  the  same  to  be  true  of  the  action  of  friction  on 
the  guides.     The  weight  of  parts,  and  the  friction  there,  are  too 
snciall  iu  amount,  too  insignificant,  to  affect  the  final  results  appreci- 
ably, no  matter  whether  the  engine  runs  ''  over  "  or  '^  under."     It 
must  be  remembered  tliat  tlie  friction  there  is  never,  in  well-pro- 
I>ortioned  and  well-lubricated  engines,  more  than  a  small  fraction 
of  that  supposed   by  De  Pambour ;    instead  of  five  per  cent,  or 
somethiug  like  it,  as  has  been  assumed  by  those  who  have  accepted 
Morin's  coefficients,  it  is,  or  ought  to  be,  in  all  cases  of  smooth- 
rtimiing  and  well-oiled  surfaces,  inside  of  one  per  cent. ;  while  the 
pressure  at  that  point  is  a  very  small  fraction  of  the  piston  pressure, 
unless  the  length  of  rod  be  extraordinarily  small.     In  the  engine 
on  which  this  work  was  done,  the  rod  was  of  good  length,  and  the 
surfaces  as  frictionless  as  possible.     Again,  about  all  the  engines  iu 
i^ee  rnn  "over,"  as  did  this  engine,  and,  even  were  the  results 
liiely  to  be  affected  by  such  difterence  of  adjustment,  the  conclu- 
sions here  obtained  would  probably  be  applicable  to  ninety  per  cent. 
^^i  all  such  engines  in  use-^perhaps  to  ninety-five,  or  more,  per 
<^€nt. 

While  I  agree  fully  with  the  speaker  in  thinking  that  we  should 

^^rive  great  advantage,  as  I  have  myself  suggested,  from  extended 

^^d  repeated   investigations  of  this  kind,  I  doubt,  I  entirely  dis- 

^^lieve,  that  the  conditions  to  which  he  calls  attention  will   be 

*^Uiid  to  affect  the  conclusions  already  reached,  to  any  important 

^^tent. 

Since  writing*  the  paper  which  has  been  presented  to  the  So- 

p^^ty,  my  attention  has  been  attracted  to  a  paper  by  Professor 

"^^^binson,  in  the  first  volume  of  the  Transactions  of  the  Societj^,!  on 

*^^  **  Efficiency  of  the  Crank,"  where  I  find  a  discussion  which 

rs  directly  upon  the  question  of  variation  of  engine  friction 

ith  change  of  load  at  normal  speeds,  and  confirms  the  suggestion, 

^^^de  by  me  in  the  paper  referred  to,  that  the  reason  of  the  varia- 

^^»i  of  friction  exhibited  with  change  of  steam  pressures,  while  no 

^'iC'h  variation   is  observable  with  varying  loads  at  constant  press- 

^^^'e,  may  be  partly  the    difference  in  method  of  distribution   of 

^^^'I'k  in  the  cylinder.      It  was  suggested  that  the  concentration 


♦  Contributed  after  adjournment,  under  the  rules, 
t  Vol.  I.,  p.  231,  Trans.  A   S.  M.  E. 
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of  the  work  at  the  beginning  of  tlie  stroke,  at  the  higlier  prcssur-^?^ 
and  its  distribution  more  completely  throughout  the  stroke  at  lo^^^ 
pressures,  may  be  one  cause  of  the  peculiar  behavior  noticed. 

On  consnlting  Professor  Robinson's  paper,  page  9,  a  table  w£  J' 
be  found  giving  the  efficienc}'  of  the  crank,  i,  e.j  the  percenta^^^ 
of  work  passing  it,  and  the  proportion  of  work  absorbed  by  it  ^^* 
various  expansions.  Taking  the  value  of  the  coefficient  of  frictic^  '•^ 
at  one  per  cent,  which  the  writer  has  stated  in  the  original  pap^^'^ 
on  friction  of  engine  to  be  probably  a  fair  maximum  figure  ic^^ 
machinery  in  good  order,  and  for  average  pressures  and  lubricatior"^^* 
that  table  becomes  the  following  : 

EFFICIENCY  OF  CRANK. 


Values  of 


A  +  a 


2r 


Cat-  • 
off.  . 

0.1. 

0.04; 

0.0047 

0.05' 

\  — 

.0044 

0.06 

\  — 

.0042 

0.08 

1  ^— 

.0040 

0.10 

.0088 

0.20 

.003;i 

^ 

0.40 

1  — 

.0031 

0.60 

1  — 

.0031 

0.80 

1  — 

.0034 

1.00 

1  — 

.0032 



.  _._  .- . 

_ 

0.2 


0.3. 


.0094 
.0089 
.0085 
.0079 
.0075  1  1 
.0066  '  1 
.0061  !  1 
.0061  :  1 
.0067  1 
.0062  !  1 


.0141 
.0133 
.0127 
.0119 
.0113 
.0099 


0.4. 


1 
1 
1 
1 
1 
1 


-  .0092  '  1- 
-.0092  1- 

-  .0111  !  1  - 

-  .0094  I  1  - 


.0188 
.0177 
.0170 
.0159 
.0151 
.0133 
.0123 
.0124 
.0185 
.0r.i6 


0.6. 


1 
1 
1 
1 
1 
1 
1 
1 
1 
1 


.0285 
.0222 
.0212 
.0198 
.0188 
.0165 
.0153 
.0154 
.0168 
.0157 


The  above  table,  it  should  be  noted,  is  prepared  for  the  case 
the  co7i(Ienmnff  engine,  and   the  variation  in  the  distribution 
work  throughout  the  stroke,  with  varying  expansion,  is  here  ve 
much  less  than  in  the  case  of  the  non-condensing  engine.     Tl 
variation  of  efficiency  w'ith  change  of  steam  pressures,  in  the 
actually  studied,  is  thus  more  marked  than  is  here  shown.     Ne 
theless,  it  is  seen  that,  in  this  case,  even,  the  proportion  of  wo 
absorbed  by  the  crank  is  very  variable,  amounting  to  about  fi 
per  cent,  more  at  the  shortest  cut-oflf  than  at  full  stroke.     The 


hition 


2r 


is  the  ratio  of  the  sum  of  the  radii  of  crank  and  ma"^       ^* 


journals  to  the  diameter  of  the  circle  described  by  the  pin,  or  to  t 
stroke  of  piston.      In  short-stroke  engines,  as  screw  engines, 
vahie  maybe  usually  taken  as  about  0.5,  and  in  long-stroke  engin 
as  side-wheel   marine  engines,  or  mill  engines,  of  slow  speed 
rotation,  at  about  0.2  on  the  average. 
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It  18  interesting  to  observe  the  difference  in  tlie  proportions  of 
work  wasted  on  the  crank  in  the  extreme  cases,  as  M^ell  as  with 
variation  of  steam  distribution.  The  percentage  of  power  lost  at 
the  crank  is  small  in  all  cases ;  bnt  it  is,  even  in  condensing  engines, 
ten  times  as  great  with  the  engine  of  shortest  stroke  as  with.that 
having  the  longest  stroke  in  proportion  to  size  of  crank  pin  and 
shaft.  In  the  engine  of  longest  stroke,  it  is  but  one-third  of  one 
per  cent,  at  common  ratios  of  expansion  ;  while,  in  the  machine  of 
shortest  stroke,  it  is  three  per  cent.  The  maximum  waste  occurs 
at  a  cut-off  taking  place  at  about  three-quarters  stroke.  For  all  en- 
gines of  usual  proportions,  it  may  be  assumed  that  the  loss  at  the 
crank-pin  should  not  exceed  from  two-thirds  to  one  per  cent.,  at 
ordinary  ratios  of  expansion.  Probably  the  waste  at  the  several 
journals  transmitting  the  pressure  from  piston  to  bolt  or  driving* 
wheel  may  be  there  taken  at  about  three  times  that  on  the  crank, 
or  not  far  from  two  or  three,  possibly  live,  per  cent,,  and  varying, 
as  shown  above,  with  variation  of  the  distribution  of  steam.  The 
whole  variation  is  comparatively  unimportant,  however,  and  less 
than  tbewriter  would  have  anticipated.  In  non-condensing  engines 
the  loss  is  greater  and  vastly  more  variable. 
8 
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CCXXIX.  . 

RECENT  IMPROVEMENTS  IN  DREDGING  MACHIN- 
ERY. 

BT  A.  WELLS  ROBINSON,  PHILADELPHLA,  PA. 

(Member  of  the  Society.) 

It  is  the  purpose  of  this  paper  to  deal  more  particularly  with  the 
chain-bucket  or  elevator  system  of  dredging,  and  to  draw  attention 
to  its  general  character  and  capabilities  as  compared  with  other  sys- 
tems. This  country  possesses  comparatively  few  examples  of  the 
chain-bucket  machine,  although  the  system  is  in  general  use  in 
many  of  the  most  important  harbor  and  river  improvement  works  of 
the  world,  and  on  the  Suez  and  Panama  Canals.  The  reason  for 
this  limited  use  may  be  found  to  some  degree  in  prejudice,  and  in 
the  fact  that  the  single  dipper  and  grapple  dredges  so  largely  used 
have  been  made  to  do  fairly  good  work  in  the  hands  of  experienced 
specialists.  The  principal  attention  having  thus  been  devoted  to 
these  machines,  the  knowledge  of  many  regarding  the  chain-bucket 
machine  is  limited,  or  confined  to  older  and  what  would  now  be 
considered  inefficient  examples,  which  cannot  compote  with  the 
latest  practice  or  be  taken  as  representatives  of  it. 

The  number  and  importance  of  the  dredging  machines  on  the 
endless-chain  principle  turned  out  by  Great  Britain,  and  the  ex- 
tended and  successful  use  of  the  system  in  other  places,  furnish  a 
precedent  which  we  cannot  afford  to  disregard.  A  study  of  some  of 
the  best  examples  of  these  machines,  both  in  use  and  while  building 
on  the  stocks  on  the  Clyde,  shows  that  while  they  contain  some 
features  which  an  American  engineer  would  not  care  to  imitate, 
they  are,  nevertheless,  of  the  most  solid  and  substantial  character,  and 
excellently  adapted  to  their  purpose.  They  are  usually  built  with 
an  iron  hull,  self-propelling,  and  fitted  with  compound  engines  of 
marine  type,  which  require  massive  gearing  to  transmit  the  power 
to  the  buckets,  and  exhibit  a  tendency  to  weight  and  complication 
that  appears  excessive,  and  are  costly  both  to  build  and  to  maintain. 
Kevertheless  their  performance  shows  a  very  fair  result  in  the  total 
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cost  and  quantity  of  work  done.     From  published  statements  of  the 
performance  of  the  dredging  fleet  belonging  to  the  Clyde  trustees 

who  possess  one  of  the  most  extensive  plants  for  river  and  harbor 

"Work  in  the  world — it  appears  that  in  the  year  1882,  five  of  their 
chain-bucket  machines  dredged  an  aggregate  of  1,309,300  cubic 
yards  of  mud,  with  some  clay,  blasted  rock  and  boulders,  at  a  total 
cost  of  $66,800,  or  5.1  cents  per  cubic  yard.  Of  this  cost  the  wages, 
fuel  and  stores  formed  44  per  cent,  and  general  repairs  56  per  cent. 
These  results  may  be  taken  as  evidence  that  the  chain-bucket,  as  a 
^ystem^  is  good ;  the  work  of  moving  such  a  large  volume  of  ma- 
terial at  a  low  total  cost  being  accomplished  in  a  crowded  river^ 
'^here  interruptions  are  frequent,  and  in  the  face  of  a  mechanical 
inefficiency  which  absorbed  so  large  a  proportion  of  the  working 
expenses  in  cost  of  repairs ;  an  inefficiency  which  appeared  to  be 
caused  by  mechanical  difficulties,  and  not  inherent  in  the  system. 
.  In  comparing  the  general  principles  of  different  systems  of  dredg- 
ing, it  will  be  seen  that  the  strong  point  of  the  endless-chain,  ma- 
chine lies  in  its  continuous  action,  as  distinguished  from  the  inter- 
^nittent  action  of  the  dipper  or  grapple  dredge.  The  only  other 
continuous  discharge  machines  in  use,  to  the  writer's  knowledge,. 
*re  those  constructed  on  the  pumping  or  suction  principle.  The 
application  of  this  principle  is  very  limited,  and  requires  peculiar 
Conditions  to  make  it  practicable,  and  a  material  which  can  be  mixed 
'^th  water  to  make  a  fluid  capable  of  being  pumped.  In  certain 
situations  the  discharge  of  the  material  with  a  large  admixture  of 
'^ater  is  desirable  or  not  objectionable,  as  where  it  is  pumped  on 
^hore,  to  flow  and  distribute  the  solid  matter  over  a  considerable 
^J'ea.  As  a  rule  this  is  not  the  case,  and  for  all  ordinary  conditions 
^nd  for  tough  or  stony  digging,  it  seems  to  be  the  most  rational 
'Method  of  excavation  to  handle  the  material  bodily  in  a  properly 
^apted  bucket.  The  liability  of  the  pumps,  etc.,  to  clog,  and  the 
^Hction  and  abrasion  of  the  interior  surfaces  of  the  pumps  and 
Connections,  are  difficulties  which  have  not  yet  been  practically 
Solved. 

Where  the  work  is  of  sufficient  extent,  the  chain-bucket  machine 
*^to  deal  with  large  quantities  of  material  at  a  rapid  rate,  and  cuts  a 
perfectly  level  bottom  ;  which  is  difficult,  if  not  impossible,  to  ob- 
tain with  the  single-bucket  machines.     The  latter  have  also  to  dig 
^considerably  below  the  required  depth  in  order  to  be  sure  that 
inequalities  do  not  project  above  it ;  thus  involving  superfluous 
^ork.     On  the  works  with  which  the  writer  has  been  connected,  it 
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is  customary  to  gauge  the  water  level  and  depth  of  cut  to  inches, 
and  to  set  the  buckets  to  cut  six  inches  below  the  depth  to  which 
the  channel  is  afterward  tested.  So  accurately  is  this  done  with 
cliain-bucket  machines  that  vessels  regularly  pass  with  but  a  few 
inches  between  their  keels  and  the  bottom. 

The  digging  action  of  the  chain  buckets  takes  place  in  a  manner 
calculated  to  apply  the  power  to  the  best  advantage,  the  cutting  - 
edges  entering  horizontally  and  then  curving  upward  on  a  short  ^ 
radius,  so  as  to  fill  the  buckets  and  retain  the  contents.  They  are^ 
also  able  to  take  off  light  cuts  over  large  areas  as  eflBciently  as  heavy-^ 
cuts. 

The  entire  apparatus  is  in   equilibrium  as  to  the  weight  of  the^ 
working  parts,  power  being  required  to  elevate  the  dredged  ma-  ^ 
terial  only,  and  to  overcome  the  digging  and  frictional  resistances 
whereas,  in  a  dipper  or  grapple  dredge  the  power  expended  in  lift^ 
ing  the  bucket  and  its  attachments  is- lost  at  every  stroke.     Thi:    J 
loss  is  quite  considerable,  and  in  a  deep-water  machine  is  frequentl^^ 
equal  to  raising  a  weight  of  several  tons  to  a  height  of  35  or  40  fee--s 
at  each  lift.     In  regard  to  the  expenditure  of  power  in  a  ehain^^ 
bucket  machine,  it  appears  from  indicator  cards  taken  by  the  write  ^ 
from  the  engines  of  several  machines,  that  about  226,000  to  858,00^ 
foot-pounds  or  6  to  10|  horse-power  is  required  per  cubic  yard  o  -^ 
material  actually  discharged  when  in  effective  work.    Looking  at  s^ 
single-bucket  dredge  in  a  similiar  manner  and  working  under  sini  — ' 
ilar  circumstances,  it  is  found  to  take  106  revolutions  of  an  engin^^ 
14  X 16  with  75  to  00  pounds  of  boiler  pressure,  to  deliver  one  bncket::^- 
ful  of  material  of  about  2^  cubic  yards.      This  at  80  pounds  mear^ 
pressure  in  cylinder  is  equal  to  1,305,920  foot-pounds  or  about  15. S 
horse-power  per  cubic  yard.     These  are  actual  examples,  both  work- 
in  tolerably  yielding  material,  and  in  about  32  feet  of  water.     Dif- 
ferent cases  wull  var}'  considerably  ;   but  the  writer  thinks  that, 
under  ordinary  circumstances,  it  may  be  assumed,  that  a  dredge  in 
which  a  single  bucket  is  worked  from  a  crane  or  boom,  requires 
about  double  the  power  for  the  same  work  as  a  well-designed  ehaiti 
dredge. 

It  thus  appears  that  the  chain-bucket  system  is  good  in  princi- 
ple, and  also  good  in  practice,  as  its  extensive  use  testifies,  notwith- 
standing the  mechanical  difficulties  to  be  overcome,  in  order  to 
obtain  simplicity  and  durability.  These  difficulties  are  not,  how- 
ever, confined  to  this  class  of  machinery  exclusively.  Those  expe- 
rienced in  the  operation  and  maintenance  of  dredging  machinery  of 
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whatever  kind,  do  not  need  to  be  told  of  the  ahnost  incessant  re- 
pairs made  necessary  by  the  severity  of  the  duty,  and  by  the  wear 
and  tear  produced  by  conditions  which  are  favorable  to  the  rapid 
depreciation  of  the  machinery. 

Gradually,  and  by  costly  experience,  are  the  weak  points  elimi- 
nated and  the  efficiency  increased,  until  a  machine  is  produced 
which  can  be  counted  on  with  tolerable  certainty,  t^  do  the  work 
required  of  it.  By  such  a  process  have  the  structural  details  of  the 
endless-chain  machine  crystallized  into  something  like  a  system, 
varied  of  course  to  suit  dilierent  requirements. 

In  considering  these  details,  the  construction  of  the  chain  of 
buckets  claims  first  attention.  It  is  of  obvious  importance  to  keep 
the  weight  of  these  buckets  at  a  minimum  while  retaining  the  re- 
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quired  strength.  "With  many  forms  of  chain,  the  tension  caused 
by  its  own  weight  constitutes  so  large  a  proportion  of  the  total 
working  stress,  that  only  a  small  balance  is  available  for  doing  the 
Work.  The  degree  to  which  strength  and  lightness  can  be  com- 
bined depends  first,  on  the  tensile  strength  of  the  metal  employed, 
and  then  upon  a  skillful  distribution  of  that  metal.  In  the  earlier 
forms,  many  examples  of  which  are  still  in  use,  the  endless  chain 
consists  of  a  series  of  stout  wrought-iron  links  connected  by  joint- 
pins,  the  shell  or  body  of  a  bucket  being  riveted  to  every  alternate 
set  of  links.  There  are  usually  four  links  under  and  forming  part 
of  a  bucket,  and  two  intermediate  connecting  links,  the  eyes  of 
which  are  bushed  with  steel.  Such  a  bucket  and  one  of  the  links 
are  shown  in  Figs.  24,  25  and  26,  which  are  drawn  from  actual 
measurement,  and  may  be  taken  as  a  fair  example  of  an  extensively 
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used  bucket.  A  chain  of  buckets  constructed  in  this  manner  wi 
do  good  and  rapid  work  in  moderately  yielding  material,  whil 
they  can  be  kept  at  it ;  but  the  wear  is  excessive  on  account  of  th 
small  and  roughly  fitted  bearing  surfaces  of  the  joints,  and  tli 
grinding  action  of  sand  and  water.  There  being  very  little  Btii 
ness  to  this  kind  of  bucket  the  springing  of  the  plates  and  bar 
knocks  tend  lo  loosen  the  rivets,  and  about  six  months'  work  sufBoi 
to  get  the  bucket  ready  for  the  repair  shop. 

Official  returns  of  the  performance  of  an  extensive  dredgin 
plant  in  another  locality  shows,  by  a  statement  of  repairs,  tli 
average  life  of  a  bucket  of  the  kind  described  above  to  be  14 
days,  of  a  connecting  link  77J  days,  and  of  a  joint-pin  102  dayi 
these  being  the  average  intervals  of  service  before  requiring  w 


moval  for  repairs.     They  will,  of  course,  stand  a  limited  numbc 
of  such  repairs  before  becoming  finally  useless. 

With  the  recent  development  of  the  art  of  making  sound  an< 
tough  steel  castings,  new  possibilities  were  opened  up,  and  th 
four  links  of  a  bucket  are  now  made  in  a  connected  form  of 
single  steel  casting,  to  which  the  top  or  body  is  riveted.  A  backc 
of  this  kind  is  shown  in  Figs.  27  and  28. '  The  construction  ; 
thus  greatly  simplified,  and  much  of  the  difficulty  caused  by  tli 
shaking  loose  of  a  number  of  riveted  parts  is  obviated. 

More  recently  still  it  has  been  shown  that  the  entire  bucket  ca 
be  advantageously  formed  of  a  single  steel  casting.  There  still  r 
mained,  however,  the  destructive  and  costly  wear  of  the  bnshe 
pins  and  links  used  in  connecting  the  buckets.  Increasing  tl 
bearing  surfaces  and  improving  the  standard  of  workmansliip  do 
not  remedy  the  evil,  as  the  amount  of  metal  worn  away  with 
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sand  and  water  lubricant,  is  nearly  the  same ;  but  being  distributed 
over  a  larger  surface,  takes  a  little  longer  time,  and  it  did  not  seem 
to  pay  to  put  good  work  on  joints  which  would  not  stay  good. 

In  Figs.  30  to  33  is  shown  a  bucket  *  of  somewhat  different  de- 
sign, but  which  follows  out  still  further  the  direction  indicated  by 
the  previous  example.  In  this  bucket  the  endeavor  is  made  to 
combine  the  elements  of  lightness,  strength,  capacity  and  durability 
to  a  degree  not  heretofore  reached.     Durability  of  the  pin  connec- 
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tions  is  obtained  by  providing  large  wearing  surfaces,  from  which 
the  sand  and  grit  are  excluded  by  a  special  form  of  self-expanding 
packing  ring.  These  wearing  surfaces  are  then  lubricated  by  posi- 
tive feed  from  a  grease  chamber  formed  in  the  bore  of  the  tubular 
joint-pin,  and  which  is  arranged  to  be  readily  charged  from  the 
outside. 

The  bucket  is  composed  of  cast  steel  in  one  piece,  with  renewable 
steel  cutting  edges  and  wearing  surfaces,  and  so  proportioned  that 
the  safe  working  strength  is  in  excess  of  the  maximum  tensior 
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used  bucket.  A  chain  of  buckets  constructed  in  this  manner  wi 
do  good  and  rapid  work  in  moderately  yielding  material,  whi 
they  can  be  kept  at  it ;  but  the  wear  is  excessive  on  account  of  tl 
small  and  roughly  fitted  bearing  surfaces  of  the  joints,  and  tl 
grinding  action  of  sand  and  water.  There  being  very  little  stii 
ness  to  this  kind  of  bucket  the  springing  of  the  plates  and  har 
knocks  tend  Id  loosen  the  rivets,  and  about  six  months'  work  suffice 
to  get  the  bucket  ready  for  the  repair  shop. 

Official  returns  of  the  performance  of  an  extensive  dredgin 
plant  in  another  locality  shows,  by  a  statement  of  rej>air8,  tli 
average  life  of  a  bucket  of  the  kind  described  above  to  be  14 
days,  of  a  connecting  link  77J  days,  and  of  a  joint-pin  102  dayi 
these  being  the  average  intervals  of  service  before  requiring  n 


i.»V^-tfV'— ,r;> 


■Jlr*  —  • 


Ih2F. 


tii  »-ji-« 


Ihf.28, 


moval  for  repairs.     They  w^ill,  of  course,  stand  a  limited  nnmbe 
of  such  repairs  before  becoming  finally  useless. 

With  the  recent  development  of  the  art  of  making  sound  an 
tough  steel  castings,  new  possibilities  were  opened  np,  and  th 
four  links  of  a  bucket  are  now  made  in  a  connected  fonu  of 
single  steel  casting,  to  which  the  top  or  body  is  riveted.  A  back( 
of  this  kind  is  shown  in  Figs.  27  and  28. '  The  construction 
thus  greatly  simplified,  and  much  of  the  difficulty  caused  by  tl 
shaking  loose  of  a  number  of  riveted  parts  is  obviated. 

More  recently  still  it  has  been  shown  that  the  entire  bucket  c« 
be  advantageously  formed  of  a  single  steel  casting.  There  Btill  r 
mained,  however,  the  destructive  and  costly  wear  of  the  buBbe 
pins  and  links  used  in  connecting  the  buckets.  Increasing  tl 
bearing  surfaces  and  improving  the  standard  of  workmanship  do 
not  remedy  the  evil,  as  the  amount  of  metal  worn  away  with 
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for  without  unduly  increasing  the  weight;  as  the  whole  back, 
sides  and  bottom  of  the  bucket,  constitute  a  link  of  great  strength, 
and  excellent  form  to  resist  both  tensile  and  bending  stresses. 

It  is  of  the  highest  importance  to  reduce  the  number  of  parts  as 
far  as  possible.  There  are  few  mechanical  appliances  which  are  ex- 
posed to  as  rough  treatment  as  dredge  buckets,  and  it  is  conceived 
that  the  best  way  to  prevent  them  shaking  to  pieces,  is  to  make 
them  with  no  pieces  to  shake. 

The  elevator  system  has  always  been  an  attractive  one  to  in- 
ventore,  and  the  Patent  Office  contains  the  record  of  many  curious 
devices  applied  to  dredging  and  excavating,  some  of  which  are 
modeled  after  a  flour-mill  elevator,  and  many  employuig  a  pitch 
chain  composed  of  a  multitude  of  small  jointed  links,  with  other 
devices  equally  unsuccessful  in  practical  work.  Many  of  these 
have  never  been  heard  of  since,  and  some,  which  have  been  heard 
of,  have  by  reason  of  the  flimsiness  of  their  construction,  served  to 
extend  the  popular  notion  that  an  elevator  machine  may  possibly 
be  made  to  dig  sand  or  mud;  but  for  stones  and  hard  material  is 
entirely  impracticable. 

The  writer  believes  this  to  be  a  misapprehension  of  the  capa- 
bilities of  the  system,  as  it  has  been  successfully  demonstrated 
that  "  hard  pan,"  slate,  shale  or  other  schistose  rock  can  be 
economically  dredged  from  its  natural  bed  with  a  properly 
adapted  chain-bucket  maghine.  In  dredging  of  this  nature,  the 
principal  work  of  the  buckets  is  to  break  up  the  material,  and  for 
this  purpose  they  are  made  of  great  strength  and  fitted  with  steel 
teeth  of  special  form.  The  action  thus  resembles  a  series  of  pow- 
erful pickaxes  delivering  rapidly  repeated  blows.  It  will  be  seen 
that  in  work  of  this  kind,  a  special  advantage  is  derived  from  the 
doubling  of  the  buckets,  that  is,  constructing  the  chain  wholly  of 
buckets,  instead  of  half  the  number  connected  by  links,  the  digging 
efiEect  being  thus  doubled. 

Buckets  for  heavy  dredging  purposes,  made  entirely  of  cast  steel, 
were  first  used  in  this  country,  to  the  writer's  knowledge,  about 
four  years  ago,  upon  the  works  with  which  he  was  connected. 
These  have  since  been  doing  the  severest  kind  of  work,  tearing  up 
shale  rock  from  its  natural  bed  in  30  to  36  feet  of  water,  and  in  a 
current  of  4  to  6  miles  per  hour;  and,  with  the  exception  of  some 
wear  upon  the  renewable  portions,  are  practically  as  good  to-day  as 
at  first. 

There  must  inevitably  be  deterioration  of  the  wearing  surfaces 
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that  can  be  applied,  so  that  the  body  of  the  bucket  is  practically  in* 
dcBtructiblc. 

It  will  be  seen  on  reference  to  Fig.  29,  in  which  several  backets 
embodying  these  features  are  shown  in  position  upon  the  upper  or 
<lriving  tumbler,  that  they  diflFer  from  all  others,  both  in  general 
form  and  in  the  faqt  that  no  intermediate  links  are  employed  to 
to  connect  them,  as  they  are  coupled  directly  to  each  other.  They 
arc  adapted  to  work  on  an  improved  driving  tumbler',  in  which  the 
rear  end  of  the  bucket  is  supported  by  projections,  forming  an  ex- 
tension of  the  driving  face  of  the  tumbler.     The  links  of  the  chain^ 


\\\  passin^r  over  tho  tumbler  as  commonly  made  in  the  form  of  a 
simple  polygon,  woiv  subjocteil  to  severo  bending  strains, caused  by 
tho  ovos  of  tho  links  ovorhanixiui?  the  corner  of  the  tumbler.     The 
links  thus  nnjuirod  to  be  mado  of  greater  weight  and  strength  than 
WAS  nooossarv  to  withstand  the  mere  tension.     Considerable  wear 
also  vHvurrod  boiwoon  the  tumblor  faoos  and  the  links;  the  comers 
of  :!io   tVrmor  Ivooming  rounded  and  increasing  the  liability  to 
bry\*ikagt^  of  t!ie  ohaiu.     With  tho  improveii  tumbler,  having  an  ex- 
toudo^i  soar  on  whioh  tho  buokot  Ivoars  for  its  whole  width  and 
longr.h,  rho  bonding  strossos  aro  rodu^wi  so  that  the  principal  stress 
is  rwiu^vJ  to  a  simplo  tonsion  of  tho  ohain.     The  form  of  tho 
buokc:  also  jvnnits  of  an  enormous  tensile  strain  being  provided 
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for  without  unduly  increasing  the  weight;  as  the  whole  back, 
sides  and  bottom  of  the  bucket,  constitute  a  link  of  great  strength, 
and  excellent  form  to  resist  both  tensile  and  bending  stresses. 

It  is  of  the  highest  importance  to  reduce  the  number  of  parts  as 
-far  as  possible.  There  are  few  mechanical  appliances  which  are  ex- 
posed to  as  rough  treatment  as  dredge  buckets,  and  it  is  conceived 
that  the  best  way  to  prevent  them  shaking  to  pieces,  is  to  make 
tliem  with  no  pieces  to  shake. 

The  elevator  system  has  always  been  an  attractive  one  to  in- 
ventors, and  the  Patent  Office  contains  the  record  of  many  curious 
devices  applied  to  dredging  and  excavating,  some  of   which   are 
modeled  after  a  flour-mill  elevator,  and  many  employing  a  pitch 
chain  composed  of  a  multitude  of  small  jointed  links,  with  other 
devices  equally  unsuccessful  in  practical  work.     Many  of  these 
have  never  been  heard  of  since,  and  some,  which  have  been  heard 
of,  have  by  reason  of  the  flimsiness  of  their  construction,  served  to 
extend  the  popular  notion  that  an  elevator  machine  may  possibly 
\)e  made  to  dig  sand  or  mud ;  but  for  stones  and  hard  material  is 
entirely  impracticable. 

The  writer  believes  this  to  be  a  misapprehension  of  the  capa- 
bilities of  the  system,  as  it  has  been  successfully  demonstrated 
that  "hard  pan,"  slate,  shale  or  other  schistose  rock  can  be 
economically  dredged  from  its  natural  bed  with  a  properly 
adapted  chain-bucket  maghine.  In  dredging  of  this  nature,  the 
principal  work  of  the  buckets  is  to  break  up  the  material,  and  for 
this  purpose  they  are  made  of  great  strength  and  fitted  with  steel 
teeth  of  special  form.  The  action  thus  resembles  a  series  of  pow- 
erful pickaxes  delivering  rapidly  repeated  blows.  It  will  be  seen 
that  in  work  of  this  kind,  a  special  advantage  is  derived  from  the 
doubling  of  the  buckets,  that  is,  constructing  the  chain  wholly  of 
buckets,  instead  of  half  the  number  connected  by  links,  the  digging 
effect  being  thus  doubled. 

Buckets  for  heavy  dredging  purposes,  made  entirely  of  cast  steel, 
^ere  first  used  in  this  country,  to  the  writer's  knowledge,  about 
four  years  ago,  upon  the  works  with  which  he  was  connected. 
Tliese  have  since  been  doing  the  severest  kind  of  work,  tearing  up 
shale  rock  from  its  natunil  bed  in  30  to  36  feet  of  water,  and  in  a 
corrent  of  4  to  6  miles  per  hour;  and,  with  the  exception  of  some 
▼ear  upon  the  renewable  portions,  are  practically  as  good  to-day  as 
at  first. 
There  must  inevitably  be  deterioration  of  the  wearing  surfaces 
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that  can  be  applied,  so  that  the  body  of  the  bncket  is  practically  i; 
destructible. 

It  will  be  seen  on  reference  to  Fig.  29,  in  which  several  bnckei 
embodying  these  features  are  shown  in  position  upon  the  upper 
driving  tumbler,  that  they  diflFer  from  all  others,  both  in  gene: 
form  and  in  the  faat  that  no  intermediate  links  are  employed 
to  connect  them,  as  they  are  coupled  directly  to  each  other.  Th 
are  adapted  to  work  on  an  improved  driving  tumbler,  in  which  the 
rear  end  of  the  bucket  is  supported  by  projections,  forming  an  ex 
tension  of  the  driving  face  of  the  tumbler.     The  links  of  the  chain 


in  passing  over  the  tumbler  as  commonly  made  in  the  form  of  a 
simple  polygon,  were  subjected  to  severe  bending  strains,  caused  by 
the  eyes  of  the  links  overhanging  the  corner  of  the  tumbler.     The 
links  thus  required  to  be  made  of  greater  weight  and  strength  than 
was  necessary  to  withstand  the  mere  tension.     Considerable  wear 
also  occurred  between  the  tumbler  faces  and  the  links ;  the  comers 
of  the  former  becoming  rounded  and  increasing  the  liability  to 
breakage  of  the  chain.     With  the  improved  tumbler,  having  an  ex- 
tended seat  on  which  the  bucket  bears  for  its  whole  width  and 
length,  the  bending  stresses  are  reduced  so  that  the  principal  atress 
is  reduced  to  a  simple  tension  of  the  chain.    The  form  of  the 
bucket  also  permits  of  an  enormous  tensile  strain  being  provided 
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•or  without  unduly  increasing  the  weight;  as  the  whole  back, 
ides  and  bottom  of  the  bucket,  constitute  a  link  of  great  strength, 
knd  excellent  form  to  resist  both  tensile  and  bending  stresses. 

It  is  of  the  highest  importance  to  reduce  the  number  of  parts  as 
:ar  as  possible.  There  are  few  mechanical  appliances  which  are  ex- 
posed to  as  rough  treatment  as  dredge  buckets,  and  it  is  conceived 
:liat  the  best  way  to  prevent  them  shaking  to  pieces,  is  to  make 
:liem  with  no  pieces  to  shake. 

The  elevator  system  has  always  been  an  attractive  one  to  in- 
ventors, and  the  Patent  Office  contains  the  record  of  many  curious 
devices  applied  to  dredging  and  excavating,  some  of    which   are 
modeled  after  a  flour-mill  elevator,  and  many  employing  a  pitch 
chain  composed  of  a  multitude  of  small  jointed  links,  with  other 
devices  equally  unsuccessful  in  practical  work.     Many  of  these 
have  never  been  heard  of  since,  and  some,  which  have  been  heard 
of,  have  by  reason  of  the  flimsiness  of  their  construction,  served  to 
extend  the  popular  notion  that  an  elevator  machine  may  possibly 
^  made  to  dig  sand  or  mud ;  but  for  stones  and  hard  material  is 
entirely  impracticable. 

The  writer  believes  this  to  be  a  misapprehension  of  the  capa- 
bflities  of  the  system,  as  it  has  been  successfully  demonstrated 
that  "hard  pan,"  slate,  shale  or  other  schistose  rock  can  be 
economically  dredged  from  its  natural  bed  with  a  properly 
adapted  chain-bucket  maghine.  In  dredging  of  this  nature,  the 
principal  work  of  the  buckets  is  to  break  up  the  material,  and  for 
Ais  purpose  they  are  made  of  great  strength  and  fitted  with  steel 
teeth  of  special  form.  The  action  thus  resembles  a  series  of  pow- 
erful pickaxes  delivering  rapidly  repeated  blows.  It  will  be  seen 
that  in  work  of  this  kind,  a  special  advantage  is  derived  from  the 
doubling  of  the  buckets,  that  is,  constructing  the  chain  wholly  of 
buckets,  instead  of  half  the  number  connected  by  links,  the  digging 
effect  being  thus  doubled. 

Buckets  for  heavy  dredging  purposes,  made  entirely  of  cast  steel, 
^ere  first  used  in  this  country,  to  the  writer's  knowledge,  about 
four  years  ago,  upon  the  works  with  which  he  was  connected. 
Tliese  have  since  been  doing  the  severest  kind  of  work,  tearing  up 
shale  rock  from  its  natural  bed  in  30  to  36  feet  of  water,  and  in  a 
cnrrent  of  4  to  6  miles  per  hour;  and,  with  the  exception  of  some 
▼ear  upon  the  renewable  portions,  are  practically  as  good  to-day  as 
at  first. 
There  must  inevitably  be  deterioration  of  the  wearing  surfaces 
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that  can  be  applied,  so  that  the  body  of  the  bncket  is  practically  in- 
destructible. 

It  will  be  seen  on  reference  to  Fig.  29,  in  which  several  backets 
embodying  these  features  are  shown  in  position  upon  the  upper  or 
driving  tumbler,  that  they  diflFer  from  all  others,  both  in  general 
form  and  in  the  faqt  that  no  intermediate  links  are  employed  to 
to  connect  them,  as  they  are  coupled  directly  to  each  other.  They 
are  adapted  to  work  on  an  improved  driving  tumbler,  in  which  the« 
rear  end  of  the  bucket  is  supported  by  projections,  forming  an  ex — 
tension  of  the  driving  face  of  the  tumbler.     The  links  of  the  chain 


in  passing  over  the  tumbler  as  commonly  made  in  the  form  of  a 
simple  polygon,  were  subjected  to  severe  bending  strains,  caused  by 
the  eyes  of  the  links  overhanging  the  corner  of  the  tumbler.  The 
links  thus  required  to  be  made  of  greater  weight  and  strength  than 
was  necessary  to  withstand  the  mere  tension.  Considerable  wear 
also  occurred  between  the  tumbler  faces  and  the  links ;  the  comere 
of  the  former  becoming  rounded  and  increasing  the  liability  to 
breakage  of  the  chain.  With  the  improved  tumbler,  having  an  ex- 
tended seat  on  which  the  bucket  bears  for  its  whole  width  and 
length,  the  bending  stresses  are  reduced  so  that  the  principal  atress 
is  reduced  to  a  simple  tension  of  the  chain.  The  form  of  the 
bucket  also  permits  of  an  enormous  tensile  strain  being  provided 
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for  without  unduly  increasing  the  weight;  as  the  whole  back, 
sides  and  bottom  of  the  bucket,  constitute  a  link  of  great  strength, 
and  excellent  form  to  resist  both  tensile  and  bending  stresses. 

It  is  of  the  highest  importance  to  reduce  the  number  of  parts  as 
far  as  possible.  There  are  few  mechanical  appliances  which  are  ex- 
posed to  as  rough  treatment  as  dredge  buckets,  and  it  is  conceived 
that  the  best  way  to  prevent  them  shaking  to  pieces,  is  to  make 
them  with  no  pieces  to  shake. 

The  elevator  system  has  always  been  an  attractive  one  to  in- 
ventors, and  the  Patent  Office  contains  the  record  of  many  curious 
devices  applied  to  dredging  and  excavating,  some  of  which  are 
modeled  after  a  flour-mill  elevator,  and  many  employing  a  pitch 
chain  composed  of  a  multitude  of  small  jointed  links,  with  other 
devices  equally  unsuccessful  in  practical  work.  Many  of  these 
have  never  been  heard  of  since,  and  some,  which  have  been  heard 
of,  have  by  reason  of  the  flimsiness  of  their  construction,  served  to 
extend  the  popular  notion  that  an  elevator  machine  may  possibly 
be  made  to  dig  sand  or  mud ;  but  for  stones  and  hard  material  is 
entirely  impracticable. 

The  writer  believes  this  to  be  a  misapprehension  of  the  capa- 
bilities of  the  system,  as  it  has  been  successfully  demonstrated 
that  *'  hard  pan,"  slate,  shale  or  other  schistose  rock  can  be 
economically  dredged  from  its  natural  bed  with  a  properly 
adapted  chain-bucket  machine.  In  dredging  of  this  nature,  the 
principal  work  of  the  buckets  is  to  break  up  the  material,  and  for 
this  purpose  they  are  made  of  great  strength  and  fitted  with  steel 
teeth  of  special  form.  The  action  thus  resembles  a  series  of  pow- 
erful pickaxes  delivering  rapidly  repeated  blows.  It  will  be  seen 
that  in  work  of  this  kind,  a  special  advantage  is  derived  from  the 
doubling  of  the  buckets,  that  is,  constructing  the  chain  wholly  of 
buckets,  instead  of  half  the  number  connected  by  links,  the  digging 
effect  being  thus  doubled. 

Buckets  for  heavy  dredging  purposes,  made  entirely  of  cast  steel, 
were  first  used  in  this  country,  to  the  writer's  knowledge,  about 
four  years  ago,  upon  the  works  with  which  he  was  connected. 
These  have  since  been  doing  the  severest  kind  of  work,  tearing  up 
shale  rock  from  its  natural  bed  in  30  to  36  feet  of  water,  and  in  a 
current  of  4  to  6  miles  per  hour;  and,  with  the  exception  of  some 
wear  upon  the  renewable  portions,  are  practically  as  good  to-day  as 
at  first. 

There  must  inevitably  be  deterioration  of  the  wearing  surfaces 
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of  the  buckets  and  connections,  but  while  this  is  enormous  wi 
the  older  forms,  and  appreciably  reduced  in  the  steel  buckets 
ferred  to,  by  a  judicious  increase  of  bearing  surface,  it  can  only 
minimized  by  keeping  the  abrading  substance  out  of  the  joint- 
and  supplying  lubricant,  as  is  done  in  the  improved  buckets  show 
in  Figs.  30  to  33,  designed  by  the  writer. 

For  the  purpose  of  comparing  the  three  forms  of  bucket  whi 
have  been  illustrated,  the  following  table  of  proportions  and  ca 
city  is  appended : 


No. 


Maximum  depth  to  which  bnckets  can  work ft. 

Number  of  buckets  in  chain 

Capacity  of  each  bucket cu.  ft. 

Pitch  of  each  bucket ins. 

Weight  of  bucket-chain  per  foot  run lbs. 

Weight  of  bucket-chain  per  foot  of  capacity lbs. 

Total  weight  of  chain tons 

Safe  working  tension  of  chain tous 

Wearing  surface  of  ])in-joints sq.  ins. 

Maximum  pre»Hure  on  pin-joints lbs.  per  sq.  in. 

Ordinary  speed  of  bucket? ft.  per  min. 

Discharging  capacity cu.  ft.  per  min. 

Discharging  capacity  cubic  yards  per  day  of  10  hours 


80 
46 
10. 
89 
440 
188 
29 
45 
75 


2,660;i,340 


180 
416 
9,200 


Nos.  1  and  2  being  examples  from  British  practice,  it  may  be  of 
interest  to  give  some  further  particulars  respecting  the  vessels  and 
their  performance. 

The  vessel  referred  to  as  No.  1  is  161  feet  long,  29  feet  beam, 
and  10  feet  depth  of  hold ;  and  is  fitted  with  the  wrougbt-iron 
bnckets  shown  in  Figs.  24  to  26.  In  one  season  of  2,694  working 
hours,  this  machine  dredged  323,760  cubic  yards  at  a  cost  of 
$9,987,  or  3p|-g-  cents  per  cubic  yard. 

The  second  vessel  is  130  feet  long,  32  feet  beam,  and  10  feet  6 
inches  depth  of  hold.  In  the  first  six  months'  work  this  machine 
dredged  409,500  cubic  yards  in  139  working  days,  at  a  cost  of 
S9,309,  or  2^jV  cents  per  cubic  yard.  The  material  was  mud  and 
clay  with  some  gravel  and  limestone  marl,  with  a  considerable 
number  of  snags  and  roots,  and  the  cost  includes  wages,  fuel, 
stores,  repairs  and  maintenance,  but  not  towing  or  depositing  the 
material  dredged. 

It  will  be  seen  from  the  table  that  the  weight  of  the  bucket-chain 
in  column  No.  3  (as  illustrated  in  Figs.  30  to  33),  while  of  equal 
strength  is  considerably  less  per  foot  than  No.  1  or  No.  2.     The 
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increase  of  capftcity  and  larger  wearing  snrfaces  should  also  be 
noted,  together  witir  the  fact  that  a  reduced  pressure  per  square 
inoii  ie  obtained  in  protected  and  lubricated  joint  connections,  in- 
stead of  a  heavy  pressure  in  a  joint  ex(x>sed  to  the  grinding  action 
of  Band  and  water. 

"With  the  improved  buckets  and  simplified  construction,  the 
oliain-bucket  machine  is  capable  of  still  higher  results  than  those 
stated  above,  as  much  of  the  ditKenlty  labored  under  from  excessive 
■weight  and  wear  and  tear  is  done  away  with,  and  a  machine  pro- 
dneed  which  is  cheaper  in  first  cost,  because  the  weight  is  less,  and 
cheaper  to  maintain,  because  more  durable. 

Fig.  34  shows  a  type  of  machine  adapted  for  channel  work,  and 


'^presentB  a  dredge  having  a  capacity  of  6,000  cubic  yards  per  day, 
and  capable  of  dredging  to  a  depth  of  25  feet.  The  mode  of  work- 
'"g  is  shown  in  Fig.  36.  The  hull  ie  moored  in  position  by  anchor 
ebains  controlled  by  a  steam  winch,  and  the  buckets  feed  sideways 
i»er  the  bottom  for  the  width  of  the  channel  to  be  made,  advanc- 
W(t»  short  distance  ahead  at  every  cut  by  hauling  in  on  the  bow- 
'^'■ij'.  In  some  cases  a  spud  anchor-post  is  used  at  the  stem  for 
"woringthe  hull,  the  buckets  at  the  front  end  taking  a  mdial  eat 
*boat  the  spud  as  a  center.  A  machine  of  this  kind  is  represented 
in  Fig.  35. 

The  range  of  application  of  the  system  extends  to  almost  every 
»ind  of  under-water  excavation,  and  it  is  as  well  adapted  for  canal 
dredging  as  for  channel  dredging.  A  machine  for  the  former 
class  of  work  is  arranged  to  cut  in  Irout,  so  as  to  excavate  its  own 
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iloating  water,  and  to  form  the  banks  with  the  dredged  material  at 
one  operation.  In  tlie  caee  of  a  combination  machine  designed  by 
the  writer,  the  material  is  deposited  on  the  bank  by  a  continuons 
discburging  apparatus,  which  allowe  the  excesB  of  water  to  drain  off 


before  dcpoeiting,  thne  making  a  more  solid  embankment,  and 
avoiding  the  washing  back  of  the  material  into  the  cnt 

In  consulcring  the  cost  of  thepe  macliines,  regard  shonld  be  had 
not  only  to  the  first  coat,  but  to  the  co8t  of  maintenance  in  relation 
to  the  capacity,  and  to  the  extent  and  dnration  of  t)ie  work  to  be 
done.     One  elevator  machine,  with  a  capacity  of  B,000  cubic  yards 


ffgMy 


per  day,  will  do  I>etter  an<i  cheaper  work  than  fonr  other  dredges 
with  a  capacity  of  1,600  cubic  yards  each,  if  employed  on  the  sanio 
work,  altliongh  the  former  may  cost  twice  as  much  to  bnild  and  ma 
as  one  of  the  latter.  Where  tlie  work  is  such  that  tlie  macliineB 
can  be  kept  employed  without  great  or  frequent  periods  of  idlenesB, 
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the  first  cost  becomes  a  very  small  factor  in  the  total  cost  of  doing 
the  work. 

In  many  cases  concentration  of  plant  is  desirable,  as  reducing 
the  working  and  other  expenses.  This  tendency  is  illustrated  by 
the  fact  that  a  large  proportion  of  British  machines  are  now  built 
as  "Hopper  dredgers,"  that  is,  a  combined  self-propelling  dredge 
and  scow,  so  that  one  vessel  constitutes  the  complete  plant.  These 
vessels  can  dredge  a  load  of  800  to  1,000  tons  in  a  few  hours,  and 
then  steam  oflE  at  8  or  9  miles  per  hour  and.  dump  it. 

In  conclusion,  the  writer  has  sought  to  present  briefly  the  lead- 
ing characteristics  of  the  chain-bucket  system  of  dredging  and  ex- 
cavating, together  with  the  defects  and  difficulties  met  with  in 
uiaking  the  system  a  success,  both  rtiecbanically  and  commercially. 
He  has  also  pointed  out  the  direction  in  which  improvements  are 
being  made  in  order  to  obviate  these  detects,  and  so  far  as  he  has 
gone  he  has  endeavored  to  increase  the  general  efficiency,  andj[^to 
construct  a  chain  of  buckets  that  will  be  durable. 

In  view  of  the  national  and  public  works,  in  which  dredging  and 
excavating  form  a  considerable  part,  it  is  of  importance  that  the 
subject  should  be  more  fully  understood,  and  the  fact  appreciated, 
that  the  cost  of  such  work  is  largely  governed  by  the  efficiency  of 
the  plant  employed. 

The  writer  has  not  attempted  to  go  into  the  many  details,  which 
go  to  make  up  a  successful  endless-chain  dredging  machine;  such 
*8  arrangement  of  hull,  engines,  and  subsidiary  gear,  systems  of 
framing,  etc.;  as  they  are  capable  of  being  adapted  to  a  variety  of 
conditions,  and  a  description  of  which  would  exceed  the  limits  of 
this  paper. 

DISCUSSION. 

Mr,  A.  W.  Robinson, — The  greatest  wear  and  tear  of  such  a  ma- 
chine takes  place,  of  course,  in  the  hinge  connections.     This  is  one 
great  reason  why  this  form  of  machine  has  not  been  introduced 
into  this  country  to  the  extent  to  which  it  has  been  used  elsewhere. 
The  fact  that  endless-chain  machines  are  in  use  in  other  places,  and 
wearing  out  so  fast  as  they  do,  and  are  able  to  do  satisfactory  work, 
or  at  least  economical  work,  in  that  way,  shows,  I  think,  that  if  we 
take  away  the  obvious  defects  and  deficiencies,  we  ought  to  have 
a  pretty  good  machine. 

The  packing  rings  are  made  of  moulded  rubber ;  they  are  made 
open,  so  as  to  be  removable,  with  the  ends  made  to  fold  into  one 
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Hnotlior,  and  oaeli  ring  is  held  in  place  by  a  brass  ring  which  has 
hook  and  eye  so  formed  in  it  that  wlien  it  is  placed  in  position,  on. 
Htroke  of  Ji  hammer  will  close  the  hook  over  and  retain  it  in  pes 
tion.     The  <liameter  of  the  pin  on  which  those  packings  are  m 
will  vary  with  the  size  of  the  machine.     For  an  ordinary  heav- 


inarliino  for  heavy  dredging,  this  pin  will  be  from  3i  to  4i  inch 
in  diameter,  with  a  little  extra  space;  the  ring  might  be  from  6 
7  indies  in  inside  diameter. 

Tlie  details  of  the  liil^rication  of  the  pin  connections  are  not 
clearly  shown  in  the  illustrations  in  the  paper  as  I  could  wis  Hi 
Wlu»re  a  hollow  pin  is  used,  a  small  piston  fits  into  the  bore,  ar'*.^ 
by  a  serew  at  the  end  of  the  pin,  the  piston  can  be  made  to  for^Z5< 
out  a  lubrieant,  as  in  an  ordinary  grease-cnp. 

T\w  grooves  in  wliieh  the  packing  rings  are  situated  are 
round,  but  the  packing  rings  are  formed  with  flaring  sides,  expan. 
iui;  that  shape,  so  that  when  they  occupy  the  groove,  their  sid. 
are  alwavs  huiririnu:  its  sides,  and  anv  sHsrht  end-motion,  which  w  il 
occur,  will  not  allow  any  dirt  to  enter  the  joint.  This  feature  o- 
protectiuij:  and  lulu-icating  the  joints  is  one  of  the  most  importi^Tm 
\\\  machines  of  this  kind. 

Mf\  (\  (\  /////. — Some  vears  airo,  I  had  i^ccasion,  to  some  extexx  "• 
to  handle  the  juvblem  of  which  this  paper  treats,  out  in  the  alluvia 
deposits  of  Idaho.  With  your  permission  I  will  illustrate.  As 
pivsuuie  vou  are  all  aware,  tlie  eountrv  called  the  Snake  Hi 
r»v>ttvMn  of  Idaho,  is  compv^sed  if  an  alluvial  de]X)sit  extending 
alvMit  100  miles  alv»n:r,  and  varvin^  from  half  a  mile  to  12  mil 
wiiie,  and  as  near  as  I  was  able  to  leani  while  en£:ao:ed  out  the 
ir  V  v^Mtaiiis  aSoni  an  even  distriiuuiou  of  llour  jrold.  It  has  be^^' 
liiO  drc;rn  v^t'a  i:reai  nianv,  Knh  smart  and  stupid  men,  to  get  th^^l 
C'.vi.  1  \^:is  eu^:iired  bv  a  compaiw  who  tried  to  get  it  bv  placii*^  fi 
;rv\^vi  !:iv  uev  o'.;t  :hcri\  and  in  mv  arteir.pts  I  started  some  of  wh^^* 
;iT\^  .»rv::!i.i?  :*\  oalleJ  hvd:viv/.i^'  :ua.'!r!nes.  They  were  composed  c-^' 
tV.e  v':\M::.H-v  va':»-v.e!s  o!  v\»vi\^r  v'atcs  wirii  sluit-es  and  cradles,  etir'  -" 
:V':v.  r-i:  V1:r-^v.'.vs  vr  tiie  w.s:or  :o  pasci  over.  T  represented  tw« 
V  \  •  •  ^  :\, !\  i  os^  .:!>:••.:,  : ' .  v^ . :  ::>.  ^ .  •  r  \ vsovi  v :  t i .  e  same  capitalists,  an< 
^ :  v^  v^:  :':ur.i  :^isi  rVr  •:>  ,*  ;\\:  :-.e  s  •.:::;:i  o:  the  problem  by  hand 
.:•  i:  :..i-  :  ::  v.  .s  .ir\  s:  ;:o.  :••!:.:  a/.v::".;:  rV.o  waror  afterward.  The^^ 
. .  vs' V  '.*<>;  s.-e/.  A  l\;'.:k  :\ve!;:v-si\  :\v:  hiirh  froui  the  water^**** 
!, »  /.  t  \:s  .■  .:  \  r  :.  v.r  •.•.*. :'cs  v'..\\ri  :::o  .'.'iv.ks  of  the  Snake  River. 
s ■  *  '\  0  ": ". . I , ',  : , ■  :  . : " * v  :" r^^ v/,  : ": . e  S :. :i k o  1 1 : v o r  : he  wst er  we  wanted 

■  ft 

;,  A  >"    :  :>  Vvi"  k  .^:T  \\::'.:.     Sv^  1  sr.irrtv.  :;s  a  m.^n  would  start  in  a 
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kfty  field  to  mow.    I  constructed  a  dredging  machine  twelve  feet 

^de,  carrying  eight  chains  of  buckets,  such  as  the  gentleman  just 

'^ferred  to,  composed  of  heavy  chain  made  of  cast-iron  links.     As  I 

Was  dealing  with  dry  material,  I  did  not  wish  to  use  any  lubricant, 

because  I  should  not  be  able  to  exclude  the  fine  dust  which  would 

be  present  in  the  banfe.    I  therefore  used  wooden  blocks  in  the  joints 

of  the  chain  and  malleable  iron  buckets  very  much  like  a  tea-cup, 

ten  inches  across  the  top.     These  buckets  I  armed  with  steel  prods, 

one  on  each  bucket.     I  never  had  two  prods  on  one  bucket,  because 

tie  rocks  would  be  caught  between  the  prods  and  prevent  pene- 

t:ration ;  but  by  putting  them  at  different  places  on  the  different 

buckets  I  succeeded  in  digging  the  bank,  which  was  so  hard  that  it 

^^as  difficult  to  pick  in  some  parts.     I  was  very  much  impressed  with 

tie  idea  that  dredging  could  be  very  advantageously  done  on  that 

principle.     I  did  not  in  a  practical  way  accomplish  a  large  amount. 

I  could  dredge  the  material  well  enough ;  I  could  wash  it  well 

enough ;  but  after  I  had  it  washed  I  found  that  I  could  scarcely 

get  enough  to  pay  for  the  trouble.     The  machine  I  had  out  there 

1  lad  a  capacity  of  about  fifteen  hundred  tons  of  material  for  ten 

liours,  with  a  twelve  horse  power  engine  lifting  it  eight  feet  high.   Of 

course,  I  cannot  speak  now  of  its  efficiency  as  a  regular  dredge.    I  am 

simply  speaking  of  the  idea  which  I  had  and  carried  out  of  cutting 

« swath  from  the  side  of  the  bank,  washing  it  on  the  copper  plates 

^nd  carrying  it  from  the  copper  plates  still  higher,  and  throwing  it 

xipon  the  bank  or  into  the  river.     The  system  was  intended  to  go 

^ght  on  down  the  bank,  cut  that  twenty-six  feet  of  bank  down 

»nd  dump  it  into  the  river;  and  when  we  had  dumped  into  the 

liver  what  we  could  reach,  then  simply  lifting  it  upon  the  bank. 

-As  I  said  before,  I  did  not  carry  it  out  far  enough  to  give  me  any 

^ta  as  to  the  desirability  of  that  means  for  deep  dredging;  but  I 

^ould  say  it  would  be  a  very  satisfactory  way  of  dealing  with  the 

<lue8tion  in  many  cases. 

I  would  further  say,  that  instead  of  using  packing  rings  of  any 
lind,  or  attempting  in  any  waj'  to  guard  against  the  entrance  of 
dnst,  I  used  wooden  bushings  in  all  the  boxes  of  my  machinery, 
^^i  I  think  there  is  a  great  deal  less  w(  ar  by  using  wood  than  by 
nsing  any  metal.  Of  course  there  will  be  a  great  deal  of  squealing 
^D<i  all  that  sort  of  thino^  that  one  must  endure,  but  it  does  not  cut 
^^e  shaft  as  metal  boxes  would  do. 

^A  IT,  li.  Towne, — For  more  than  twenty  years  I  happen  to 
"^^ehad  a  great  deal  of  familiarity  with  dredging  machinery,  and 
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to  have  had  sorno  connection  with  one  of  the  larger  dredging  com- 
panies in  this  country ;  the  subject  is  therefore  of  great  interest 
me.     The  endless  bucket  dredge  has  always  been  more  or  less 
in  England ;  never  largely  used  here.     There  was  one  used  on  th*-  _ 
Delaware  River  twenty-five  years  ago,  but  it  never  worked  ei 
ciently,  and  was  abandoned.     The  statement  Mr,  Bobinsou  hi 
made  as  to  the  need  of  improvement  of  details  in  this  mattei 
probably  accounts,  to  a  great  extent,  for  the  failure  of  the  few  mt 
chines  of  this  kind  that  have  been  tried  here.    Obvionsly,  with  tl 
endless  bucket  dredge,  the  working  parts  are  carried  clear  down 
the  bottom,  where  they  are  exposed  to  mud,  sand,  and  grit,  ai 
are  liable   to  rapid  deterioration  accordingly ;  whereas,  with 
grapple  dredge  of  ordinary  construction,  the  parts  that  liave 
move  upon  themselves  are  in  the  upper  part  of  the  bucket,  ai 
their  motions  are  slow  as  compared  with  those  of  the  cndless-cha 
dred<re.     But  for  all  that  there  are  reasons,  in  my  opinion,  wl 
the  dredge  on  this  system  of  an  endless  chain  of  buckets  has  m. 
limitations  of  use,  and  I  question  whether  it  will  ever  displace  t 
dredges  of  other  construction  for  much  of  the  work  that  is  to 
done.     For  its  best  efficiency  a  machine  of  this  kind  requires 
size.     Much  of  the  work  that  we  have  to  do  about  our  cities 
small  in  each  item,  even  if  large  in  the  aggregate ;  dredges 
required  to  go  into  docks  and  slips,  and  to  clean  out  the  accumul/i^ 
tion  of  mud  there,  and  in  my  opinion,  for  that  purpose,  the  grapple 
or  bucket  dredge  has  advantages  over  the  endless-chain  system. 

I  question  somewhat  the  correctness  of  Mr.  Bobinson's  assump- 
tion, that  the  cost  of  lifting  the  work  is  so  widely  different  in  the 
two  svstems  as  he  states  it  to  be.  I  think  he  is  in  error  in  this 
respect,  although  I  admit  the  correctness  of  the  theory  stated  in  his 
paper,  tliat  the  cost  should  differ  because  the  parts  are  balanced 
here  while  tliey  are  unbalanced  in  the  other  machine.  His  figures 
of  the  actual  horse-power  required  in  this  case,  and  my  knowledge 
of  the  actual  horse-power  used  in  tlie  other  machines,  are  such  as  to 
show  that  the  difference  is  not  so  great  as  theory  would  seem  to 
indicate. 

3[r.  A.  W.  Robinson* — While  it  cannot  be  said  that  any  single 
dredging  machine  is  suitable  for  all  purposes,  or  capable  of  working 
to  the  same  advantage  under  all  circumstances,  observation  of  work 
done  by  the  endless  chain  system,  shows  that  it  covers  most  of  the 


*  Added  since  the  meeting,  under  the  roles. 
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ground  included  by  the  various  other  types  of  dredging  apparatus, 
and  that  as  a  marine  dredge  it  reaches  its  best  efficiency  when  the 
vohime  of  material  is  largo,  and  the  space  not  too  confined.  In  its 
improved  form  it  is,  however,  being  used  in  many  other  ways  for 
special  purposes,  such  as  embankment  and  levee  building,  dry 
excavation,  drainage  canals,  irrigating  ditches,  and  street  trenching 
for  gas  and  w^ater  pipe. 

With  regard  to  Mr.  Towne's  remarks  as  to  the  relative  expendi- 
ture of  power  in  the  clam-shell  or  grapple  and  the  chain-bucket 
dredge,  it  is  freely  admitted  that  there  are  examples  of  the  former 
that  in  very  favorable  work  will  do  better  than  the  single-bucket 
machine  instanced  in  the  paper,  and  which  he  probably  had  in  his 
mind.  There  are  also  better  machines  of  the  chain-bucket  class, 
and  the  comparison  was  made  between  two  actual  examples,  not 
under  tlie  most  favorable  conditions,  but  fairly  representative  of 
their  average  work. 

In  regard  to  the  wooden  bearings  in  the  machine,  referred  to  by 
Mr.  Hill,  it  appears  to  be  a  .special  case.  Soft  bearings  do  not 
wear  the  pin  much,  but  such  bearings  require  frequent  renewal. 
The  mere  cost  of  renewing  the  worn  parts,  even  in  steel,  would  be 
comparatively  small  were  it  not  for  the  cost  of  the  delay  caused  in 
replacing  them.  Consequently  the  case  is  only  satisfactorily  met 
by  a  construction  which  wuU  be  reasonably  permanemt  and  durable 
under  the  extremely  heavy  service  which  such  machinery  is  called 
upon  to  perform. 
9 
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STRENGTH    OF  SHAFTING    SUBJECTED    TO  BOTET 

TWISTING  AND  BENDING. 

AlN  account  of  the  work  done  upon  THIS  SUBJECT  IN  THE  LABOR- 
TORY  OF  APPLIED  MECHANICS  OF  THE  MASSACHUSETrS  INSTITUTE  C 
TECHNOLOGY. 

BT   OAETANO   LANZA,  BOSTON,  MASS. 

(Member  of  the  Society.) 


The  rules  need  by  mechanical  engineers  to  determine 
strength  of  shafting  are  based  upon  experiments  on  simple  torsic 
or  on  bending  only,  and  no  experimental  work  has  been  done, 
far  as  the  writer  knows,  upon  a  combination  of  the  two.  Neve 
tlieless  it  is  a  fact  that  by  far  the  greater  number  of  shafts  in  c: 
are  subjected  to  a  combination  of  twisting  and  bending,  the  fonm 
being  due  to  the  work  transmitted,  and  the  latter  to  the  pull  of  t 
belts  in  tlie  case  of  head  or  line  shafting,  or  to  the  pressure  on  W: 
crank-pin  in  the  case  of  crank-shafts,  or  the  shock  of  the  water 
the  case  of  propeller  shafts. 

Under  certain  circumstances  the  bending  may  have  the  greats 
influence,  while  the  twisting  may  be  predominant  in   others, 
tlieir  influence  may  be  equally  divided.    Which  of  these  is  the  cr^ 
'  will  depend  upon  the  location  of  the  hangers  and  of  the  puU^ 
the  width  of  the  belts,  etc.,  etc. 

As  to  the  formulae  wliich  take  into  account  both  twisting  »-* 
bending,  there  are  two,  botli  of  which  are  based  upon  the  theory 
elasticity.     Tlie  first,  whicli  is  the  most  correct  from  a  theoretic 
point  of  view,  is  that  given  by  Graehof  and  other  writers  on  tii 
theory  of  elasticity,  and  is 

where 

Ml  =  greatest  bending  moment; 
J/j  =  greatest  twisting  moment; 
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Band  and  water  lubricant,  is  nearly  the  same ;  but  being  distributed 
over  a  larger  surface,  takes  a  little  longer  time,  and  it  did  not  seem 
to  pay  to  put  good  work  on  joints  which  would  not  stay  good. 

In  Figs.  30  to  33  is  shown  a  bucket  *  of  somewhat  different  de- 
sign, but  which  follows  out  still  further  the  direction  indicated  by 
the  previous  example.  In  this  bucket  the  endeavor  is  made  to 
combine  the  elements  of  lightness,  strength,  capacity  and  durability 
to  a  degree  not  heretofore  reached.     Durability  of  the  pin  connec- 


1 

-^ 

'/iff/yVr/// 


tions  is  obtained  by  providing  large  wearing  surfaces,  from  which 
the  sand  and  grit  are  excluded  by  a  special  form  of  self-expanding 
packing  ring.  These  wearing  surfaces  are  then  lubricated  by  posi- 
tive feed  from  a  grease  chamber  formed  in  the  bore  of  the  tubular 
joint-pin,  and  which  is  arranged  to  be  readily  charged  from  the 
outside. 

The  bucket  is  composed  of  cast  steel  in  one  piece,  with  renewable 
steel  cutting  edges  and  wearing  surfaces,  and  so  proportioned  that 
tlie  safe  working  strength  is  in  excess  of  the  maximum  tensior 


*  Patented. 
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the  bending  to  which  the  shaft  is  liable  to  be  subjected.  On  the^ 
otlier  hand,  some  rules  are  given  for  the  proper  distance  betweencr: 
hangers,  etc.,  which  are  based  upon  transverse  strength  only.  Thu< 
Unwin  gives  the  direction,  1.  That  the  axle  must  be  calculated  af 
a  beam  to  bear  the  weight  of  tlie  pulley  and  the  belt-pnll  that  is 
come  upon  it ;  2.  For  shafting  transmitting  power  and  subject  U 
torsion  onlv,  he  gives 

where  /3  =  3.204  for  wrought  iron,  and  2.877  for  steel. 

Rules  are   also  given   that  the  deflection  under  the  belt-pull 
should  not  exceed  ^  ^^^  y  of  the  distance  between  hangers,  this  defle 
tion  being  calculated  by  the  ordinary  rules  for  transverse  strengtt 
onlv. 

Returning  now  to  the  formulae  for  combined  twisting  and  bencL  - 
ing,  given  by  Grashof  and  Rankine,  it  is  to  be  observed  that  the  con- 
stants used  in  them  are  such  as  have  been  deduced  from  pure  ten- 
sion experiments,  and  not  from  experiments  on  a  combination  of 
twisting  and  bending,  which  last  is  what  should  be  done  if  they  are 
to  be  used  with  confidence. 

AVith  ji  view  to  determine  the  behavior  of  shafting  under  such 
a  combination  of  conditions  by  actual  experiment,  suitable  machin- 
ery has  been  ])ut  up  in  my  laboratory  of  applied  mechanics,  and 
the  investigation  has  been  commenced.  The  object  of  this  paper  is 
to  give  you  an  account  of  the  method  of  procedure,  of  the  machin- 
ery used,  and  of  the  few  results  thus  far  obtained,  together  witli 
such  few  conclusions  as  these  results  will  warrant,  and  to  invite 
any  comments  or  criticisms  which  you  may  be  pleased  to  make  in 
reijard  to  the  tests. 

The  principal  points  of  the  method  of  procedure  are  the 
following,  viz. :    .  • 

1st.  The  shaft  un<lcr  test  is  in  motion,  and  is  actually  driving  an 
amount  of  ]>ower  which  is  accurately  weighed  on  a  Prony  brake. 

2d.  A  transverse  load  is  applicil  which  may  be  varied  at  the 
optii»n  of  the  experimenter,  and  which  is  weighed  on  a  platform 
scale. 

;h1.  It  is  intended  to  adjust  the  proportion  between  the  torsional 
and  transverse  loads  to  ct>rrespond  with  the  proportion  between  the 
power  transmitted  and  the  belt-pull  sustained  by  a  shaft  in  actual 
u?o. 
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for  withont  unduly  increasing  the  weight;  as  the  whole  back, 
sides  and  bottom  of  the  bucket,  constitute  a  link  of  great  strength, 
and  excellent  form  to  resist  both  tensile  and  bending  stresses. 

It  is  of  the  highest  importance  to  reduce  the  number  of  parts  as 
far  as  possible.  There  are  few  mechanical  appliances  which  are  ex- 
posed to  as  rough  treatment  as  dredge  buckets,  and  it  is  conceived 
that  the  best  way  to  prevent  them  shaking  to  pieces,  is  to  make 
them  with  no  pieces  to  shake. 

The  elevator  system  has  always  beeii  an  attractive  one  to  in- 
ventors, and  the  Patent  Office  contains  the  record  of  many  curious 
devices  applied  to  dredging  and  excavating,  some  of  which  are 
modeled  after  a  flour-mill  elevator,  and  many  employing  a  pitch 
chain  composed  of  a  multitude  of  small  jointed  links,  with  other 
devices  equally  unsuccessful  in  practical  work.  Many  of  these 
have  never  been  heard  of  since,  and  some,  which  have  been  heard 
of,  have  by  reason  of  the  flimsiness  of  their  construction,  served  to 
extend  the  popular  notion  that  an  elevator  machine  may  possibly 
be  made  to  dig  sand  or  mud;  but  for  stones  and  hard  material  is 
entirely  impracticable. 

The  writer  believes  this  to  be  a  misapprehension  of  the  capa- 
bilities of  the  system,  as  it  has  been  successfully  demonstrated 
that  **  hard  pan,"  slate,  shale  or  other  schistose  rock  can  be 
economically  dredged  from  its  natural  bed  with  a  properly 
adapted  chain-bucket  maghine.  In  dredging  of  this  nature,  the 
principal  work  of  the  buckets  is  to  break  up  the  material,  and  for 
this  purpose  they  are  made  of  great  strength  and  fitted  with  steel 
teeth  of  special  form.  The  action  thus  resembles  a  series  of  pow- 
erful pickaxes  delivering  rapidly  repeated  blows.  It  will  be  seen 
that  in  work  of  this  kind,  a  special  advantage  is  derived  from  the 
doubling  of  the  buckets,  that  is,  constructing  the  chain  wholly  of 
buckets,  instead  of  half  the  number  connected  by  links,  the  digging 
effect  being  thus  doubled. 

Buckets  for  heavy  dredging  purposes,  made  entirely  of  cast  steel, 
were  first  used  in  this  country,  to  the  writer's  knowledge,  about 
four  years  ago,  upon  the  works  with  which  he  was  connected. 
These  have  since  been  doing  the  severest  kind  of  work,  tearing  up 
shale  rock  from  its  natural  bed  in  30  to  36  feet  of  water,  and  in  a 
current  of  4  to  6  miles  per  hour ;  and,  with  the  exception  of  some 
wear  upon  the  renewable  portions,  are  practically  as  good  to-day  as 
at  first. 

There  must  inevitably  be  deterioration  of  the  wearing  surfaces 
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'iiust  be  taken  into  account;  i.  €.  the  load  required  to  break  the 
Bliaft  is  very  much  smaller  if  sufficient  time  be  allowed  for  it  to 
oj>crate,  say  30  or  40  hours,  than  if  we  are  required  to  break  it  in 
&    short  time,  say  one  hour. 

The  mode  of  conducting  an  experiment  is  as  follows  : 
1st.  Decide  upon  the  amount  of  horse-power  to  be  transmitted, 
AT^d  the  transverse  load  to  be  used,  and  adjust  the  brake  and  the 
s<iTew8  iiSso  as  to  realize  them  approximately. 

2d.  Set  the  shaft  in  motion,  and  let  it  run,  keeping  the  boxes 
oiled,  until  it  breaks,  noting  the  time  required  to  break  it. 

3d.  If  it  finally  breaks,  then,  in  making  the  next  experiment, 
diminish  the  loads  and  run  it  for  a  longer  time,  continuing  this 
process  until  we  ascertain  what  is  the  smallest  load  which  will  break 
tlie  shaft  by  allowing  sufficient  time. 

4th.  The  question  next  arises,  What  is  absolutely  the  least  load 
'^hich  will  break  the  shaft  ?  This,  of  course,  requires  a  large  number 
of  experiments ;  and  I  cannot  say  that  we  have  yet  reached  this 
determination. 

The  following  table  will  give  the  results  of  the  tests  on  iron 
sbafts,  and  they  will  then  be  discussed  : 
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Two  specimens  of  the  1".25  shafting  and  two  of  the  1"  were 
tested  for  tension,  the  results  being  as  follows  : 


1".25  diameter,  j  ^' 


Breaking  strenffth 
per  eqnare  inch. 

No.  1 46,800 

2 49,8«6 


1"      diameter,  j 


Average 48,833 

No.  1 58,687 

No.  2 61.812 

Average : 6(),250 


As  to  conclusions. 

Ist.  It  is  plain  from  these  results  that  a  shaft  wliose  size  is  deter- 
mined by  means  of  the  results  of  a  quick  test  would  be  too  weak, 
and  that  our  constants  should  be  obtained  from  tests  which  last  for 
a  considerable  length  of  time. 

2d.  A  perusal  of  the  tables  will  show  that  the  results  obtained 
apply  more  to  the  bending  than  to  the  twisting  of  a  shaft,  as  the 
transverse  load  used  in  these  tests  was  so  large  compared  with  the 
twist  as  to  exert  the  controlling  influence.  This  will  be  plain  by 
a  comparison  of  the  values  of/l  f^  andyi 

3d.  Jfevertheless,  a  comparison  of  the  fifth  column  with  the  last 
two  will  show  that  the  bending  moments  actually  used  were  gener- 
ally less  than  such  as  might  easily  be  realized  in  practice  with  the 
twisting  moments  used. 

4th.  It  seems  fair  to  conclude  that,  in  the  greater  part  of  cases 
where  shafting  is  uped  to  transmit  power,  as  in  line  shafting  or 
inmost  cases  of  head  shafting,  the  breaking  is  even  more  liable 
to  oecar  from  bending  back  and  forth  than  from  twisting,  and 
"6nce,  that  in  no  case  ought  we  to  omit  to  make  a  computation  for 
the  bending  of  the  shaft  as  well  as  the  twist. 

5th.  As  to  the  precise  value  of  the  greatest  allowable  outside 
fiber  stress  to  be  used  in  the  Grashof  formula,  it  is  plain  that  it  is 
not  correct  to  use  a  value  as  cjreat  as  the  tensile  strength  of  the 
•J'on,  and  while  the  tests  show  that  this  figure  should  not  for 
common  iron  exceed  40,000  lbs.  per  square  inch,  it  is  probable  that 
tests  where  a  longer  time  is  allowed  for  fracture  will  show  a 
sinaller  result  yet. 

6th.  Another  matter  of  interest  to  note  is,  that  we  have  a  par- 
allel to  tliese  tests  in  the  experiments  of  Wuliler.  His  experiments 
were  made  by  subjecting  the  shaft  to  bending  back  and  fortii  with- 
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out  adding  any  twist.  He  found  for  good  wrought  iron  a  v 
for  the  breaking  strength  per  square  inch,  under  a  continued  r 
tition  of  stress,  of  about  32,000  lbs.  per  square  inch. 

Perhaps  further  experiments  may  lead  to  a  vahie  as  low  as 
for  greatest  allowable  fiber  stress  per  square  inch ;  at  any  rat 
would  be  more  prudent  to  use  this  value  than  a  value  equal  U 
tensile  strength. 

TWIST   UNDER   MODERATE   LOADS. 

Next,  as  to  twist  under  moderate  loads,  the  results  give  us 
moduhis  of  elasticity  for  torsion.     The  results  will  be  given 
and  afterward  the  aj>paratus  will  be  described.     The  values 
obtained  from  experiments  on  1"  shafts,  and  are  as  follows : 

No.  of  Test. 

18 11,268,588     , 

19 9,979,819 

20 15.911,690 

21 12,169,443 

22 12,221,289 

28 11.943,088 

24 11,293,188 

25 12.878,875 

26 18,410,870 

9)Til,076,299 
12,841,811 

The  tensile  modulus  of  elasticity  of  this  shafting,  as  determ 
by  experiment,  was  29,008,621  pounds  per  square  inch. 

The  theory  of  elasticity  gives  the  shearing  modulus  of  elast 
as  two-fifths  the  tensile  or  |  (29,008,621)  =  11,603,448,  which  ii 
far  from  the  average  value  found  by  experiment. 

APPARATUS  FOR  MEASURING  TWIST. 

The  apparatus  for  measuring  the  angle  of  twist  under  mod< 
loads  was  devised  mainly  by  Mr.  Theodore  R.  Foster,  one  ol 
graduates  of  the  class  of  1S86,  who  took  the  subject  of  shafting 
his  graduating  thesis.     A  brief  description  will  now  be  given  • 

The  disks  7\  and  T^  are  made  of  brass,  and  each  is  in  two  pi 
so  that  they  may  be  easily  put  on  or  removed  from  the  ^ 
They  are  placed  on  bushings  which  can  be  adapted  to  IJ 
shafts  or  under.  Each  bushing  has  eight  set  screws  for  centi 
the  disk  on  different  sized  shafts.  Each  disk  has  a  boss  at 
center  turned  down  to  form  a  bearing;  on  the  disk  7\  for 
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'W'ronght-iron  arms,  and  on  the  disk  T^  for  one.     One  of  the  arms 
on   Tj  carries  a  brass  brush  pointed  with  platinum,  which  presses 
against  the  circumference  of  the  disk  as  it  revolves,  and  so  also  the 
arm  on  T^  carries  another  brush  fixed  in  the  same  manner.     The 
second  arm  on  T^  carries  a  tangent  screw  which  presses  against  the 
arm  with  the  brush.     The  arms  are  kept  from  revolving  by  suit- 
able stops  fixed  in  the  frame  while  the  disks  revolve  under  the 
brushes.     The  two  brushes  are  insulated  from  the  arms,  but  con- 
nected with  each  other  by  a  wire,  a  battery  and  a  telephone  being 
placed  in  the  circuit.     The  circumferences  of  the  disks  are  made 
of  rubber,  except  that  at  pne  point  in   each  circumference  a  thin 
piece  of  platinum  is  let  into  the  rubber  connected  with  the  me- 
tallic portion  of  the  disk,  the  circuit  being  conipleted  through  these 
pieces  of  platinum,  the  disks,  and  the  shaft,  so  that  if,  in  the  revo- 
lution, the  two  brushes  strike  their  respective  pieces  of  platinum  at 
the  same  instant,  there  is  a  current,  and  consequently^  a  ticking  in 
the  telephone ;  whereas,  if  they  do  not  strike  at  the  same  instant 
there  is  no  current,  and  hence  no  sound  in  the  teleplione. 

The  manner  of  using  the  apparatus  is  as  follows :  Start  up  the 
shaft  with  a  very  small  load  on  the  brake,  screw  the  tangent  screw  . 
until  a  ticking  occurs  in  the  telephone,  and  measure  (with  a  microm- 
eter caliper)  *the  distance  apart  of  two  metallic  points  which  are 
fixed  in  the  arms  for  that  purpose  at  the  same  distance  from  the 
center.    Next,  put  the  desired  load  on  the  brake,  and  again  screw 
the  tangent  screw  until  ticking  occurs  in  the  telephone,  and  again 
measure  the  distance  apart  of  the  same  two  points.     The  diifei'- 
ence  of    tlie  angles  corresponding  to  these  two  chords  gives  the 
angle  of  twist  corresponding  to  the  difference  of  the  two  loads 
on  the  brake. 

In  closing  this  paper  I  must  apologize  for  the  meagerness  of  the 
results  obtained  thus  far,  hoping  that  what  little  has  been  done 
^*y  prove  of  some  interest. 

DISCUSSION. 

Jfr.  Wm,  Kent, — I  know  of  an  experience  in  Pittsburg  some 
years  ago,  which  confirms  Professor  Lanza's  statement,  that  a 
Wt  will  break  under  repeated  strains  where  it  may  not  break 
Qnder  one  strain.  In  feeding  tables  for  a  rolling-mill,  ^vhere  the 
'nain  shaft  driving   the  table   was  subjected  to    twisting   strains 

■ 

Jn  reverse  directions,  that  shaft   would  generally  have   a  lite  of 
about  six  months,  and  when  it  broke,  it  broke  like  a  broom.     The 
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fibers  expanded  out  like  a  brush  on  both  sides,  and  came  apart  ~z 
that  way.     It  was  wrought  iron. 

Mr.  G,  C.  Henning. — I  think  the  ground  is  very  well  covered  Ir 
Mr.  Baker's  paper  which  we  will  hear  soon.  In  it  is  taken  up  tl 
case  of  Woehler's  experiments,  but  he  has  not  only  duplicated  ther- 
but  gone  far  beyond  in  comparing  soft  steel,  mild  steel,  and  wrong-' 
iron,  and  he  there  slio\vs  that  it  is  not  alone  tensile  strength 
elastic  limit  which  determines  the  life  of  shafts  subject  to  torsion 
and  bending  strains,  but  it  is  the  repetition  of  distortions  whL  - 
affects  them  most  seriously.  This  case  of  a  rolling-mill  shaft  is  p:3 
cisely  the  same  thing ;  as  a  rule  our  designs  for  members  used  in  tlj 
way  have  been  entirely,  not  to  say  erroneous,  but  such  as  to  indict 
that  we  have  designed  them  on  the  basis  of  ultimate  strength,  i 
stead  of  on  the  capacity  for  doing  work.  The  life  of  such  m^  i 
bers  depends  on  something  else,  which  we  have  not  yet  found  o"i 
It  depends  on  the  effect  of  superposition  of  strains,  even  if  they  ^ 
within  the  elastic  limit. 

Mr.  J.  T.  Hawkins. — I  would  like  to  mention  one  or  two  iustan  o 

which  hap])ened  within  the  last  three  months  in  my  experience,  an 

which  go  to  substantiate  Professor  Lanza's  position  as  to  the  bene 

ng  strains  on  shafting  tending  to  their  rupture  more  than  twistin- 

itrains.     "Within  my  knowledge,  within  the  last  three  months  a  twc 

nch  steel  shaft  has  broken  in  the  same  place,  and  within  the  huE 

)f  the  pulley,  which  w^ould  be  very  strong  proof,  I  think,  that  ii 

30uld  not  in  that  case  have  been  caused  to  any  considerable  extent 

)y  twisting.     It  would  certainly  be  due  to  the  strain  of  the  belt  in 

)roducing  transverse  stress  on  the  shaft.     The  fractures  occurred 

in  the  same  shaft  in  the  same  building,  and  very  near  the  sann 

place,  twice  within  about  three  months — a  two-inch  steel  line  shaft 

Mr.  T.  S.  Crane. — It  seems  to  me  important  to  have  the  attentior 
)f  engineers  called  to  the  effect  of  this  lateral  strain  and  torsion. 
I  had  an  experience  once  where  I  had  to  put  the  pulley  to  receivt 
the  entire  power  of  the  engine  on  a  four-inch  shaft,  and  I  could  no 
get  a  hanger  near  that  j)ulley.  I  expected  to  have  trouble  wnth  it 
but  it  ran  for  two  years,  and  then  the  shaft  broke  off  just  within  th« 
edge  of  the  ])ulley.  It  broke  with  a  brittle  fracture,  showing  tha 
the  effect  of  the  two  strains  had  been  to  crystallize  the  iron.  I  di< 
not  think  it  would  run  as  long  as  it  did.  The  shaft  was  ready,  am 
there  was  a  great  pressure  to  get  the  factory  started,  and  there  wa 
no  time  to  get  a  larger  shaft.  When  it  was  replaced  it  was  replaces 
with  a  larger  shaft,  and  no  further  trouble  arose. 


8TBENGTH  OP  SHAFTING  SUBJECTED  TO  TWISTING  AND  BENDING.   I4l 

Mt.C.  C.  Hill. — Some  years  ago  I  liad  experience  in  establishing 
a  friction*  plant  for  a  large  saw-mill,  where  the  pressure  on  what  we 
call  the  counter-shafts  was  large,  greater  than  is  usually  put  on 
belted  shafts.  T  found  the  same  difficulty  there  with  shafts.  The 
shafts  were  very  much  larger  than  for  ordinary  transmissions  of  a 
like  amount  of  power,  but  we  could  not  run  them  many  months  or 
years  without  their  breaking  right  ofi  close  to  the  pulley. 

Mr.  H,  R,  Towne. — I  wish  to  make  a  few  comments  on  this 
paper, as  the  subject  is  one  that  interests  me ;  and  in  the  first  place  I 
cannot  refrain  from  expressing  the  gratification  which  I  think  we  all 
tfeelthat  our  transactions  are  growing  to  include  so  much  more  of 
OTJginal  investigation.  Each  of  our  recent  volumes  has  contained 
'xiore  or  less  of  it,  and  obviously  the  value  of  our  transactions,  to 
OTireelves  and  to  the  world,  will  increase  in  proportion  to  the 
^jnount  of  this  original  work  which  is  done.  Professor  Lanza  tells 
XEsthat  he  has  just  commenced  this  line  of  investigation,  and  it  is 
c^trtainly  to  be  hoped  that  he  will  continue  it  in  the  direction  in 
"vvhich  he  has  started.  » 

I  wish  to  set  forth  a  few  points  which  can  be  properly  considered 
in  pursuing  it.     In  the  first  place,  the  tests  which  have  been  made 
tiave  been  such  as  to  result  in  the  destruction  of  the  shafL     In 
'practice  we  do  not  intend,  when  designing  a  shaft,  that  it  shall  be 
iiestroyed,  and  I  conceive  that  the  conditions  obtaining  in  a-shaft 
'v^rhich  is  subjected  to  such  strains  as  to  destroy  it  within  a  few 
hours  or  days  may  be  different  from  those  obtaining  in  a  shaft  sub- 
jected to  ordinary  conditions,  where  it  is  intended  to  endure  per- 
naanently.     It  is  to  be  hoped  that  the  series  of  experiments  will 
inclode  tests  of  shafts  under  conditions  approximating  to  those  of 
ordinary  practice.     Now,  in  connection  with  such  tests,  one  of  the 
points  of  interest  is  to  determine  by  experiment  whether  it  is  right, 
i^  calculating  the  stresses  upon  a  shaft  subjected  to  both  bending 
*iid  torsion,  to  assume  that  they  are  equal  to  the  sum  of  the  stresses 
resulting  from  each   of  the  two  strains  taken  independently,  or 
whether  the  two  coexisting  stresses  act  upon  one  anothei^  to  modify 
either;  this  is  an  unsettled  question,  experimentally  at  least,  and 
an  important  one  to  know.     That  is,  having  a  shaft  which  we  know 
Js  expected  to  transmit  a  given  amount  of  power  by  torsion,  and 
knowing  the  strains  existing  in  it  by  reason  of  the  work  thus  done, 
are  we  to  assume  that  subjecting  that  same  shaft  simultaneously  to 
a  bending  strain  augments  the  stresses  in  it  exactly  in  proportion 

*  Transmitting  by  friction  gearing  instead  of  belts. 
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to  the  bending,  or  does  the  fact  that  the  two  loads  are  co-existent 
serve  to  modify  the  stresses  in  any  way ! 

One  other  question  in  connection  with  this  is,  I  think,  particu- 
larly important.  A  long  shaft  transmitting  power  becomes  one  of 
the  best  possible  kinds  of  springs.  Many  of  us  know  that  a  long 
rod  of  metal  subjeetecj  to  twisting  or  torsion  gives  us  a  beautiful 
spring  action.  We  have  had  our  attention  called  this  morning 
to  the  fact  that  the  transmission  of  power  by  gears  is  liable  to 
result  in  intermittent  impulses.  We  know  that  to  be  the  case. 
I  have  recently  had  occasion  to  consider  the  case  of  a  shaft  trans- 
mitting considerable  power,  where  I  discovered  that  if  a  short 
length  of  the  shaft  was  used,  a  perfectly  steady  and  smooth  action 
was  obtained ;  whereas  if  the  shaft  had  considerable  length,  the 
action  became  irregular  and  pulsating,  and  without  taking  time  to 
tell  you  how  I  conducted  the  investigation,  I  satisfied  mj'self  that 
the  cause  of  the  irregularity  was  a  pair  of  bevel  gears,  through 
which  j)ower  was  transiliitted  to  the  shaft.  Now,  let  us  take  two 
springs  each  composed  of  a  piece  of  flat  steel,  and  first  examine 
the  one  that  is  shortest,  which  is  supposed  to  be  clamped  at 
one  end  into  a  solid  block  of  metal  and  to  project  freely  from 
it.  If  I  apply  a  given  power  to  the  end  of  the  spring,  so  as 
to  bend  it,  and  then  release  it,  the  spring  will  fly  back  and  will 
vibrate  several  times,  but  will  quickly  come  to  rest.  If  I  apply 
the  same  amount  of  power  to  the  longer  spring,  it  will  give  the 
same  moment  at  the  same  point,  but  on  releasing  this  spring  it  will 
vibrate  very  much  longer  than  the  other.  The  reason  for  this,  if 
we  think  a  moment,  is  the  inertia  of  the  parts,  or  more  properly 
their  momentum.  This  is  still  more  the  case  in  long  shatling,  be- 
cause we  have  a  spring  consisting  in  that  case  of  a  shaft  subjected 
to  torsion,  on  which  we  have  put  more  or  less  dead  load  in  the 
shape  of  pullie3  and  other  weights,  which  frequently  give  us  a  very 
considerable  amount  of  material  in  motion.  Conceive  of  the  shaft 
first  as  at  rest,  and  of  considerable  length,  and  the  power  as  applied 
to  one  end.  The  inertia  of  the  parts  tends  to  keep  them  at  rest 
until  an  angle  of  torsion  is  developed  sufficient  to  set  the  whole 
shaft  in  motion.  Now  our  power  is  quite  frequently  more  or  less 
intermittent.  When  the  inertia  of  the  whole  shaft,  or  of  the  parts 
at  its  far  end,  is  overcome,  they  are  set  in  motion  ;  then  a  recovery 
takes  place,  and  thus  is  established  a  vibration,  which  certainly  must 
in  some  way  involve,  as  oik^  of  its  factors,  the  amount  of  matter  in 
motion — in  otlier  words  the  momentum  of  the  parts.     So  far  as  my 
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•eading  extends,  I  have  not  noticed  any  discussion  of  this  subject  in 
connection  with  shafting,  and  I  consider  it  a  practical  question. 
riie  ordinary  formulas  for  determining  the  size  of  such  shafts 
usually  adopt  some  arbitrary  limiting  angle  for  the  angle  of  torsion. 
D.  K.  Clark  gives  it  in  his  manual  (and  I  think  it  is  taken  by  him 
from  older  authorities),  as  one  degree  for  each  twenty  diameters  of 
length  of  shaft     The  correctness  of  that  formula  is  based  on  the  as- 
sumption that  we  shall  not  get  a  greater  amount  of  this  action  which 
I  have  just  described  in  one  length  than  another,  or  at  least  that  it 
^11  be  directly  proportionate.     Practice,  however,  shows  that  this 
18  not  the  case,  but  that,  as  we  lengthen  our  shaft,  after  we  have 
passed  a  certain  point,  with  such  conditions  as  these,  vibration  can 
be  set  up,  and  that  the  vibratory  action  is  very  objectionable  in 
most  cases.     It  is  to  be  hoped,  therefore,  that  the  line  of  experi- 
ment which  has  been  commenced  may  include  considerations  of 
these  conditions,  which  exist  in  actual  practice.     Incidentally,  I 
may  remark  in  closing,  that  I  had  occasion  recently  to  test  for  tor- 
sion a  shaft  two  inches  square,  of  cold  rolled  steel,  which  had  been 
turned  down  at  three  points  to  form  bearings,  the  bearings  however 
leiug  the  full  diameter  of  the  sides  of  the  shaft,  that  is  to  say,  two 
inches  in  diameter,  without  reducing   the  diameter,  the   corners 
leing  merely  taken  off.     The  shaft  was  some  twenty  feet  long,  and 
the  tests  were  made  at  two  points,  one  of  them  involving  a  length 
of  shaft  of  twenty  feet  subjected  to  torsion,  the  other  of  half  that 
length.     The  result  showed  practical  agreement  with  the  ordinary 
iormula,  except  some  discrepancy  as  to  the  angle  of  torsion  being 
directly  as  tlie  length  of  the  shaft,  of  which  I  am  not  yet  quite 
satisfied,  and  intend  to  pursue  further.     As  a  matter  of  record  it  is 
Jerhaps  worthy  of  note  that,  taking  Clark's  formula  for  the  limiting 
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^nditions,  D  =  ^  gAA^*>  ^  being  the  angle  of  torsion  in  frac- 
tions of  a  circle,  limited,  as  I  said  before  to  one  degree  in  each  20 
diameters  of  length,  TT  being  the  weight  in  pounds,  R  the  radius 
JDfeet,  L  the  length  of  shaft  in  feet,  and  d  the  diameter  in  inches, 
le  gives  the  above  numerical  factor  for  wrought  iron,  and  in  another 
place  gives  figures  showing  that  the  corresponding  factor  for  steel 
^onld  he  about  33,000.  Applying  the  formula  to  the  actual  record 
of  the  experiment  which  I  made  gives  as  tins  numerical  factor 
56,300  for  cold  rolled  steel,  as  against  about  33,000,  which  Clark 
gives  for  ordinary  steel,  showing  very  forcibly  the  value  derived 
from  cold  rolling. 


144   STRENGTH  OP  SHAFTING  SUBJECTED  TO  TWISTING  AND  BENDING. 

Professor  Lanza. — I  think  the  remarks  of  the  president  are  very 
much  to  the  point,  and  I  am  very  glad  to  have  his  suggestions. 
We  have  not  thus  far  been  able  to  do  much  testing  with  the  shaft 
under  moderate  loads.  In  regard  to  the  way  in  which  the  twisting 
affects  the  ultimate  strength  of  the  shaft,  for  bending  and  vice  versa^ 
we  are  trying  to  determine  how  far  we  can  depend  upon  Grashof  s 
formula;  and  our  method  of  procedure  is  as  follows.  Having 
broken  one  shaft  by  subjecting  it  to  a  certain  bending  moment, 
combined  with  a  certain  twisting  moment,  we  compute  by  Grashofs 
formula  the  greatest  fiber  stress.  Then  if  the  formula  represents 
correctly  the  facts,  we  ought  to  be  able  to  break  another  of  the 
same  dimensions  and  material  in  the  same  length  of  time,  by  using 
a  different  amount  of  bending  moment,  and  a  different  amount  of 
twisting  moment,  so  proportioned  as  to  give  by  the  formula  the 
Siime  greatest  fiber  stress.  What  the  result  will  be  remains  to  be 
determined. 
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A   NEW  CONICOGRAPH. 

BT  ANDREW   C.   CAMPBELL,   BRIDtiBPORT,   COMN. 

(Associate  Member  of  the  Society.) 

It  is  with  no  small  degree  of  timidity  that  the  writer  brings  to 
the  notice  of  this  society  a  new  device  for  describing  the  several 
curves  known  as  tlie  **  conic  sections."  Instruments  of  this  class, 
even  though  perfectly  adapted  to  the  purposes  for  which  they  are 
intended,  have  a  very  limited  use  in  many  branches  of  the  profes- 
sion, yet  the  problem  has  proven  a  fascinating  one,  and  herein  are 
presented  the  results  of  his  investigation. 

It  is  generally  understood  that  the  ellipse,  parabola,  and  hyper- 
bola may  be  drawn  with  such  simple  appliances  as  a  string,  straight- 
edge, pencil,  and  a  couple  of  pins.  Elli])sographs  by  the  score  have 
been  invented  and  patented  in  this  country,  to  say  nothing  of  the 
many  devices  for  a  like  purpose  which  were  originated  abroad,  so 
that  it  is  not  safe  to  rest  very  secure  in  the  belief  that  the  one 
herein  described  is  entirely  new,  however  original  it  may  have 
been  with  the  writer. 

The  instrument  best  known  for  describing  the  ellipse  is  the 
ellipse  trammel,  w'hich  consists  of  a  tixed  base  ])late  with  two  grooves 
in  its  upper  surface  at  right  angles  one  with  the  other,  and  a  tram- 
mel-bar having  three  adjustable  ])oints,  two  of  which  track  in  the 
grooves  aforesaid,  while  the  third  traces  the  curve.  This  baseplate 
is  usually  in  the  form  of  a  cross  having  equal  arms,  and  the  smallest 
ellipse  that  can  be  drawn  with  such  a  device  will  have  a  major  axis 
about  twice  the  length  of  this  ci'oss,  and  a  minor  axis  about  one- 
half  the  major.  Its  application  to  larger  ellipses  is  also  dependent 
upon  the  size  of  this  cross,  for  we  cannot  draw  an  ellipse  with  it 
whose  major  axis  exceeds  the  minor  by  more  than  the  length  of  the 
cruss.  However,  this  instrument  has  verv  many  uses,  and  the  prin- 
ciple of  it  is  applied  in  almost  all  forms  of  ellipsographs.  In  search- 
ing the  Patent-records  Index  very  many  ''Ellipsographs''  were 
found,  but  the  search  was  vain  for  parabolagraphs  and  hyperbola- 
10 
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graphs,  from  which  it  was  concluded  that  no  great  success  had 
been  achieved  in  these  directions.  For  describing  these  curves  the 
string  and  straight-edge  are  generally  resorted  to,  and  even  recom- 
mended as  the  only  "  nieclianical"  means,  though  Professor  Sylves- 
ter, who  investigated  the  "  Peaueellier  cell,"  and  invented  many 
novel  uses  and  forms  of  it,  developed  a  system  of  linkages  from  it 
with  which  it  is  possible  to  describe  the  ellipse,  parabola  and  hy- 
perbola, as  well  as  other  complicated  though  definite  curves. 
Many  links  are  brought  into  action  in  his  apparatus,  but  the  result 
is  obtained  with  mathematical  exactness. 

Havintr  read  the  two  instructive  and  sucrgestive  articles  in  the 
Soieiitijic  Ainei'ican  Supplement ,  by  Professor  MacCord,  of  Stevens 
Institute,  in  which  he  described  two  possible  machines — one  for 
drawing  the  hyperbola,  and  another  for  drawing  the  parabola — the 
writer  became  interested  in  the  subject,  arid  undertook  to  solve  the 
same  problems  mechanically,  and  by  cutting  across  lots  the  results 
aimed  at  were  obtained  in  a  comparatively  simple  manner,  and 
there  were  embodied  in  a  single  instrument  elements  which  admit 
of  such  transposition  as  to  make  it  possible  to  delineate  not  only 
the  parabola  and  hyperbola,  but  the  ellipse  as  well ;  hence  the 
name  **  Co?iieo{/raphJ^ 

I. — The  Ellipse. 

In  order  that  the  "  reasons  why  "  may  be  well  understood  it  might 
be  well  to  show  how  the  "  Gardener's  Ellipse  "  is  described  with  the 
string  and  pins,  as  this  illustrates  an  important  property  of  the 
ellipse,  namely,  that  the  sum  of  two  lines  drawn  from  the  focn  to 
meet  at  any  point  in  the  curve  is  equal  to  the  major  axis. 

Having  first  determined  upon  the  length  of  the  major  and  minor 
axes,  take  a  string  (having  a  loop  at  each  end)  of  a  length  equal  to 
the  major  axis,  and  double  it,  using  the  half  length  thus  obtained 
as  a  radius  with  which  from  one  extremity  of  the  minor  axis  as  a 
center,  describe  an  arc,  cutting  the  major  axis  in  two  points  equi- 
distant from  its  center.  Where  said  arc  intersects  the  major  axis 
will  be  the  foci,  and  by  securing  the  looped  ends  of  the  string  afore- 
said, one  at  each  of  these  focal  points  by  pins,  we  will  find  that 
when  the  string  is  drawn  taut  in  any  direction  with  a  marking 
point,  said  point  will  lie  on  the  curve. 

Referring  to  the  diagram,  Fig.  38,  let  A  B  be  the  major  axis 
and  C  D  the  minor  axis  of  an  ellipse.     With  A  L  (half  of  A  B)  as 
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a  radius  and  C  or  D  as  a  center  describe  an  arc  cutting  the  line  A  B 
at  the  foci  E  and  F,  then  C  is  a  point  in  the  curve,  since  C  E  4- 
CF  =  AB.  If  the  marking  point  be  passed  to  the  position  G, 
and  both  parts  of  the  string  kept  straight,  the  requirements  are 
fulfilled,  and  G  is  a  point  in  the  curve,  for  E  G  4-  G  F  =  A  B. 

Further,  if  the  line'E  G* 
be  produced,  and  Gil 
be  made  equal  to  G  F, 
the  whole  line  EH  will 
be  equal  to  A  B.  This  is 
true  of  course  wherever 
the  point  G  is  taken  on 
the  curve,  and  the  point  A| 
H  will  alwajs  lie  on  the 
circular  arc  H  h,  whose 
center  is  E,  and  whose 
radius  is  A  B.  (This  line 
might  be  called  the  direc- 
trix of  the  ellipse,  since  its  relation  to  the  curve  seems  to  be  the 
same  as  the  directrix  of  a  parabola  to  the  parabola.)  If  the  angle 
F  G  H  be  bisected  by  the  line  S  T,  said  line  will  be  tangent  to  the 
ellipse  at  the  point  G  and  will  always  be  at  right  angles  to  the 
line  FH  which  it  also  bisects. 

In  designing  a  mechanism  which  will  preserve  these  conditions  in 
all  positions,  a  parallelogram  of  equal  links  (see  Fig.  30)  1,  2,  3  and 
4,  is  employed.  The  links  1  and  4  are  jointed  at  the  fociis  F;  2 
and  3  to  one  extremity  H  of  the  adjustable  radius  bar  6 ;  3  and  4  to 
one  end  S,  of  the  tangent  bar  5,  while  1  and  2  are  jointed  at  T  and 
control  the  direction  of  the  end  T  of  said  tangent  bar  5.  Now  if 
the  points  E  and  F  of  this  linkage  be  located  at  the  foci  of  the 
required  ellipse  whose  major  axis  is  equal  to  E  H,  the  intersection 
of  the  lines  E  H  and  S  T  may  be  shown  to  be  a  point  in  the  ellipse. 
At  this  point  then  is  arranged  a  compound  slide  carrying  a  mark- 
ing tool  so  that  by  swinging  this  system  of  links  in  the  plane  of  the 
paper,  about  the  two  controlling  points  E  and  F,  the  circumference 
of  tiie  required  ellipse  will  be  traced.  As  constructed,  this  instru- 
ment will  not  describe  the  entire  ellipse  at  one  setting  (owing  to 
the  interference  of  some  of  the  parts),  so  that  after  drawing  one- 
half  of  the  figure,  the  points  E  and  F  must  be  transposed  before 
the  remaining  half  can  be  drawn.  The  size  of  the  parallelogram 
limits  the  maximum  capacity  of  the  instrument  as  an  ellipsograph 
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for  describing  closed  curves,  since  the  marking  point  Q  always  lies 
within  it.  The  only  requisite  to  increase  the  maximum  capacity 
is  the  substitution  of  longer  links  in  the  parallelogram.  However, 
with    the  instrument   shown,  incomplete   ellipse   curves   may  be 


orawn  with  any  required  distance  between  the  foci,  the  limit  being 
the  length  of  the  adjustable  bar  (6)  employed.  The  minimum 
capacity  of  the  device  is  also  limited,  the  consideration  in  this  case 
being  the  least  possible  distance  ohtainabte  Iretween  the  focus  F 
and  the  marking  point,  when  the  latter  is  at  that  extremity  of  the 


major  axis  which  is  nearest  the  focns  F  aforesaid.     (See  dotted 
position  in  Fig.  39.) 

In  constructing  the  instniment  shown  in  jwrspective  in  Fig.  •10,  the 
links  of  the  parallelogram  should  be  of  some  light  stiff  material,  pref- 
erably steel,  and  substantially  jointed  at  their  extremities  to  the 
upper  end  of  four  short  supporting  pillars,  those  at  S  H  and  T 
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terminating  at  the  base  in  the  form  of  smooth-bottomed  disks 
which  may  slide  freely  on  tlie  plane  upon  which  the  ellipse  is  to 
be  traced,  the  fourth  pillar  at  F  having  a  shouldered  needle-point 
in  its  lower  end  which  punctures  the  drawing  paper  in  one  of  the 
foci  of  the  required  ellipse,  and  forms  one  of  the  controlling  points 
of  the  mechanism. 

The  tangent  bar  5,  is  jointed  at  S  to  the  upper  end  of  one  of 
these  supporting  columns,  and  extends  toward  the  opposite  angle 
of  the  parallelogram,  where  it  passes  freely  through  a  slide  at  the  * 
top  of  the  column  T,  so  that  whatever  be  the  distance  between  the 
points  F  and  H,  the  tangent  bar  exactly  bisects  it.  The  adjustable 
link  6,  lies  in  a  plane  above  the  tangent  bar  5,  and  one  end  thereof 
is  jointed  to  the  upper  extremity  of  the  column  at  H.  Upon  this 
bar  is  placed  an  adjustable  slide  which  is  secured  in  position  by  a 
clamping  screw  entering  it  from  below,  said  screw  forming  the 
supporting  column  at  E,  which  terminates  at  the  base  in  the  form 
of  a  shouldered  needle-point.  This  slide  must  be  so  placed  along 
the  bar  6,  that  the  distance  between  the  centers  of  the  columns 
E  and  H  shall  be  equal  to  the 
major  axis  of  the  ellipse  to  be 
drawn.  By  arranging  a  scale 
on  said  bar,  the  only  setting 
required  can  be  very  readily  Q. 
made. 

The  bars  5  and  6  are  made  of 
brass  tubing  in  preference  to  other 
material,  and  the  general  stabil- 
ity of  the  apparatus  might  be 
increased  by  substituting  a  stand- 
ard at  E    with  a  large  flat  base, 

and  swinging  the  bar  6  from  its  upper  end,  thus  preventing  the 
twisting  action  which  otherwise  tends  to  deflect  said  bar. 

The  compound  slide  at  G,  which  carries  the  marking  point,  is 
shown  enlarged  in  Fig.  41,  and,  as  will  be  seen,  consists  of  the  two 
parts  a  and  b  of  rectangular  cross-section  through  the  first  of  which 
slides  the  adjustable  bar  6,  while  through  tjie  latter,  slides  the  tan- 
gent bar  5,  and  these  two  parts  are  so  jointed  to  one  another 
that  they  may  revolve  in  parallel  planes  about  a  common  vertical 
axis.  As  the  metal  tubing  from  which  these  parts  are  made  is 
quite  thin,  the  construction  shown  was  resorted  to  in  order  to  get  a 
swivel  between  them — using  a  disk  counter  sunk  into  the  upper 
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slide  and  riveted  into  the  lower  one.  Extending  downward  fro 
the  under  side  of  the  lower,  or  tangent  bar  slide,  is  a  tubular  socki 
into  which  may  be  placed  the  marking  device,  either  a  pencil  c 
a  pen  cl>  ai^d  since  the  former  is  subject  to  wear,  it  is  arrang 
in  a  spring  socket  as  shown,  thus  also  insuring  a  uniform  pressu 
over  sh'ghtly  irregular  surfaces. 

Your  attention  is  particularly  called  to  two  important  advantaf 
possessed  by  this  instrument.  First,  when  the  blades  of  the  p 
are  placed  in  proper  position  to  draw  a  line  in  the  direction  of  1 
tangent  bar,  said  pen  is  always  guided  thereby  exactly  in  the  dic- 
tion of  the  curve,  and  thus  gives  a  better  line  than  can  bedrawia 
any  other  instrument  made  for  a  like  purpose.  As  far  as  1 
writer  can  discover,  this  is  the  first  time  this  result  has  been 
tained  in  an  ellipsograph.  The  second  feature  is  that  it  is  pos 
ble  to  draw  any  number  of  curves  parallel  to  the  ellipse,  eitl 
larger  or  smaller  than  the  original  figure,  and  this  is  often  v< 
desirable,  as,  for  instance,  in  drawing  elliptical  gearing.  A  cm 
parallel  to  an  ellipse  is  not  an  ellipse,  and  is  therefore  out  of  rea 
of  all  ellipsographs  heretofore  made.  To  do  this  with  the  inst; 
inent  shown,  it  is  only  necessary  to  place  the  marking  point  t 

required  distance  from  the  center  of  t 
compound  slide  and  at  right  angles 
the  direction  of  the   tangent  bar.    T" 
attachment  shown  in  Fig.  42  is  design  < 

to  be  used  in  place  of  the  I'egular  niai" 

ing  device,  and  can  be  readily  secured 
proper  position  on  the  pendant  slee" 
of  the  compound  slide,and  easily  adjust^ 
^{p\^'  to  draw  curves  parallel  to  the  ellipse. 

IT. — The  Parabola. 

In  reference  to  tlie  particular  property  of  the  parabola,  of  whic 
advantage  is  taken.  Da  vies'  Descriptive  Geometry  may  be  quoted 

"If  a  right  line,  E  D,  and  a  point,  F  (Fig.  43),  be  taken  in  t 
plane  of  the  paper,  and  a  point,  as  6,  be  so  moved  in  this  pla 
that  the  distance  from.  F  be  constantly  equal  to  its  distance  frc 
E  D,  that  is,  G  F  =  G  H,  the  point  G  will  describe  a  curve  call 
a  parabola.     The  lino  E  D  is  called   the  directrix  of  the  parabci 
and  the  point  F  the  focus;  the  line  A  F,  perpendicular  toE 
the  axis^  and  the  point  B,  in  which  the  axis  intersects  the  cur' 
the  vertex  of  the  parabola.     Points  of  the  curve  may  be  fon 
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time:  take  any  point  in  tiie  directrix,  a8  E,  mid  draw,  E  F  to  the 
fociiB ;  draw  also,  E  L  perpendicular  to  the  directrix,  and  at  tlie 
point  F  make  tlie  angle  E  F  L  equal  to  the 
angle  FEL,  then  the  point  L,  at  wliich 
the  lines  E  L  and  F  L  intersect,  is  a  point 
of  the  curve." 

How  nearly  this  Coiiicograph  can  be_ 
made  to  fulfill  these  conditions  will  be 
seen  bj  the  following :  reference  being 
made  to  the  diagram.  Fig.  44,  and  the  per- 
spective, Fig.  45,  wherein  the  bar  6  is 
flhown  as  controlled  by  its  "Tee"  head  i 


fyu. 


md  the  straight-edge 
V  W,  so  that  it  lies  constantly 
parallel  to  the  axis  of  the  para- 
bola, and  the  point  H  thereon 
may  be  made  to  lie  always  on  the 
directrix  E  D.  Let  F  be  located 
in  the  focns,  and  the  angle  of  the 
parallelogram  opposite  to  F  be 
'  pivoted  to  the  point  II  of  the  bar 
6,  then  F  H  is  exactly  bisected  at 
O  by  the  tangent  bar  S  T,  since 
by  eonstrnction  S  II  =  S  F  and 
H  T  =  F  T.  If,  fi-oHi  the  point 
H,  G  H  be  drawn  perpendicnlar 
to  the  directrix,  it  will  intersect  the  tangent  bar  S  T  at  G-,  a  point 
in  the  curve  for   G  H  -  G  F  and  II  O  -  O  F.      Since  G  O  is 


common  to  the  two  triringlcs,  0  G  II  and  O  G  F,  the  angles  FUG 
and  H  F  G  are  equal. 
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In  order  to  adapt  tliis  instrument  to  these  conditions,  th 
able  slide  E  shown  in  Figs.  39  and  40  must  be  removed  fron 
6,  and  the  attachment  shown  in  Fig.  46  secured  to  said  ba 

screw  at  H,  which  transforms  the  bj 
the  *^  blade  "  of  a  Tee  square,  the  att; 
forming  the  ^*  head."  In  drawing  t 
bola  with  this  device  a  straight-edge 
placed  on  the  paper,  parallel  to  the  c 
and  a  little  way  from  it.  Along  this 
edge  the  head  of  the  Tee  square  : 
moved  while  describing  the  curve,  thereby  keeping  G  H 
angles,  with  the  directrix  E  D  and  H  always  on  it 

The  attachment  shown  in  Fig.  42  is  applicable  to  the  pa: 
well  as  to  the  ellipse,  and  with  it  curves  may  be  drawn  pa 
the  parabola.  In  inking  these  parallel  curves  the  pen  ii 
directed  by  the  tangent  bar,  as  in  tlie  case  of  the  ellipse,  J 
equally  perfect  results. 

III. — The  Hyperbola. 

In  reference  to  the  hyperbola,  Davies  may  be  again  que 

"  If  two  points,  E  and  F  (Fig. 
4Y),  be  taken  in  the  plane  of  the 
paper,  and  a  point,  G,  be  moved 
with  the  condition  that  it  con- 
tinue in  the  plane  of  the  paper, 
and  that  the  difference  between 
the  distances  F  G  and  E  G  be  a 
constant  quantity,  the  point  G 
will  describe  a  curve,  PAG, 
called  an  hyperbola.  .  .  .  The 
points  E  and  F  are  called  the 
focij  the  line  B  A  is  named  the 
transverse  axis,  and  the  points 
B  and  A,  in  which  it  intersects  the  curve,  are  the  vertice 
hyperbolas." 

Applying  this  Conicograph  to  describe  an  hyperbola, 
needle-point  of  F  (See  Fig.  48,  and  perspective.  Fig. 
located  at  the  focus  of  the  hyperbola  to  be  drawn, 
needle-point  of  E  at  the  focns  of  the  opposite  hj 
In  drawing  an  ellipse  the  slide  G,  carrying  the  m 
always  between  the  points  E   and   H,   while    for    drav 
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perbola  it  must  always  be  placed  beyond  H.  In  order  to 
lie  it  80  located,  the  point  H,  in  the  adjnstable  bar  6,  muBt 
i  pivoted  (by  means  of  the  removable  screw  at  that  point)  to 


tM  angle  of  the  parallelogram  opposite  tlie  focus  F,  one  end  of 
said  bar  extending  through  the  compound  slide  G,  the  other 
through  tlie  adjustable  slide  E.     Taking  G  as  a  point  on  the  curve. 


J  F  =  G  II  and  E  G  -  G  F  =  E  H,  which  fatter  is  a  constant, 
berefore,  if  E  be  taken  as  a  center  and  E  H  as  a  radius,  the  point 
r  will  describe  the   curved  directrix  H  h  (Fig.  47).     Bisecting  F 
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In  order  to  adapt  tliis  instrument  to  tliese  conditions,  the  adjust- 
able slide  E  shown  in  Figs.  39  and  40  must  be  removed  from  the  bar 
6,  and  the  attachment  shown  in  Fig.  46  secured  to  said  bar  by  the 

screw  at  H,  which  transforms  the  bar  6  into 
the  *^  blade  "  of  a  Tee  square,  the  attachment 
forming  tlie  ^*  head."  In  drawing  the  para- 
bola with  this  device  a  straight-edge  must  be 
placed  on  the  paper,  parallel  to  the  directrix, 
and  a  little  way  from  it.  Along  this  straight- 
edge the  head  of  the  Tee  square  must  be 
moved  while  describing  the  curve,  thereby  keeping  G  H  at  right 
angles,  with  the  directrix  E  D  and  H  always  on  it 

The  attachment  shown  in  Fig.  42  is  applicable  to  the  parabola  as 
well  as  to  the  ellipse,  and  with  it  curves  may  be  drawn  parallel  to 
the  parabola.  In  inking  these  parallel  curves  the  pen  is  always 
directed  by  the  tangent  bar,  as  in  the  case  of  the  ellipse,  and  with 
equally  perfect  results. 

III. — The  Hyperbola. 

In  reference  to  tlie  hyperbola,  Davies  may  be  again  quoted : 

"  If  two  points,  E  and  F  (Fig. 
4Y),  be  taken  in  the  plane  of  the 
paper,  and  a  point,  G,  he  moved 
with  the  condition  that  it  con- 
tinue in  the  plane  of  the  paper, 
and  that  the  difference  between 
the  distances  F  G  and  E  G  be  a 
constant  quantity,  the  point  G 
will  descril)e  a  curve,  PAG, 
called  an  hyperbola.  .  .  .  Tlie 
points  E  and  F  are  called  the 
foci,  the  line  B  A  is  named  the 
transverse  axis,  and  the  points 
B  and  A,  in  which  it  intersects  the  curve,  are  the  vertices  of  the 
hyperbolas." 

Applying  this  Conicograph  to  describe  an  hyperbola,  let  the 
needle-point  of  F  (See  Fig.  48,  and  perspective,  Fig.  49),  be 
located  at  the  focus  of  the  hyperbola  to  be  drawn,  and  the 
needle-point  of  E  at  the  focns  of  the  opposite  hyperbola. 
In  drawing  an  ellipse  the  slide  G,  carrying  the  marker,  is 
always  between  the   points  E   and    H,   while    for    drawing   the 
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hyperbola  it  miiBt  slways  be  placed  beyond  H.  In  order  to 
hiT8  it  80  located,  the  point  H,  in  the  adjustable  bar  6,  must 
be  pivoted  (by  means  of  the  removable  screw  at  that  point)  to 


tliat  angle  of  tlie  parallelogram-  opposite  tlie  focns  F,  one  end  of 
said  bar  extending  through  the  componnd  slide  G,  the  other 
through  tlie  adjustable  slide  E.     Taking  G  as  a  point  on  the  curve, 


GF  =  GnandEG-GF  =  EH,  which  (after  is  a  constant, 
therefore,  if  E  be  taken  as  a  center  and  E  H  as  a  radius,  the  point 
H  will  describe  the   curved  directrix  Hh  (Fig.  47).     Bisecting  F 
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II  with  a  line  at  right  angles  thereto  will  locate  the  tangent  S 
The  angle  G  F  II  being  equal  to  F  H  G,  locates  G  as  a  point  on 
the  curve,  and  also  as  the  point  of  tangency  of  the  tangent  bar  S  to 
the  curve.  Further,  E  P  —  F  P  =  E  h  =  E  H,  therefore  F*  is 
another  point  on  the  curve  of  the  hyperbola. 

In  drawing  an  hyperbola,  then,  with  this  Conicograph,  the  "  set- 
tings "  are  as  follows : 

First,  locate  E  on  the  adjustable  bar  6,  at  a  distance  from.  !H 
equal  to  the  transverse  axis  B  A  of  the  hyperbola — then  inarle 
A  F  =  I>  E,  and  locate  the  needle-points  of  the  instrument  in  tlie 
foci  E  and  F. 

By  swinging  the  point  II  of  the  linkage  as  far  as  possible  al>OTe 
and  below  the  axial  line,  the  marker  attached  to  the  compoixud 
slide  at  G  will  trace  the  required  curve.  To  draw  the  curve  of  "tie 
opposite  hy])erbola  the  points  E  and  F  must  be  transposed,  as  in 
the  case  of  the  ellipse. 

The  attachment  shown  in  Fig.  42  may  be  used  for  drawing 
curves  parallel  to  a  given  hyperbola. 

This  drawing-instrument  is  presented  for  your  considerafcion 
more  as  a  novelty  and  curiosity  than  as  a  perfect  machine,  tho^^Jg^i 
even  in  its  imperfect  state  it  proves  to  be  a  very  serviceable  Co  Ole- 
ograph, as  the  few  specimens  of  drawings  shown  at  the  mee'tmg 
in  connection  with  this  paper  will  attest. 

DISCUSSION. 

P7vf,  McCord,* — I  did  not  attempt  in  the  reference  whicl^     ^^• 
Campbell  has  made,  to  do  what  he  has  so  admirably  succeed^ ^  ^° 
doing,  that  is,  to  produce  an  apparatus  which  is  capable  of  dra^«^^'*^? 
all  the  curves.     I  expressed  the  opinion  some  time  ago  that  X-  old 
not  think,  and  I  do  not  think  now,  that  many  gentlemen  ir»    owr 
profession  will  be  greatly  benefited  by  an  apparatus  of  this  k^nd; 
that  is  to  say  in  general ;  the  drawing  of  hyperbolas  and  ^aral-^^^^ 
can  be  better  effected  without  an  instrument  than  with  one ;       "°^ 
for  all  that  the  ingenuity  displayed  in  this  is  just  as  adniir«=*'^^®* 
There  will  be  special  cases,  however,  wdiere  this  instrument  w^^'"" 
be  verv  useful.     There  is  no  doubt  of  that.     But  Mr.  Camp  »^" 
has  done  what  I  have  not  done.     ITe  has  got  something  whic^-*^  '* 
different  from  anything  which  1  had,  and  something  which  is  rr^^^ 
general  in  its  api)licati()n  than  I  had  produced  or  hoped  to  prodf '^* 

*  Present  by  invitation.  i 
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Mr,  A.  B.  Couch, — One  of  the  special  conveniences  of  this  ap- 
paratus is  its  ability  to  draw  curves  parallel  to  the  ellipse.  In  lay- 
ing down  the  lines  for  elliptical  gearing,  it  is  usually  necessary  to 
substitute  for  the  ellipse  a  series  of  circular  arcs,  for  the  purpose  of 
constructing  conveniently  the  addendum  and  root  curves,  which  by 
this  instrument  can  be  drawn  direct,  and  parallel  to  the  pitch  line, 
which  is  an  ellipse. 

Mr,  Wm.  Kent — I  have  had  recently  occasion  to  want  a  glass 
cylindrical  mirror  made — not  exactly  cylindrical — but  in  the  shape 
of  an  ellipse,  and  it  strikes  me  that  this  apparatus  may  lead  to  the 
development  of  a  machine  which  will  grind  the  glass  in  that  form. 
The  apparatus  might  be  constructed  so  as  to  generate  an  ellipse  of 
the  section  needed :  and  instead  of  a  pencil,  it  can  have  a  rotating 
grinding  or  polishing  wheel  attached  to  the  arm,  which  would 
grind  or  polish  the  required  curve. 

Mr,  P,  A.  Sanguinetti, — I  would  like  to  make  a  remark  which 
has  occurred  to  me,  following  the  train  of  Mr.  Kent's  observation. 
I  have  had  occasion  to  require  pieces  of  flat  glass  cut  to  an  exact 
elliptic  shape,  and  of  different  sizes.  I  found  some  diflSculty  in 
having  the  glass  cutter  make  them  correctly,  even  after  furnishing 
hi  in  with  a  paper  templet,  over  which  he  would  lay  the  glass,  and 
follow  the  outline  with  the  diamond.  Now  if  the  diamond  could 
be  made  to  take  the  place  of  the  pencil  point  in  this  instrument,  I 
think  it  would  afford  a  very  easy  and  correct  method  of  cutting 
tlxe  glass  to  any  sized  ellipse  required   within  the  limits  of  the 

m 

instrument. 

Mr,  0,  C.  Henning, — I  do  not  think  tliat  any  one  has  mentioned 
^De  of  the  most  common  purposes  to  which  this  apparatus  can  be 
put.  Several  railroads  are  introducing  parabolic  curves  on  their 
^^'steras.  These  companies,  of  course,  must  have  the  parabolic  ap- 
paratus to  describe  the  parabola  in  laying  out  the  drawing,  and  as 
^hat  is  generally  left  to  the  younger  draughtsmen,  it  is  highly  im- 
portant that  we  have  an  apparatus  which  does  represent  the  curve 
<ilo8ely,  and  in  that  respect  I  think  the  apparatus  will  find  consider- 
able application. 

Prof,  De  Volson  Wood, — An   engineer  of  eminence,  who  had 
examined  parabolic  curves  and  circular  arcs,  as  he  had  constructed 
them,  said  that  from  practical  observation  in  riding  on  the  trains 
on  those  roads  where  they  had  put  in  parabolic  arcs  for  the  pur- 
pose named,  and    on    other   roads    where   they   were  constructed 
according  to  his  idea,  that  he  preferred  the  circular  arc.     I  make 
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II  with  a  line  at  right  angles  thereto  will  locate  the  tangent  S 
The  angle  G  F  II  being  equal  to  F  H  G,  locates  G  as  a  point  on 
the  curve,  and  also  as  the  point  of  tangency  of  the  tangent  bar  S  to 
the  curve.  Further,  E  P  —  F  P  =  E  h  =  E  H,  therefore  E*  is 
another  point  on  the  curve  of  the  hyperbola. 

In  drawing  an  hyperbola,  then,  with  this  Conicograph,  the  "  set- 
tings "  are  as  follows : 

First,  locate  E  on  the  adjustable  bar  6,  at  a  distance  from  D3 
equal  to  the  transverse  axis  B  A  of  the  hyperbola — then  nrmli^e 
A  F  =  I>  E,  and  locate  the  needle-points  of  the  instrument  in  tlie 
foci  E  and  F. 

By  swinging  the  point  H  of  the  linkage  as  far  as  possible  al>OTe 
and  below  the  axial  line,  the  marker  attached  to  the  compotmd 
slide  at  G  will  trace  the  required  curve.  To  draw  the  curve  of  tie 
opposite  hyperbola  the  points  E  and  F  must  be  transposed,  as  in 
the  case  of  the  ellipse. 

The  attachment  shown  in  Fig.  42  may  be  used  for  dra^ving 
curves  parallel  to  a  given  hyperbola. 

This  drawing-instrument  is  presented  for  your  considerafc^on 
more  as  a  novelty  and  curiosity  than  as  a  perfect  machine,  tho  tigh 
even  in  its  imperfect  state  it  proves  to  be  a  very  serviceable  Coxiic- 
ograph,  as  the  few  specimens  of  drawings  shown  at  the  meeting 
in  connection  with  this  paper  will  attest. 

DISCUSSION. 

Prof,  MeCord.* — I  did  not  attempt  in  the  reference  whielx     Mr. 
Campbell  has  made,  to  do  what  he  has  so  admirably  succeed^  ^  ^^ 
doing,  tliat  is,  to  produce  an  apparatus  which  is  capable  of  drav^'^mg 
all  the  curves.     I  expressed  the  opinion  some  time  ago  that  I-  ™ 
not  think,  and  I  do  not  think  now,  that  many  gentlemen  it»    our 
profession  will  be  greatly  benefited  by  an  apparatus  of  this  t^^n^j 
that  is  to  say  in  general ;  the  drawing  of  hyperbolas  and  ^arat>^^^ 
can  be  better  effected  without  an  instrument  than  with  one;      "°^ 
for  all  that  the  ingenuity  displayed  in  this  is  just  as  adrniri*'  "'®* 
There  will  be  special  cases,  however,  where  this  instrnment  wc^™ 
be  very  useful.     There  is  no  doubt  of  that.     But  Mr.  Campt^" 
has  done  what  I  have  not  done.     He  has  got  something  whic?^^  '^ 
different  from  anything  which  I  had,  and  something  which  is  n*^^ 
general  in  its  application  than  I  had  produced  or  hoped  to  produ^" 

*  Present  by  invitation. 
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Mr,  A.  B.  Couch. — One  of  the  special  conveniences  of  this  ap- 
paratus is  its  ability  to  draw  curves  parallel  to  the  ellipse.  In  lay- 
ing down  the  lines  for  elliptical  gearing,  it  is  usually  necessary  to 
substitute  for  the  ellipse  a  series  of  circular  arcs,  for  the  pni'pose  of 
constructing  conveniently  the  addendum  and  root  curves,  which  by 
this  instrument  can  be  drawn  direct,  and  parallel  to  the  pitch  line, 
which  is  an  ellipse. 

Mr,  Wm,  Kent. — I  have  had  recently  occasion  to  want  a  glass 
cylindrical  mirror  made — not  exactly  cylindrical — but  in  the  shape 
of  an  ellipse,  and  it  strikes  me  that  this  apparatus  may  lead  to  the 
development  of  a  machine  which  will  grind  the  glass  in  that  form. 
The  apparatus  might  be  constructed  so  as  to  generate  an  ellipse  of 
the  section  needed ;  and  instead  of  a  pencil,  it  can  have  a  rotating 
grinding  or  polishing  wheel  attached  to  the  arm,  which  would 
grind  or  polish  the  required  curve. 

Mr,  P.  A.  SangvAnetti, — I  would  like  to  make  a  remark  which 
lias  occurred  to  me,  following  the  train  of  Mr.  Kent's  observation. 
I  have  had  occasion  to  require  pieces  of  flat  glass  cut  to  an  exact 
elliptic  shape,  and  of  different  sizes.  I  found  some  diflSculty  in 
having  the  glass  cutter  make  them  correctly,  even  after  furnishing 
hi  in  with  a  paper  templet,  over  which  he  would  lay  the  glass,  and 
follow  the  outline  with  the  diamond.  Now  if  the  diamond  could 
be  made  to  take  the  place  of  the  pencil  point  in  this  instrument,  I 
think  it  would  afford  a  very  easy  and  correct  method  of  cutting 
tlxe  glass  to  any  sized  ellipse  required  within  the  limits  of  the 
instrument. 

Mr,  0,  C.  Henning. — I  do  not  think  tliat  any  one  has  mentioned 
^De  of  the  most  common  purposes  to  which  this  apparatus  can  be 
put.  Several  railroads  are  introducing  parabolic  curves  on  their 
^^•stems.  These  companies,  of  course,  must  have  the  parabolic  ap- 
paratus to  describe  the  parabola  in  laying  out  the  drawing,  and  as 
that  is  generally  left  to  the  younger  draughtsmen,  it  is  highly  im- 
portant that  we  have  an  apparatus  which  does  represent  the  curve 
closely,  and  in  that  respect  I  think  the  apparatus  will  find  consider- 
able application. 

Prof,  De  Volsmi  Wood, — An   engineer  of  eminence,  who  had 
examined  parabolic  curves  and  circular  arcs,  as  he  had  constructed 
^hem,  said  that  from  practical  observation  in  riding  on  the  trains 
on  tliose  roads  where  they  had  put  in  parabolic  arcs  for  the  pur- 
pose named,  and    on    other   roads    where   they  were  constructed 
according  to  his  idea,  that  he  preferred  the  circular  arc.     I  make 
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this  remark,  so  that  if  this  society  should  be  disposed  to  go  into 
parabolic  arcs  for  railroads,  they  may  know  that  there  is  another 
side  to  the  question. 

Mr,  Kent. — An  engineer  of  the  Pennsylvania  Railroad  Company 
told  me  some  years  ago  that  the  proper  form  of  curve  is  the  elastic 
cnrve — not  the  parabolic  or  hyperbolic,  but  the  elastic  curve,  whicli 
very  gradually  departs  from  a  straight  line  and  gradually  increases 
its  rate  of  curvature. 

Mr,  W,  B,  Le  Van, — The  Swedish  Government  uses  elastic 
curves  entirely  for  their  railroads. 

Mr,  Ilenning. — I  referred  to  the  Pennsylvania  Railroad,  On 
that  road  they  change  their  curves  to  parabolas,  where  they  are 
now  circular,  especially  on  the  mountain  division,  where  the  grades 
are  heavy  and  the  curves  sharp. 

Prof,  J,  B.  Wehh,—1  have  not  heard  the  whole  of  this  discus- 
sion, but  there  is  one  thing  which  may  be  said  in  favor  of  this  in 
struraent — it  does  not  attempt  to  make  the  whole  ellipse  at  one 
setting.  It  has  been  said  against  some  ellipsographs  that  they 
make  only  semi-ellipses;  I  do  not  believe  that  any  instrument 
sufficiently  complicated  to  make  the  whole  ellipse  and  guide  the 
pen  around  the  curve  will  ever  be  of  practical  use.  As  this  instru- 
ment draws  also  the  parabola  and  hyperbola,  it  may  be  added  that 
it  is  not  possible  to  make  the  whole  of  either  of  these  curves  at 
once !  I  have  one  other  remark  to  make,  suggested  by  Professor 
Wood's  criticism — I  suppose  that,  even  if  circular  ares  are  to  be 
adhered  to  for  railroad  curves,  this  instrument  need  not  be  thrown 
out  as,  I  believe,  it  will  also  construct  a  circle. 

Mr.  Campbell. — I  might  add  in  connection  with  the  last  state- 
ment that  the  instrument  is  capable  of  drawing  a  circle  and  also  a 
straight  line  and  a  square ! 
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CCXXXII. 

^OME  NOTES  ON  THE  WORKING  STRESS  OF  IRON  AND 

STEEL. 

BT  BENJAMIN  BAKER,  FORTH  BRIDGE  BT.,  ENGLAND. 

(Honorary  Member  of  the  Society.) 

The  author  has  selected  the  above  somewhat  elastic  title' because, 
hilst  anxious  to  accede  to  the  request  to  bring  certain  results  of 
18  experience  before  the  society,  he  has  not  had  suflScient  time,  in 
^e  pressure  of  other  duties,  to  analyze  and  arrange  these  results  as 
5  could  wish. 

Few  engineers  of  experience  who  have  had  to  deal  both  with  ma- 
finery  and  with  structural  iron  work,  such  as  railway  girders,  can 
ive  failed  to  note  inconsistencies  in  practice,  and  general  vagueness 

to  the  meaning  and  use  of  such  terms  as  safe  working  stress  or 
ctor  of  safety.  Kankine  defines  factor  of  safety  as  the  ratio  in 
liich  the  ultimate  strength  exceeds  the  working  stress,  and  assigns 
•  it  a  value  of  4  to  6  for  ordinary  steel  and  iron  subject  to  a  vari- 
>leload.     But  if  we  consider  for  a  moment  how  the  proportions 

almost  all  parts  of  a  machine,  from  the  axle  of  a  country  cart  to 
le  coupling  rod  of  an  express  engine,  have  been  arrived  at,  we  shall 
-e  that  it  has  been  by  the  gradual  strengthening  of  the  parts  which 
ad  proved  by  accumulated  experience  to  be  too  weak,  and  not  by 
ilcnlating  the  dimensions  on  the  basis  of  a  factor  of  safety  of  4  to  6. 

To  illustrate  this  fact  we  cannot,  indeed,  select  a  better  example 
han  that  of  the  coupling  rod  of  a  locomotive  engine.  Thirty  to  forty 
'ears  ago  the  coupling  rods  in  general  use  were  round  rods,  about 
4  inches  in  diameter  at  the  center  and  a  trifle  smaller  at  the  ends. 
*-liey  were  next  changed  to  flat  rods  about  3|  inches  deep  by  1^" 
^Wck,  and  subsequently  the  dimensions  were  modified  to  4  inches 
^J'i-l  inches.  Finally,  we  have  now  on  many  railways  girder  sec- 
tion rofls  4J-  inches  deep,  2^  inches  w^de  over  the  flanges,  and  -J  inch 
thick  in  the  web.  Why  were  the  successive  modifications  intro- 
^Qced?  Obviously  as  the  result  of  experience,  and  not  of  calcu- 
'^tion,  or  of  increased  power  in  the  engines.     The  sectional  area  at 
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the  center  of  the  round  rod  was  5.4  indies;  of  the  first  mention< 

flat  rod  5.25  inches ;  of  the  second  5  inches,  and  of  the  last  6.4inch^r=^  a. 

In  no  case  would  the  direct  stress  on  the  rod, even  assuming  all  t^^^e 

power  of  the  engine  were  transmitted  through  it  to  the  coupl  ^^d 

wheels,  exceed  6,000  lbs.  per  square  inch  ;  therefore  direct  stress !».  a=mJ 

nothing  to  do  with   the  alterations.      What  happened  was  thi^; 

Failures  occurred  with  the  round  rods,  and  some  shrewd,  practi  d-^^I 

man  instinctively  concluded  that  the  fracture  occurred  from  trax:B  Sr 

verse  stress,  and  altered  the  section  to  a  deep  flat  bar  better  able     "to 

resist  bending.     Theoretical  considerations  show  the  justice  of  tli  ^s 

conclusion.     At  a  speed  of  50  miles  an  hour,  the  stress  on  the  romi'^d 

coupling  rods  of  an  old  type  Great  Western  Railway  engine,  tiie 

writer  iinds,  must  have  been  14,500  lbs.  per  square  inch  from  eo""^- 

trifugal  force  alone,  or  sa}',  17,000  lbs.,  including  the  direct  str^^* 

from  the  engine.    This  stress  has  since  been  gradually  reduced  uW^^" 

with  the  most   modern  girder   section  rode,  the  combined  etr^*^ 

from  centrifugal  force  and  steam  pressure  does  not  exceed  half      o' 

the  above,  orS,5001bs.  per  square  inch. 

Now,  what  is  the  factor  of  safety  in  the  latter  instance?     UnA-  *^ 

direct  i)ull  the  coupling  rod  would  stand  an  ultimate  stress  of  &  ^X 

50,000  lbs.  por  square  inch ;  under  direct  compression  say  20^0  ^" 

lbs. ;  and  under  transverse  stress,  which  as  we  have  seen  is  the  c^    ^^ 

determining  fracture,  the  calculated  ultimate  stress  on  the  extrei  ^^® 

fibers  would  be  about  80,000  per  square  inch.   Is  the  factor  of  s»      ^® 

,     ,         80,000       ^,       .     .17,000       ^,     ^  ,        ,  ^Ti 

ty   here    t,  -  iVr  =  ^-^j^***^  ^*'  c -/^a   =2?     Experience  has  sho      '  ^^" 

that  the  coupling  rods  are  sure  to  fractui'e  ultimately  if  the  8tr-  ®^ 
reaches  17,000  lbs.  per  square  inch ;  and  the  writer's  expe^^^^' 
ments,  to  Ik;  hereafter  referred  to,  point  to  the  same  conclnsic — -*^* 
By  making  the  working  stress  half  the  breaking  stress  as  det^  *"®''' 
mined  by  actual  practice,  adequate  security  is  found  to  be  attain('====''^  * 


As  it  is  with  coupling  rods  so  is  it  w-itli  other  parts  of  machiner  ^^^j' 
A  pin  or  some  other  member  repeatedly  fractures ;  it  is  made  som  ^ 
what  larger  and  stands. 

Let  us  now  consider  for  a  moment  another  class  of  strnctui 
railwav  bridofcs.    The  Conwav  tubular  brid^^e,  which  has  carried  th^-- 
lieavv  traffic  of  the  London  and  Northwestern  llailway  for  the  ms^^ 
30  years,  is  412  feet  in  span,  and  under  its  own  weight  the  tensiL---' 
stress  is  18,000  lbs.  per  square  inch.   With  ordinary  trains  the  strea^^ 
is  17,000  ll)s.,  and  if  covered  with  the  heaviest  engines  in  use  on  th^=^ 
line,  20,000  lbs.  per  square  inch.     The  ultimate  strength  of  the  ri^' 
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ted  Structure  is  about  42,000  lbs.  per  square  inch.  No  indications 
f  weakness  have  developed  during  the  36  years'  working,  nor  any- 
lin^  to  suggest  that  the  factor  of  safety,  of  say  2  to  2^,  is  unduly 
>w. 

On  the  other  hand,  railway  experience  has  amply  proved  that  with 
Ti all  span,  and  therefore  light  girders,  such  stresses  as  the  above 
ould  quickly  lead  to  destruction.     For  that  reason,  in  structures 
icli  as  the  "  Elevated  Railway ''  of  New  York,  the  stresses  are  wisely 
mited  to  8,000  lbs.  per  square  inch  in  the  flanges  of  the  girders, 
>500  lbs.  in  the  web  bracing,  and  4,500  lbs.  where  members  are  ' 
abject  to  alternate  tension  and  compression.     Although  in  Great 
Britain  the  Government  regulations  still  authorize  11,200  lbs.  per 
inareinchonthenet  section,  and  in  France  8.500  lbs.  on  the  gross 
action,  irrespective  of  the  character  of  the  load  or  the  span  of  the 
irder,  engineers  of  the  present  day  do  not  act  up  to  these  regulations. 
Q  Great  Britain  a  stress  of  9,000  lbs.  per  square  inch  net  section  is 
3ldora  exceeded  in  light  girders.     In  a  recent  German  bridge  over 
:ie  Danube,  the  permissible  stresses  ranged  from  6,900  lbs.  to  13,000 
>s, ;  and  in  a  recent  Hungarian  bridge,  over  the  same  river,  from 
>700  lbs.  to  11,000  lbs.  per  square  inch,  according  to  the  character 
f  the  loading.     In  one  of  the  latest  French  bridges  the  Govern- 
ment authorized  a  stress  of  11,400  lbs.  per  square  inch  gross  sec- 
ion,  in  lieu  of  the  usual  8,500  lbs.,  on  the  grounds  of  the  dead  load 
instituting  an  exceptionally  large  proportion  of  the  whole.    Again, 
^e  Russian  Government  last  year  issued  new  regulations  by  which 
ie  limiting  stresses  were  fixed  at  8,500  lbs.  per  square  inch  for 
Hdges  under  50  feet  span,  and  10,300  lbs.  for  those  over  100  feet 
pan.  Thus,  whether  we  take  the  case  of  the  coupling  rod  of  a  loco- 
motive, or  the  bridge  over  which  the  locomotive  runs,  we  find  that 
tigineers  have  learned  by  experience  the  important  truth,  that  the 
trength  of  a  structure  or  piece  of  mechanism  cannot  be  determined 
y  the  simple  process  of  breaking  a  piece  of  the  material  in  a 
^sting  machine,  but  must  be  ascertained  either  by  the  gradual  ac- 
^tnulation  of  the  results  of  actual  working,  or  by  testing  the  ma- 
^I'ial  under  conditions  as  far  as  possible  analogous  to  those  obtain- 
^g  in  the  case  under  consideration. 

Wohler's  experiments  on  the  so-termed  "fatigue"  of  metals  are 

"^^11  known.     The  writer,  wishing  to   satisfy  himself  as  to  the  be- 

^^^vior  of  modern  structural  steel  under  different  stresses,  has,  dur- 

^^g  tlie  past  few  years,  carried   out  experiments  in   some  respects 

^^milar  to,  and  in  others  differing  from,  those  of  Wohler's  ;  and  has 
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also  made  analogous  tests  of  hard  steel  and  of  iron.  Th 
ments  may  be  roughly  classified  under  four  haads :  (1) 
spindles  with  a  weight  at  the  free  end,  causing  alternate 
and  compression  on  the  fibers  as  the  spindle  revolves, 
bars  bent  in  some  cases  one  way  only,  and  in  other  cases  b< 
(3)  Specimens  so  designed  as  to  give  alternate  direct  ten 
compression  on  small  pieces  of  metal ;  and  (4)  Fullnsizec 
girders. 

Series  No.  1. 


No. 

Revolutions. 

StreBS  per  sq. 

inch. 

Factor  a. 

• 

Soft 

Steel 

1. 

40,510 

36,000 

1.75 

2. 

60,200 

86,000 

(f 

8. 

68,400 

34,000 

1.84 

4. 

02,070 

<< 

(( 

5. 

107,415 

t. 

*i 

6. 

128,650 

(i 

It 

7. 

155,295 

(. 

• 

(1 

8. 

14,876,432 

26,000 

2.42 

Hard  Steel. 

9. 

5,760 

67,000 

1.88 

10. 

7,560 

65,000 

1.98 

11. 

14,60'^ 

53,500 

2.36 

12. 

16,800 

(< 

tt 

13. 

26,100 

46,500 

2.72 

14. 

32,445 

51,000 

2.40 

15. 

157.815 

40,500 

3.08 

16. 

472,500 

84,000 

8.70 

Best  Bar  Iron, 

17. 

108,160 

84,000 

1.70 

18. 

110,000 

85,000 

1.66 

19. 

141,750 

34,000 

1.70 

20. 

389,050 

32,000 

\ 

1.90 

21. 

408,000 

30,200 

2.00 

22. 

421,470 

32,000 

1.90 

28. 

480,810 

81,000 

1.95 

The  above  series  includes  a  representative  number  of  the 
experiments  with  rotating  spindles.  As  a  rule,  the  spine 
1  inch  diameter,  and  projected  about  10  inches  from  th 
the  revolving  shaft  in  which  they  were  fixed.  A  speed  of 
50  and  60  revolutions  per  minute  was  maintained  day  aK 
The  "  soft  steel  "  was  fine  rivet  steel,  having  a  tensile  sti 
from  60,000  lbs.  to  64,000  lbs.  per  square  inch,  and  an  el 
of  28  per  cent,  in  8  inches.     The  **hard  steel"  was  a  L 
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*> drift"  steel,  liaving  a  tensile  strength  double  the  above,  and  an 
elongation  of  one-half  the  extent.  The  "iron  "  was  the  best  rivet 
iron,  having  a  tensile  strength  of  from  58,000  to  61,000  lbs.,  and 
an  elongation  of  20  per  cent.  "  Factor  a  "  is  the  ultimate  tensile 
strength  per  square  inch  of  the  specimen  divided  by  the  calculated 
stress  upon  the  outside  fibers,  due  to  the  load  on  the  end  of  the 
projecting  bar.  *'  Factor  h  "  is  the  ratio  of  the  static  load  required 
to  bend  the  bar  a  moderate  amount  bej- ond  the  elastic  limit,  to  the 
load  actually  imposed  upon  the  revolving  bar.  These  definitions 
will  be  made  more  clear  in  further  references  to  the  table. 


• 

Series 

No.  2. 

No 

.  of  Bends. 

Stress  per  sq.  inch. 

Factor  a. 

Soft 

8Uel. 

24. 

12,240 

44,000 

1.59 

25. 

12,325 

»( 

<i 

26. 

12,410 

ti 

a 

27. 

18,100 

42,000 

167 

28 

18,140 

<( 

<< 

29. 

72,420 

86,000 

1.94 

80. 

147,390 

34,500 

2.03 

81. 

262,680 

84,000 

2.05 

82. 

1,188,200 

27,500 

2.56 

88. 

8,145,020 

84,500 

2.03 

Be»t  Bar  Iron. 

34. 

184,875 

34,000 

1.68 

85. 

250,513 

t< 

ti 

36. 

3.145,020 

(i 

tt 

The  above  series  is  a  selection  from  the  writer's  experiments  with 
flat  bars  bent  laterally.  Generally  the  bars  were  1  inch  wide  by  J 
inch  thick,  and  32  inches  long  between  the  bearings.  Tlie  steel 
specimens  were  cut  from  the  tension  member  plates  of  the  Forth 
Bridge,  and  had  a  tensile  strength  of  about  70,000  lbs.  per  square 
inch,  and  an  elongation  of  20  per  cent,  in  8  inches.  The  iron 
specimens  were  rolled  bars. 

A  careful  consideration  of  the  results  of  the  preceding  experi- 
ments will,  the  writer  thinks,  illustrate  many  points  of  interest  to 
practical  engineers.  Experience  has  shown  that  screw  shafts,  and 
axles  generally,  made  of  the  finest  quality  of  high  tension  steel  are 
not  practically  as  strong  as  when  made  of  soft  steel,  having  theo- 
retically perhaps  little  more  than  half  the  strength  of  the  former. 
Referring  to  Series  No.  1,  we  find,  comparing  experiments  8  and 
14,  that  under  working  stresses  in  each  case  equal  to  about  40  per 
11 
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cent,  of  the  ultimate  strength,  the  hard  steel  failed  with  only 
32,445  revolutions,  while  the  soft  steel  stood  14,876,432.  Again, 
comparing  experiments  16  and  23,  it  will  be  seen  that  with  prac- 
tically the  same  number  of  revolutions  the  hard  steel,  though  more 
than  double  the  tensile  strength  of  the  iron,  broke  nnder  a  work- 
ing stress  only  10  per  cent,  greater.  It  is  impossible,  in  the  face  of 
results  such  as  these,  to  contend  that  the  ordinary  laboratory  tests 
of  a  metal  give  any  adequate  measure  of  its  value  as  a  material  of 
construction. 

Iron  of  high  quality  holds  its  own,  as  compared  with  mild  steel, 
in  these  experiments,  and  this  is  consistent  with  the  general  ex- 
perience as  to  the  driving  axles  of  locomotives,  which  are  subject 
to  repeated  bendings  of  considerable  severity.  Certain  of  the  soft 
steel  specimens  would  have  given  higher  results  had  they  not  been 
turned  down,  as  fracture  occasionally  appeared  to  have  been  accel- 
erated by  the  slight  tool  marking.  On  the  other  hand.  No.  8  stood 
exceptioiuiUy  well,  although  it  was  a  turned-down  specimen.  All 
of  the  hard  steel  bars  were  put  in  with  the  skin  on. 

An  illusion  entertained  by  some  engineers  that  alternating 
stresses  are  destructive  only  if  the  stress  exceeds  the  elastic  limit,  is 
effectually  disposed  of  by  these  experiments,  because  none  of  the 
stresses  in  question  exceeded  the  said  limit,  and  some  of  them  were 
very  far  below  it.  Thus,  in  experiment  16,  the  working  stress  was 
but  one-half  of  the  stress  at  the  elastic  limit  under  direct  tension, 
and  only  one-third  of  the  stress  at  the  elastic  limit  of  the  material 
when  under  transverse  stress ;  which  was  really  the  condition  of 
the  specimen  in  the  experiment.  "  Factor  J,"  in  the  case  of  ex- 
periment 16,  has  a  value  of  5.55,  which  means  that  less  than  one- 
tifth  of  the  static  weight  required  to  bend  a  hard  steel  pin  a  small 
amount,  will  suffice  to  fracture  the  pin  if  the  stress  be  alternating, 
as  in  the  c^ise  of  the  pins  of  connecting  rods,  for  example.  If  we 
take  what  is  usually  termed  the  breaking  load,  or,  say  in  a  ductile 
material  like  steel,  the  stress  which  would  deflect  the  bar  as  a 
beam  an  amount  equal  to  half  the  span,  then  the  load  which  uiti- 
mately  broke  the  bar  in  experiment  16  was  only  one-seventh  of  the 
original  static  breaking  load — a  sufficiently  remarkable  result. 

Other  points  of  interest  may  be  referred  to  in  connection  with 
Series  2.  In  general  the  bars  were  tested  in  paire,  so  that  when 
one  bar  broke  its  companion  could  be  otherwise  tested  and  exam- 
ined. For  example,  the  companion  to  Na  28,  after  being  subjected 
to  18,140  bendingSi  was  tested  for  tension,  and  failed  with  48,000 
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lbs. per  square* inch,  and  2.6  per  cent,  elongation;  the  original 
strength  of  the  steel  being  70,000  lbs.  and  20  per  cent,  elongation. 
-A.gain,  the  companion  to  No.  32  was,  on  close  examination,  found 
to  have  a  flaw  like  those  found  in  crank  shafts,  No8.  33  and  36 
'Were  companion  bars  bent  one  way  only,  so  that  the  stresses  were 
not  alternating,  hence  the  largely  increased  endurance.  They  were 
both  taken  out  before  actual  fracture,  but  with  deep  set  flaws, 
clearly  illustrating  that  the  cause  of  failure  under  repeated  stresses 
is  very  frequently  not  so  much  a  gradual  deterioration  or  crystal- 
lization of  the  metal,  as  the  establishment  of  small  but  growing 
flaws-  This,  of  course,  is  well  known  to  locomotive  and  marine 
engineers ;  and  on  some  railways  it  is  the  custom  to  run  crank 
axles  until  the  incipient  flaw  is  detectable,  and  then  to  hoop  the 
Mrebs  of  the  cranks ;  whilst  marine  surveyors  do  not  condemn  a 
sliaft  necessarily  on  the  first  appearance  of  a  flaw,  but  license  it  to 
be  run  for  a  further  definite  period. 

Another  noteworthy  fact  illustrated  by  these  experiments  was, 
tliat  a  structure  or  piece  of  mechanism  may  be  subject  to  a  re- 
peated stress  equal  to  90  per  cent  of  that  which  would  break  it, 
and  yet  specimens  cut  from  the  metal  may  exhibit  no  signs  what- 
soever of  deterioration.     The  broken  half  of  nearly  every  specimen 
in  Series  No.  2  was  tested  by  the  writer  with  that  result.     Thus, 
^^  the  stress  was  applied  at  the  center  .of  the  bars,  it  followed  that 
^t  a  point  90  per  cent,  of  the  half  span  from  the  bearings,  the  stress 
^''ould  be  90  per  cent,  of  that  which  broke  the  bar.     Although  the 
^ars  broke  short  off  at  the  center,  at  the  point  referred  to,  they 
could  invariably  be  bent  double  without  fracture.     Having  refer- 
ence to  this  fact,  and  to  the  fact  that  the  tensile  strength  was  also 
Uttle  affected,  it  is  clearly  hopeless  to  expect  to  learn  much  from 
^tiug  specimens  of  metal  from  structures  or  machines  which  have 
l>een  long  in  use.     Unless  the  experimenter  happens  to  hit  oft*  the 
'ight  moment  immediately  preceding  the  commencement  of  fail- 
ure, he  need  not  expect  to  learn  much  from  the  behavior  of  the 
metal  in  the  testing  machine.     Professor  Kenned}',  in  an  interest- 
ing and  instructive  lecture  recently  delivered  before  the  Eoyal 
Engineers  at  Chatham,  has  given  the  results  of  tests  of  47  pieces  of 
iron  and  steel,  which  had  either  been  in  constant  use  for  many 
vear8  until  they  were  so  much  worn  as  to  require  renewal,  or, 
waich  had  broken  in  actual  use;  but  in  no  case  did  he  find  any- 
thing distinctly  pointing  to  a  weakening  effect  due  to  actual  fatigue. 
This  is  exactly  the  result  which  the  writer's  experiments  would  have 
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led  him  to  anticipate ;  but  it  by  no  means  follows  that  the  very 
piece  of  metal  tested  by  Professor  Kennedy  and  foimd  uninjured 
would  not  have  broken  a  few  days  after  in  actual  working.  A 
man  of  70  3'ear8  of  age  may  be  as  sound  as  he  was  at  20 ;  but  the 
50  years  have  told  on  him  nevertheless,  and  the  breakdown  is  cer- 
tainly  near  and  may  be  sudden.  Having  referred  to  Professor 
Kennedy's  lecture,  it  is  necessary  perhaps  for  the  writer  to  say  that 
he  does  not  agree  in  some  of  the  conclusions  set  forth  therein. 
Thns,  Professor  Kennedy  expresses  his  belief  that  the  failure  of 
coupling  rods  occurs  as  much  by  the  gradual  disintegration  of  the 
dirt  between  the  laminations,  and  the  oxidation  of  the  iron,  as  by 
vibration  and  repetition  of  load  ;  and  that  a  homogeneous  material 
like  steel  remains  comparatively  uninjured  by  repetition.  This  of 
course  \a  negatived  by  the  results  of  the  experiments  cited  in  the 
present  paper.  Professor  Kennedy  further  says :  ''  If  a  load  exceed- 
ing the  limit  of  elasticity  be  applied  a  considerable  number  of  times 
the  bar  will  be  actually  broken,  but  at  the  same  time  we  know  that 
if  any  load  exceeding  the  limit  of  elasticity  be  but  once  applied, 
the  structure  to  which  the  bar  belongs  is  distorted  and  rendered 
useless."  This  the  writer  thinks  is  a  dangerous  fallacy,  tending  to 
delay  the  application  of  truly  scientific  principles  to  the  design  of 
structures  and  mechanism. 

Both  the  bridge  engineer  and  the  mechanician  must  reckon  with 
the  fact  that,  owing  to  the  contingencies  of  manufacture,  parts  of 
the  metal  in  every  structure  are  subject  to  initial  stresses  exceed- 
ing the  elastic  limit;  but  fortunately  it  is  not  true  that  the  struct- 
ure is  thus  "  rendered  useless."  Almost  every  plate  and  angle  bar 
of  a  bridge  is  cold-straightened  before  going  into  the  work,  which 
means,  necessarily,  an  initial  stress  exceeding  the  elastic  limit.  Boiler 
shells  are  bent  cold,  and  heavy  initial  stresses  close  up  to  the  elastic 
limit  remain  permanently  in  operation.  The  writer  has  calculated 
the  intensity  of  these  stresses,  and  verified  liis  results  by  cold 
stniightening  bars,  planing  away  the  outside  skins  on  each  side  and 
tlnis  relieving  the  bars  of  one  couple  of  initial  stresses,  and  leaving 
the  other  couple  near  the  neutral  axis  to  operate.  The  result  lias 
been  that  the  bars  have  ceased  to  retain  their  straightness,  and 
have  become  curved  to  the  extent  of  J  inch,  or  other  amount  indi- 
cated by  calculation.  Similarly,  lathesmen  well  know  that  a  long 
shaft  often  wobbles  when  the  outer  skin  is  turned  off,  and  many 
other  instances  will  occur  to  practical  men,  proving  beyond  contest 
that,  in  almost  every  metallic  structure,  some  parts  of  the  metal 
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are  stressed  beyond  the  elastic  limit.  The  effects  of  repetitions  of 
stress  cannot  therefore  be  ignored,  even  where  the  nominal,  or 
average,  stress  on  the  metal  is  small,  because  the  possible  heavy 
initial  stress  near  the  neutral  axis  may  lead  to  the  establishment  of 
a  growing  flaw,  commencing  at  the  center  of  the  cross-section  of 
the  bar,  and  therefore  undetectable. 

As  regards  riveted  structures,  it  is  of  course  the  aim  of  both  en- 
gineer and  manufacturer  to  insure  every  rivet  griping  the  plates 
with  a  stress  fully  up  to  the  elastic  limit.     M.  Considere,  who  has 
recently  completed  a  most  important  and  scientific  series  of  experi- 
ments on  riveted  joints,  sums  up  thus :  **  In  all  constructions  in 
Mrliich  the  riveted  portions  have  not  akeady  commenced  sliding, 
the  rivets  work  solely  by  longitudinal  tension,  and  the  adherence 
w-Lich  this  tension  gives  rise  to  between  the  plates  in  contact  con- 
stitutes the  sole  resistance."     And  further:  "  Any  alternating  stress 
in  excess  of  that  adherence  rapidly  dislocates   the  work."     The 
writer's   experiments  fully   confirm    these   conclusions.      At   the 
Forth  Bridge  the  rivets  in  the  heavy  bedplates  are  l^^-  inch  diame- 
ter, and  pass  through  8  inches  thickness  of  plates.     Closed  with 
l^ydraulic  riveters   of   40  tons   pressure,  the  rivets  as  a  rule   fill 
the  holes  fairly ;  but  care  is  taken  that  the  stress  is  kept  within 
the  frictional  adherence  arising  from  the  elastic  grip  of  the  rivets. 
W'ith  rivets  of  the  sanjfe  length  as  those  in  the  bedplates,  the  aver- 
age resistance  to  sliding  was  found  to  be  equivalent  to  a  shearing 
^ti-ess  of  14,500  lbs.  per   square  inch  of   rivet   area ;   whilst  the 
^^nximum  shearing  stress  on  any  rivet  in  the  bridge  is  limited  to 
ll,200  lbs.  per  square  inch.     M.  Considere  found  that  with  ordi- 
'^^ry  riveting  he  could  reckon  upon  an  adherence  of  from  11,300  lbs. 
^o  14,400  lbs.  per  square  inch,  which  closely  agrees  with  the  former 
**^6ults.     The  writer,  by  testing  plates  in  ordinary  condition,  secured 
ith  bolts  screwed  up  to  a  known  tension,  found  the  coefficient  of 
iction  averaged  ^ ;.  and  he  also  found  the  soft  steel  rivet,  after 
^^ing  closed  up  under  hydraulic  pressure,  had  an  increased  ultimate 
^^ length  of  10  to  15  per  cent.,  aEd  an  elastic  limit  of  about  45,000 
t^^.  per  square  inch.     Now  45,000  lbs.  x  ^  =  15,000,  which  was 
^^Xe  ascertained  resistance  to  sliding  of  the  plates;  and  it  is  clearly 
^^^monstrated,  therefore,  that  in  sound  work  the  rivets  are  perma- 
^^^ntly  strained  up  to  the  elastic  limit.     This  result  w^as  further 
^^onfirmed  by  temperature  experiments,  measurements  of    contrac- 
tion of  rivets,  and  other  means  which  need  not  be  detailed  here. 
In  order  to  ascertain  whether  alternating  stresses  were  as  preju- 
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dicial  to  members,  such  as  piston  rods,  subject  to  direct  pull  and 
thrust,  as  to  shafts  subject  to  transverse  bending,  the  writer  carried 
out  a  series  of  experiments  on  specimens  so  designed  as  to  give 
alternate  direct  tension  and  compression  on  small  pieces  of  metal. 
These  specimens  were  of  three  types  illustrated  (not  to  scale),  by 
Figs.  50,  51,  and  52.  In  the  first,  the  pieces  of  metal  tested  were 
sometimes  of  round  and  sometimes  of  flat  cross-section,  and  were 
bolted  to  a  couple  of  spring  bars,  as  shown  on  the  sketch ;  the 
stress  being  applied  by  opening  and  closing  the  legs  of  the  tongs, 
and  thus  putting  the  metal  into  alternate  tension  and  compression. 
In  the  second  group,  the  spring  bars  and  specimens  were  all  sawn 


Flflr.  50.         .  _ 

•Vf    US                     '"         '        •'('*"'       rill 
I  /^      "^ — , -^ 


'Y"^ •■   •        '    ■-■■'■  ''"''''•'^- 


2a 


Fifir.  51.  I 


WWW9  ••!>•  I    pill    ly  pv 


^^.r.   .    -,  rr;  ■<■'■,  ■  ■'  o;'r,  ■  ^'^^^\yAj.:.:    'K'  '.'y^^..,..,..  ...V.n,»..^ 


Tig,  52. 


and  slotted  out  of  one  piece  of  steel,  and  the  necessity  of  constantly 
tightening  up  the  nuts  was  thus  avoided.  In  the  third  the  speci- 
mens were  shaped  as  shown  by  Fig.  52,  and  a  bending  stress  applied 
at  the  center  of  the  bars. 

Series  No.  3. 

Soft  StMl. 

No.  of  bends.  StretM  per  m|.  inch.  Fictor  a. 

p.     5Q    \  28,008  87.000  l.W 

^'      '    <  49,820  8S.000  1.84 


Fig.  51.    m*^ 


28,000  2.50 

i  29,568  (hard  steel).               1 6.700  4.90 

v\     K>    3280,513                                 85.000  2.00 

^          1 294,785                                 25,000  2.80 
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Other  experiments  were  made,  but  the  above  are  sufficient  to 
j>rove  that  alternating  stresses  are  at  least  as  prejudicial  when  the 
stresses  are  direct  as  when  they  are  indirect, 

Series  No.  4. 

'     The  writer  has  availed  himself  of  the  opportunity   afforded  by 
tlie  large  use  of  special  plant  and  machinery  at  the  Forth  Bridge 
"Works,  to  note  the  influence  of  varying  stresses  on  full-sized  riveted 
steel  girders.     These  observations  are  still  in  progress,  and  can  be 
l>iit  very  briefly  referred  to  herein.     In  one  instance  the  lever  of 
&  large  plate-bending  press  is  of  box  girder  section,  built  up  of 
eight  4"  X  4!'  x  |"  angle  bars,  two  13"  x  |"  web  plates  and  two 
17"  X  i  X  I  flanges.    The  span  is  15  feet  8  inches,  and  the  ordinary 
daily  working  stress  on  the  metal  is  43,000  lbs,,  and  occasionally  57,- 
OOO  lbs.  per  square  inch.    Many  thousand  applications  of  this  stress 
have  been  made,  and  the  beam  has  taken  a  permanent  set  of  -J", 
but  9o  far  is  otherwise  intact.     Observations  are  also  being  made 
of  the  behavior  of  sixty  riveted  steel  box  girders  of  18  feet  span, 
built  up  of  two  12"  X  3"  channels  and  two  flange  plates ;  which 
girders  are  subject  to  very  many  thousand  repetitions  of  stress  rang- 
ing from  zero  to  13  tons  per  square  inch. 

As  regards  the  important  question  of  the  proper  working  stress 
oti  iron  and  steel,  the  writer's  experience  leads  him  to  believe  that 
botli  the  old-fashioned  government  regulations,  giving  tlie  same 
limiting  stress  for  all  kinds  of  loading,  and  the  modern  formulae, 
tossed  chiefly  on  Wohler's  experiments,  fail  to  meet  the  just  require- 
ents  of  the  practical  engineer.  It  is  in  many  cases  a  great 
onoraical  advantage  and  convenience,  to  have  reference  not  merely 
the  variation  of  stress,  but  also  to  the  probable  number  of  ap- 
lieations.  For  example,  the  writer  knows  the  bending  press  box 
irder  lever,  previously  referred  to,  will  last  its  time,  although  the 
orking  stress  is  about  J  of  the  ultimate  strength  of  the  material; 
^►^d  it  would  have  been  a  mere  waste  of  money  to  make  it  four 
'times  as  strong,  and  so  give  it  the  factor  of  safety  of  6 — usual  and 
proper  enough  for  a  structure  such  as  the  "  Elevated  liailway  "  of 
^ew  York,  where  a  practically  infinite  number  of  repetitions  of 
stress  have  to  be  provided  for.  Agaiir,  in  many  instances  it  is 
preferable  to  face  the  fact  of  occasional  breakages  than  to  attempt 
^ogive  the  strength  required  to  insure  absolute  durability.  Thus, 
Jn  case  of  railway  springs,  a  fractured  leaf  is  a  common  and  unim- 
portant incident,  little  to  be  wondered  at,  as  the  working  stress 
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often  ranges  from  60,000  lbs.   to  80,000  lbs.  per  square  inch, 
steel  having  in  its  tempered  condition  an  nltimate  tensile  streng 
of  about  160,000  lbs.  per  square  inch.     If  it  were  as  essential 
guard  against  the  failure  of  a  spring  leaf  as  it  is  to  guarantee  t^E: 
safety  of  a  railway  bridge,  it  would  be  necessary  to  more  than  douh^ Jl 
the  number  of  leaves  in  most  springs. 

In  all  works,  temporary  or  permanent,  where  the  stress  alternatrc^ 
from  tension  to  compression,  large  rivet  area  must  be  provided,  as  ^ 
very  few  repetitions  suffice  to  loosen  rivets.  Where  metal  has  be€i^ 
subject  only  to  compressive  stresses  of  varying  intensity,  the  writer^^ 
has  not  so  far  been  able  to  detect  any  deterioration,  and  he  takes 
account  of  this  fact  in  settling  the  proper  working  stress  on  the 
struts  of  bridge  trusses  and  similar  works. 

Twenty  years  ago,  being  uncontrolled  by  government  regniations, 
the  writer  adopted  a  working  stress  of  16,000  lbs.  per  square  inch 
on  many  large  iron  girders  carrying  a  heavy  dead  load ;  although 
at  that  time  a  departure  from  the  universal  11,200  lbs.  per  square 
inch  was  regarded  with  suspicion.  The  results  of  modern  research 
have,  however,  now  given  the  engineer  a  free  hand,  and  the  British 
5  tons  per  square  inch  and  the  Continental  6  kilos,  per  square  mil- 
limeter have  ceased  to  be  regarded  with  superstitious  reverence.  A 
machine  or  a  bridge  can  only  be  well  proportioned  by  carefully  con- 
sidering the  special  conditions  of  the  case,  in  the  light  of  experi- 
mental data  and  past  experience.  A  string  of  form  nice  will  not 
make  an  engineer. 

In  concluding  this  necessarily  very  hurried  and  imperfect  paper, 
the  writer  would  like  to  bear  testimony  to  the  admirable  behavior 
of  a  very  good  friend  of  his — mild  steel.  During  the  past  three 
years  he  has  had  to  deal  with  about  24,000  tons  of  that  material,  and 
to  submit  it  in  many  cases  to  very  harsh  treatment.  He  has  had 
more  cases  of  so  termed  "  mysterious  fractures"  with  the  few  tons 
of  wrought  iron,  used  for  certain  temporary  purposes,  than  with  the 
whole  24,000  tons  of  steel.  This  result  of  his  experience  may  be 
of  interest  to  brother  members  of  this  societv  who  now  are,  or  will 
doubtless  be,  large  users  of  mild  steel ;  and  the  testimony  is  perhaps 
of  the  greater  value  as  the  work  at  the  Forth  is  pressed  on  day  and 
night,  and  no  precautions  are  taken  which  would  not  equally  be 
necessary,  were  the  material  the  highest  class  of  Lowmoor  iron, 
costing  double  or  treble  the  price  of  the  steel. 
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DISCUSSION. 

Prof.  De  Volson  Wood,  * — There  were  two  points  in  this  paper 
which  struck  me,  and  to  which  I  am  pleased  to  call  attention.  The 
first  is  on  the  eighth  page. 

"  This,  of  course,  is  negatived  by  the  results  of  the  experiments 
cited  in  the  present  paper.  Prof.  Kennedy  further  says  :  '  If  a  load 
exceeding  the  limit  of  elasticity  be  applied  a  considerable  number 
of  times,  the  bar  will  be  actually  broken,  but  at  the  same  time  we 
know  that  if  any  load  exceeding  the  limit  of  elasticity  be  but  once 
applied,  the  structure  to  which  the  bar  belongs  is  distorted  and  ren- 
dered useless.' " 

It  is  the  last  part  of  this  quotation  to  which  I  wish  to  call  atten- 
tion— that  if  a  bar  is  strained  beyond  the  elastic  limit  it  is  made 
useless.  Some  years  ago,  when  preparing  a  book  upon  this  sub- 
ject, I  came  across  some  experiments  made  by  Hodgkinson,  given 
in  my  Treatise  on  the  Resistance  of  Materials^  on  page  44.  A  bar 
of  iron  was  broken ;  then  one  of  the  pieces  was  broken  again,  and 
then  thirdly  a  piece  of  that  one  which  was  broken  the  second  time 
was  broken  again.  •  The  section  of  the  piece  was  thus  reduced,  but 
it  took  more  to  break  the  second  piece  than  it  did  the  first,  and 
more  to  break  the  third  than  it  did  the  second.  The  section  of  the 
third  piece  was  ten  per  cent,  less  than  the  first,  but  it  required  a 
stress  twenty  per  cent  greater  to  break  it.  I  wrote  something  like 
this:  **TIie  repeated  fracture  of  iron  makes  the  pieces  stronger." 
When  I  revised  it  I  tliought  that  was  pretty  strong;  I  was  not  cer- 
tain of  the  demonstration  ;  so  I  put  in  the  word  "  apparently."     I, 


Fig.  91. 

however,  had  not  completed  the  book  before  we  received  an  ex- 
periment, made  al  the  Navy  Yard  at  Washington,  and  a  record  of 
that  experiment  is  given  on  page  250,  and  it  was  that  experiment 
which  is  so  full  of  interest.  Tlie  identical  pieces  which  were  used 
in  making  those  experiments  are  on  exhibition  in  my  lecture  room, 
at  the  Stevens  Institute  of  Technology.  The  piece  had  two  eves, 
Fig.  91,  the  ends  being  greatly  enlarged,  so  that  there  would,  ap- 
parently, be  no  danger  of  fracture  through  those.     Xow  this  par- 

*  By  invitatioD. 
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ticular  specimen  was  being  pulled  apart  at  a.  As  Commodore 
Beardslee  said,  the  piece  that  was  being  pulled  apart  evidently  had 
failed.  It  was  being  reduced  at  this  point,  when,  for  some  unex- 
plained reason,  one  or  the  other  of  the  eyes  broke.  He  said, 
"  Weld  the  eye,  and  we  will  break  it  to-morrow."  They  welded 
the  eye,  put  it  into  the  machine,  expected  to  see  it  fail  at  this  point 
t/,  but  instead  of  that  it  began  to  reduce  at  J.  Now,  you  notice 
that  this  section  was  perceptibly  reduced  from  what  it  was  origin- 
ally, and  very  perceptibly  smaller  than  at  5,  and  yet  it  did  not 
break  at  a;  it  broke  at  h\  from  which  we  inferred  that  the  part  at 
a  was  made  stronger,  not  by  breaking,  but  by  resting.  It  required 
twenty-live  per  cent,  greater  stress  to  break  the  piece  at  h  than  was 
pulling  it  apart  at  a  the  day  before.  It  was  out  of  the  machine 
several  hours,  and  we  can  only  conclude  that  the  particles  liad  so 
arranged  themselves  that  they  could  resist  better  at  a  than  at  h.  I 
have  used  this  illustration  sometimes — that  the  particles  at  a  got 
their  backs  up  and  so  resisted  harder  than  before. 

Experiments  were  afterwards  made  in  this  lecture  room  to  confirm 
that  experiment,  and  the  conclusion  reached  is  this — that  overstrain- 
ing iron  once,  it*  you  allow  it  to  rest  completely  afterwards,  does  not 
injure  its  resistance ;  and  experiments  were  carried  further — that 
you  might  overstrain  it  two  or  three  times  and  not  only  apparently 
make  it  stronger,  but  increase  its  elastic  limit.  There  is  an  end  to 
that  just  as  there  is  to  the  increase  of  the  strength  of  a  person  by 
overdoing  and  getting  rested,  and  then  doing  it  again.  After  a 
time  he  feels  the  eflFect,  and  ultimately,  if  it  is  carried  too  far,  it 
will  injure  him,  ruin  him  ;  and  so  it  may  ruin  the  piece.  The  lat- 
ter part  of  that  conclusion  of  Kennedy  was  not  correct,  that  a  bar 
cannot  be  overstrained  once  without  destroying  its  usefulness. 

Another  point  was  on  the  twelfth  page  of  the  paper  : 

**  A  machine  or  a  bridge  can  only  be  well  proportioned  by  care- 
fully considering  the  special  conditions  of  the  case,  in  the  light  of 
experimental  data  and  past  experience." 

The  idea  that  struck  me  was  this — who  of  us.  after  reading  the 
conclusions  and  the  criticisms  of  experimentalists,  wonid  feel  that 
we  were  warranted  in  pro|)ortioning  a  structure  accurately,  accord- 
ing to  the  light  of  past  experience  ?  It  resolves  itself  into  this: 
at  first  we  make  a  few  experiments,  and  establish  a  law.  We  try 
that  law  a  while.  Somebody  experiments  again,  and  finds  that  that 
law  is  not  quite  correct,  and  proposes  a  modification;  and  after 
going  on  in  this  way  with  experimental  matters  we  virtually  become 
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rnpiriciste.    We  cannot  make  laws  wliich  will  work  nicely  and  accu- 
►tely  under  all  the  circumstances.  Formulated  experience  is  exceed- 
igly  valuable.    Without  it,  what  could  the  man  do  who  could  not 
:periment  ?    With  it,  the  experimentalist  is  not  tied  down  and 
confined  to  a  formula.     I  have  sometimes  illustrated  this  matter 
tlins :  a  man  experiments  in  hydraulics  and  lays  down  a  law  in  re- 
gard to  the  flow  of  water.     Another  man  experiments  and  says  that 
is  all  wrong,  for  it  does  not  agi'ee  with  the  facts  which  he  has 
found.     A  third  experiments,  and  says  that  is  all  wrong,  and  he 
gives  us  his  facts ;  and  a  fourth  one  experiments,  and  says  they 
are  all  wrong  and  here  are  the  facts,  and  by  and  by  we  come  to  the 
conclusion  that  the  conditions  are  so  varied  that  they  may  all  be 
right  for  the  conditions  under  which  they  established  their  rules, 
and  none  of  them  correct  for  the  others.     Now,  the  properties  of 
materials,  as  manufactured,  vary,  and  it  is  necessary  to  make  ex- 
periments in  order  to  gain  a  knowledge  of   the  modification   of 
these  properties.     I  have  heard,  sometimes  feared,  that  the  so-called 
coefficients  or  factors  of  safety  would  be  worked  too  close,  because 
'^e  may  not  tsike  into  account  all  the  conditions.     I  think  it  was  Hol- 
ley  who  said :  "  Talk  about  coefficients  of  safety,  or  factors  of  safety, 
'^hy,  they  are  factors  of  ignorance ! "    I  admit  it.    There  is  a  certain 
degree  of  ignorance  bordering  along  the  line  of  exactness  which 
you  cannot  settle  one  side  or  the  other,  and  in  my  instruction  I 
^^ways  advise  being  on  the  safe  side,  in  case  of  doubt. 

Mr,  G.  M.  Bond. — In  regard  to  the  statement  on  the  second 
F^iage,  as  to  the  girder  section  of  side-rods  on  a  locomotive  being  con- 
sidered the  best,  it  would  seem  that  some  railroads  in  this  country 
ifier  from  that  opinion.     I  noticed  the  other  day  one  instance 
Jpecially — ^the  Old  Colony  Railroad  Co.     They  consider  that  a 
ide-rod  is  made  too  stiflE  laterally  by  making  it  web  section,  and 
ley  find  in  their  experience  that  the  ordinary  flat  parallel  bar  is 
^Je  best.     Other  roads,  however,  seem  to  consider  the  web  section 
le  best.  • 

Mr.  Win.  Kent. — Mr.  Baker's  paper  is  a  valuable  contribution  to 

le  growing  literature  of  the  subject  upon  which  it  treats,  in  giving 

ew  records  of  experiments  which  may,  some  day,  be  collated  with 

'ther  similar  records,  and  lead  to  generalizations  and  deductions 

^hich  can  scarcely  be  made  at  present,  on  account  of  the  insuf- 

*iciency  of  reliable  data.     That  the  data  now  available  are  not  suf- 

.         "fieient  to  enable   us  to  frame  practical  formulae  for  the  working 

k         stress  of  iron  and  steel,  is  shown  by  Mr.  Baker's  refusal  to  accept 
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"  the  modern  formulae  based  chiefly  on  Wohler's  experiments," 
and  his  disaji^reeinent  with  some  of  the  conclusions  drawn  by  Prof. 
Kennedy  from  other  experiments.  We  have  no  higher  authorities 
on  tiie  working  stress  of  iron  and  steel  than  Wohler,  Kennedy,  and 
Baker,  and  if  they  differ  among  themselves  in  their  generalizations, 
we  must  accept  their  opinions  only  tentatively,  and  wait  for 
more  extensive  experiments  before  forming  too  positive  conclu- 
sions. 

The  deduction  drawn  by  Mr.  Baker  from  his  Series  No.  1 
appears  to  the  writer  insufficient  and  misleading.  He  states  that 
axles  "  made  of  the  finest  quality  of  high  tension  steel  are  not 
pmctically  as  strong  as  when  made  of  soft  steel,"  and  "  comparing 
experiments  8  and  14,  under  working  stresses  in  each  case  equal  to 
about  40  per  cent,  of  the  ultimate  strength,  the  hard  steel  failed 
with  only  32,445  revolutions,  while  the  soft  steel  stood  14,876,432." 
No  other  meaning  can  be  drawn  from  this  language  than  that«oft 
steel  is  superior  to  hard  steel  under  repeated  stresses,  and  such 
meaning  was,  no  doubt,  intended,  yet  neither  the  statement  in 
reference  to  the  axles  nor  the  figures  of  series  No.  1,  necessarily 
lead  to  such  a  conclusion.  If  it  is  true  that  axles  of  the  "  finest 
quality  of  high  tension  steel  "  are  not  pi-actically  as  strong  as  tliose 
of  S(»ft  steel,  it  by  no  means  folio w's  that  there  is  not  an  inter- 
mediate grade  of  hard  steel,  say  40  to  60  carbon,  which  is  not  prac- 
tically stronger  than  either  "  the  finest  quality  of  high  tension 
steel  "  or  "  soft  steel."  So,  also,  while  it  may  be  tnie  that  when  a 
piece  of  soft  steel,  and  a  piece  of  hard  steel  of  the  same  size,  both 
strained  to  40  per  cent,  of  their  ultimate  strength,  are  tested  by 
repeated  strains,  the  soft  steel  stands  14,000,000  revolutions,  while 
the  hard  steel  stands  only  32,000,  it  by  no  means  follows  that 
the  hard  steel  is  not  actually  superior  to  the  soft  steel  when  both 
are  strained  to  tlie  same  amount.  In  fact,  this  is  clearly  shown  by 
Mr.  Baker's  table.  Experiments  No.  3, 4,  5,  6,  and  7,  all  soft  steel, 
all  strained  to  34,000  pounds  per  square  inck,  stood  from  68,000  to 
155,000  revolutions,  while  No.  16,  hard  steel,  also  strained  to 
34,000  ])ound8  per  square  inch,  stood  472,500  revohuions,  or  more 
than  three  times  as  many  as  the  best  of  the  soft  steel  specimens, 
and  about  seven  times  as  many  as  the  worst  of  them,  while  No.  15, 
strained  to  40,500  ])ounds  per  square  inch  (or  nearly  20  per  cent 
more  than  the  34,000  pounds),  stood  157,800  revolutions,  or  more 
than  the  best  of  the  soft  steel  specimens.  Again,  comparing  No. 
15  with  Nos.  1  and  2,  the  hard  steel,  strained  to  40,500  lbs.  per 
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square  inch,  stood  from  2^  to  4  times  as  many  revolutions  as  the 
soft  steel  strained  to  only  36,000  pounds  per  square  inch.  The 
deduction  I  would  draw  from  Series  No.  1  is,  that  the  hard  steel  is 
superior  to  the  soft  steel. 

In  practice  such  a  question  as  this  might  arise :  A  certain  tension 
member  is  to  be  dimensioned  on  the  basis  of  10,000  lbs.  allowed 
static  strain  to  the  square  inch.  Shall  soft  steel,  or  a  medium  hard 
steel  be  used  to  give  the  greatest  probable  life  under  repeated 
strains  ?  Here  the  dimension  of  the  member  is  fixed  ;  it  will  weigh 
no  more  and  cost  no  more  if  made  of  the  hard  steel  than  of  the 
soft.  I  would  say,  use  the  steel  which  stood  472,000  revolutions 
under  a  strain  of  34,000  lbs.  to  the  square  inch,  rather  than  the 
one  which  stood  only  155,000  revolutions — in  other  words,  use  the 
hard  steel  rather  than  the  soft.  This  is  the  deduction  to  be  drawn 
from  the  experiments  of  Series  No.  1,  although  there  may  be  other 
reasons  why  a  softer  steel  might  be  preferred,  such  as  the  greater 
liabilitj'  of  the  hard  steel  to  damage  during  the  processes  of  manu- 
facture into  its  finished  shape. 

Some  nine  years  ago  a  number  of  experiments  were  published 
by  Mr.  William  Metcalf  {Metallurgical  lieview,  Vol.  I.,  p.  399), 
which  tend  to  show  that  a  medium  hard  steel  resists  repeated 
shocks  better  than  soft  steel.  His  paper  is  well  worthy  of  study 
by  those  interested  in  the  subject,  but  the  following  may  be  quoted 
here : 

''  The  next  case  was  that  of  steel  for  small  pitmans,  where  the 
test  required  was  that  a  machine  should  run  4ti  hours,  at  a  rate 
of  1,200  revolutions  per  minute,  unloaded  before  the  pitman 
broke. 

"  The  first  trial  was  with  .53  carbon  steel,  mean  time  of  six  trials, 
2  hours,  9^  minutes.  Second  trial,  .65  carbon  steel,  mean  time  of 
six  trials,  2  hours,  57J  minutes.  Third  trial,  .85  carbon  steel,  mean 
time  of  three  trials,  9  hours,  45  minutes.     .     . 

"  This  led  to  a  trial  of  a  set  of  twelve  pitmans  of  a  finer  quality 
of  steel  than  the  above. 

The  .30  carbon  ran  1  h.  21  m.,  heated  and  bent  before  breaking. 

"    1  h.  28  m. 

"    4  h.  57  m.,  Broke  without  heating. 

*'    3  h.  50  m.,  broke  at  weld,  where  imperfect. 

*'    5  h.  40  m. 

"18h. 

broke  in  weld,  near  the  end. 
ran  4  h.  65  ni.,  and  the  machine  broke  down." 


.49 

.53 

.65 

.80 

.84 

.87 

.90 
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Another  statement  of  Mr.  Baker  seems  open  to  criticism :  that 
"  a  structure  or  piece  of  meciianism  may  be  subject  to  a  repeated 
stress  equal  to  90  per  cent,  of  that  which  would  break  it,  and  yet 
specimens  cut  from  the  metal  may  exhibit  no  signs  whatever  of 
deterioration."  It  is  not  at  all  certain,  as  he  says,  that  in  a  bar 
tested  by  transverse  strain  the  stress  at  a  "  point  90  per  cent  of  the 
half  span  from  the  bearings,  the  stress  would  be  90  per  cent,  of 
that  which  broke  the  bar."  In  steel  which  bends  greatly  before 
breaking,  it  is  very  far  from  true.  Before  making  such  a  broad 
generalization  from  transverse  tests,  a  crucial  test  should  be  made 
bj'  direct  tension,  and  I  venture  to  say  such  a  test  would  utterly 
destroy  the  generalization.  Take  a  bar  of  any  soft  or  medium 
steel,  cut  it  in  half,  and  break  one-half  by  tensile  strain.  Then 
test  the  other  half  to  90  per  cent,  of  this  strain,  not  repeatedly,  but 
only  once,  take  it  out  of  the  testing  machine,  and  lay  it  aside  for  a 
day  or  two,  and  then  test  it  again,  plotting  carefully  its  extensions 
under  successive  increments  of  load  up  to  the  breaking  point. 
It  will  show  two  changes  at  least,  first,  greatly  increased  elastic 
limit,  second,  greatly  decreased  ductility  (measuring  the  elonga- 
tions anew,  and  not  from  the  original  marks),  and  most  probably  a 
third  change,  a  considerable  increase  of  tensile  strength.  This 
class  of  phenomena  ought  now  to  be  well  known  to  engineers. 
They  were  published  about  ten  years  ago  by  Prof.  Thurston,  in 
the  Transactions  of  the  American  Society  of  Civil  Engineers,  and 
were  discussed  at  considerable  length  by  Commander  Beardslee  in 
the  reports  of  the  U.  S.  Iron  and  Steel  Testing  Board,  besides 
having  found  their  way  into  some  American  text-books.  They  are 
entirely  inconsistent  with  the  conclusion  that  a  structure  "may 
be  subject  to  repeated  stress  equal  to  90  per  cent,  of  that  which 
would  break  it,  and  yet  specimens  cut  from  the  metal  may  exhibit 
no  signs  whatsoever  of  deterioration,"  if  such  structure  is  made  of 
the  qualities  of  iron  and  steel  generally  used  in  construction. 

Mr,  G,  C.  Homing, — I  would  like  to  say  a  few  words  in  regard 
to  Professor  Wood's  remarks  on  Professor  Kennedy's  assertion 
that  a  rod  becomes  useless  when  it  is  once  strained  l)eyond  the 
elastic  limit.  From  tests  we  have  found  out  that  material  becomes 
stronger  after  being  once  strained  beyond  the  elastic  limit,  but  we 
have  also  found  out  that  it  invariably  decreases  in  ductility.  Ma- 
terials are  similarly  affected  when  strained  below  elastic  limit,  but 
to  a  much  less  degree.  If  we  take  two  bars,  one  of  which  has 
1)een  stretched  bevond  the  elastic  limit,  that  bar  will  not  stretch  as 
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much  for  any  given  load  put  upon  it  as  the  other  bar  which  has 
not  been  strained.  The  result  will  be  this  :  if  we  have  two  mem- 
bers side  by  side  or  close  together,  one  of  which  has  been  strained 
beyond  the  elastic  limit,  and  which  are  loaded  equally  per  square 
inch  of  section,  these  two  members  will  not  work  in  harmony. 
The  direct  result  will   be  that  the  member  which  has-  not  been 

• 

strained  beyond  the  elastic  limit  will  receive  and  carry  less  of  the 
load  than  the  other  member.  This  will  throw  unequal  strains  into 
the  structure,  and  the  result  wijl  be  that  the  structure  itself  will 
not  act  uniformly  throughout.  Whenever  a  load  is  put  on  a  struct- 
ure some  members  will  take  more  stress  than  others,  and  our  prin- 
cipal object  in  making  substantial  structures  and  distributing  the 
stress  in  proportion  to  the  section  of  the  niaterial  will  be  destroyed. 
The  result  is  that  we  can  no  longer  have  much  confidence  in  such  a 
structure,  and  especially  if  a  long  one  where  there  are  many  parts 
duplicated,  if  the  members  are  so  irregular  in  character  in  regard 
to  strain,  which  affects  the  shape  and  consequently  the  distribution 
of  stress,  which  is  of  vital  importance  to  the  life  of  the  structure. 
For  that  reason  I  think  Professor  Kennedy  is  correct,  that  such  a 
bar  must  not  be  used  in  a  structu;;e  in  connection  with  other  bars 
which  have  not  been  so  treated.  To  strain  only  one  member  is 
all  wrong.  Let  me  take  the  case  of  a  bridge.  If  we  should  stretch 
the  members  in  only  .one  panel  that  panel  will  be  stiffer  than  the 
J'est.  The  result  is  that  when  a  train  comes  on  the  bridge  the  part 
which  is  deflected  must  regularly  receive  an  extra  impulse  from  the 
load,  and  that  side  which  has  not  been  stretched  in  that  way  will 
2^1  ways  get  a  greater  load  and  the  bridge  will  never  act  properly 
Tider  it,  and  it  is  then  only  a  question  of  quantity  of  stress  which 
*^ay  produce  serious  consequences.  Our  object  in  fabricating 
^tfacturea  is  to  get  all  the  parts  as  nearly  uniform  as  possible,  and 
^lierefore  we  must  select  such  members  as  have  been  treated  in  a 
ly  that  is  likely  to  affect,  not  their  ultimate  strength — we  do  not 
re  much  about  that — but  their  elasticity,  that  is,  their  relative  ex- 
J^s^naion  under  given  loads,  and  pair  them  off  or  reject  them.  All 
^^^r  structures  are  inachiTies,  whether  \ve  can  see  the  motion  or  it 
**^  80  sliii^ht  that  it  can  only  be  observed  by  careful  measurement. 
'*^'*^*  you  have,  of  course,  only  a  single  member,  like  the  connecting 
^od  of  an  engine,  that  may  be  stretched  beyond  the  elastic  limit 
^^^d  not  affect  anything  else,  but  generally  we  have  many  members 

i       ^o  make  up  one  structure. 

m  In  regard  to  Professor  Baker's  paper  directly,  I  think  it  is  one 
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of  the  notable  papers  of  treatment  of  material  as  used  by  the  en 
neer.     AVe  have  done  too  little  of  this  work.     We  have  confined 
ourselves  to  the  work  of  simply  finding  out  what  material  wi — 
stand  ultimately  in  one  test.     Materials  are  not  used  that  waya^ 
all.     Materials  are  used  time  and  time  again,  and  thousands  ao^ 
millions  of  times,  and  we  must  not  build  for  present  use  biitfo-  •• 
future  use,  because  to  have  any  confidence  in  the  life  of  a  struetn 
we  must  know  that  after  long  years  of  use  the  structure  will  be 
good  as  when  originally  construcfed.     Professor  Lanza  made  ex — 
perimcnts  on  the  bending  of  shafts,  and  he  found  similar  results^ 
He  had  not  strained  the  shaft  beyond  the  elastic  limit,  but  the  shaftJ 
broke.     We  know  too  little  about  the  exact  experiments  that  Mr- 
Baker  made  to  allow  us  to  criticise  the  results  closely.     He  tells  uae 
that  these  results  are  simply  a  few — ^lie  gives  simply  a  generaliza- 
tion of  the  experiments  he  has  made,  which  were  quite  numerous^-j 
and   oft   repeated.      Many   accidents   happen    in   every-day  lifec 
especially  to  machinery  which  is  subject  to  largely  varying  strainas 
which  show  us   that   our   usual   custom   of    proportioning  part«z 
according  to  the  actual  tensile  or  compressive  strength  of  materiac 
is  not  correct,  and  that  has  been  one  of  the  reasons  why  the  scieof 
tific  engineer's  deductions  have  been  looked  down  upon  by  tlL« 
practical   man,  who  says  if  you  proportion  this  according  to  tlif 
strength  of  that  little  piece,  you  are  all  wrong,  because  it  will  brea^ 
in  a  little  while.   That  is  what  we  found  out  in  the  connecting  tczz 
of  the  engine ;  that  we  were  not  proportioning  it  according  to  wli:- 
the  rod  was  doing;  we  were  proportioning  it  by  testing  it  in  a  wfE3 
in  which  it  was  not  at  all  used  in  the  structure;  and  I  believe  tli   - 
such  results  as  were  given  by  Mr.  Kent,  quoting  Mr.  Metcalf,  we  J" 
deduced  from  a  very  small  number  of  tests,  and  they  should  n€yi 
have  that  weight  which  these  results  given  in  the  paper  carry  witA 
them,  made  by  an  engineer  who  has  made  this  a  specialty,  par- 
ticularly with  the  object  in  view  of  determining  the  life  of  ma- 
terial, rather  than  by  one  who  has  made  only  a  few  to  determine  a 
particular  case.     I  think,  as  a  general  thing,  the  results  of  this 
paper  are  far  ahead  of  our  present  practice  in  engineering,  espe- 
cially in  large  structures,  and  we  cannot  do  enough  to  find  out 
more  in  that  same  direction,  and  I  only  hope  that  we  will  get  more 
of  this  information  from  Mr.  Baker.     (Applause.) 

I  would   like  to  add  something  that  I  had  forgotten,  if  no  one 
else  wishes  to  speak. 

Mr.  Baker  has  made  a  little  remark  here  at  the  end  of  the  paper, 


SOME  NOTES  ON  THE  WORKING  STREPS  OF  IRON  AND  STEEL.    177 

vrhieh  I  think  is  too  important  to  be  overlooked,  and  I  am  sorry 
that  no  one  of  the  members  here  has  called  attention  to  it ;  it  is 
where  he  says  that :  "  In  my  experience  of  using  24,000  tons  of  steel 
I  have  not  had  as  many  failures  as  in  using  a  similar  quantity  of 
pounds  of  wrought  iron."  I  think  Mr.  Baker  is  an  engineer  who 
takes  an  advanced  standing  in  the  use  of  steel,  and  all  our  old  fogy 
engineers  who  stick  to  wrought  iron  will  be  surprised  at  that 
remark.  They  forget  that  this  steel  which  Mr.  Baker  speaks  of  is  a 
material  more  like  wrought  iron  than  anything  else  we  have,  only 
much  superior  to  it.  It  has  no  fiber  and  no  slag  between  the  fibers. 
I  think  all  of  our  best  experience  leads  ns  to  believe  more  strongly 
that  steel  of  that  character,  when  made  uniformly,  is. an  article  so 
far  superior  to  wrought  iron  that  it  is  only  a  question  of  time  when 
the  latter  will  be  replaced  by  the  former. 

Mr.  Kent. — ^I  wish  to  make  a  remark  on  the  subject  of  which 
Prof.  Wood   and   Mr.  Henning   both  spoke,  in  regard   to  Prof. 
Kennedy's  observation  as  to  making  useless  a  bar  once  strained 
beyond  the  elastic  limit.     Mr.  Baker  diflEers  from  Prof.  Kennedy. 
Prof.  Wood,  I  believe,  differs  from  Prof.  Kennedy  and  agrees  with 
Mr.  Baker.     Mr.  Henning  disagrees  with  Mr.   Baker  and  Prof. 
Wood,  and  agrees  with  Mr.   Kennedy,  as   I   understood  it.     My 
preference  is  to  side  with  Mr.  Baker  and  Prof.  Wood  in  .this  case. 
Suppose  we  have  four  tension  members  in  a  very  long  bridge  panel, 
each  of  which  would  break  with  say  fifteen  or  twenty  per  cent,  ex- 
tension.    What  would  happen  if  we  should  take  one  of  these  mem- 
bers which  happened  to  be  a  trifle  short  and  stretch  it  one  per  cent. 
or  two  per  cent,  in  order  to  lengthen  it  to  fit  the  connecting  pin  % 
The  result  woulcj  be,  as  far  as  we  know  from  the  experience  on 
'^cord,  that  if  we  stretch  that  bar  one  per  cent,  or  two  per  cent,  we 
'^ould  increase  its  initial  elastic  limit  a  little ;  we  would  increase 
^ts  tensile  strength  somewhat ;  we  would  change  its  condition  with 
*^ference   to  the  other  parts ;   and,  therefore,  according  to  Mr. 
Q^enning's  statement,  we  would  make  that  structure  not  to  act  in 
*^annony.     But  I  think  we  would  not  change,  as  far  as  I  know,  the 
'Modulus  of  elasticity  ;  that  is,  I  think,  a  thing  that  can  scarcely  be 
^^finitely  asserted  yet,  but  it  requires  experiment. 

^r,  Henning, — I  would  like  to  correct  Mr.  Kent.  I  am  fully  in 
liarmony  with  Prof.  Wood  and  Mr.  Baker.  I  was  speaking  with  re- 
spect to  the  modulus  of  elasticity.  T  said  the  relative  strain  due  to 
giveu  loads  ;  that  has  been  dednced  from  hundreds  of  experiments 

I  have  made  on  full-sized  bridge  bars.     The  results  of  these  experi- 
12 
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ments  have  shown  me  that  the  relative  strain  of  bare  decreases 
you  increase  the  stress  on  the  bars  beyond  the  elastic  limit,  u 
repetition  of  stress.  Finally,  the  bar  will  break  without  any  str", 
and  at  a  higher  load  than  the  bar  originally  stood.  The  result 
those  four  bare  instanced  by  Mr.  Kent  I  will  explain  in  this  w 
Tlie  one  which  has  been  strained  will  not  stretch  as  much  as 
others,  but  will  pull  unequally  on  the  pins.  The  pins  will  8t», 
at  an  angle  with  one  another.  They  will  begin  to  twist 
structure.  Then  that  bar  will  stand  more  strain  than  the  otiiu  • 
bars  until  those  pins  begin  to  stand  parallel  again,  and  that  b  -^ 
will  continue  to  be  stretched,  and  it  will  again  be  strained  beyor^^ 
the  elastic  limit  before  it  will  be  as  long  as  the  other  bare.  No^^ 
this  bar  is  to  some  extent  out  of  harmony  with  the  othere,  and 
does  not  come  into  play.  The  result  is  that  the  other  bare  a^^ 
carrying  more  load  than  they  are  intended  for,  and  the  total  stretc  '^ 
of  the  bar  will  not  be  the  same,  and  it  will  cause  unsymmetrita^^ 
deflection  of  the  bridge. 

I  am  in  harmony  with  Mr.  Baker  in  what  he  asserted ;  only  ]I^ 
want  to  point  out  that  Prof.  Kennedy  and  Mr.  Baker  were  speak-^ 
ing  in  a  different  way.     They  were  not  looking  at  the  same  problem^ 
from  the  same  point  of  view.     Each  was  right  in  his  way. 

Mr,  J,  T.  Ilawhins, — Referring  to  the  experiments  of  Prof^ 
Thurston  with  his  torsion  machine,  and  others  alluded  to  by  Prof. 
Wood,  my  recollection  of  the  former  is,  that  specimens  having  been 
strained  to  the  yielding  point  or  slightly  beyond  the  limit  of  elas- 
ticity, they  were  allowed  to  rest  for  a  certain  time  under  the  stress 
which  caused  them  to  yield,  or  nearly  that,  and  that  after  a  given 
time  it  was  found  that  they,  had  so  far  recuperated,  under  these 
conditions,  that  the  elastic  limit  became  higher  than  before. 

I  would  like  to  ask  Prof.  Wood  if,  in  connection  with  these  tests, 
any  experiments  were  made  in  which,  after  reaching  or  slightly  ex- 
ceeding the  elastic  limit,  the  specimens  were  allowed  to  recuperate 
not  under  stress — that  is,  immediately  upon  the  commencement  of 
yielding — removing  all  stress  and  allowing  them  to  remain  in  that 
condition  for  an  equal  time  with  those  specimens  which  recuperated 
under  stress  ? 

If  such  tests  were  had,  I  would  also  ask  him  if  any  tabulatied  or 
plotted  results  have  been  made,  so  that  they  might  be  compared  in 
the  two  cases  ?  I  can  see  that  such  data  as  might  be  gotten  at  in 
this  way  would  be  very  valuable  :  for  instance,  it  would  be  exceed- 
ingly w^ell  to  know^  the  results  of  such  experiments  as  applied  to  the 
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case  given  by  Mr.  Kent.  Perhaps,  however,  this  has  been  thor- 
oughly gone  through  with,  but  I  do  not  remember  seeing  anything 
of  the  kind. 

Professor  Wood. — Experiments  were  made  in  the  Institute  nnder 
the  direction  of  Professor  Tlmrston,  with  his  automatic  torsion 
ttiachine,  in  which  pieces,  after  being  twisted  considerably  beyond 
ieir  elastic  limit,  were  entirely  relieved  of  stress,  and  after  resting 
or  a  shorter  or  longer  time,  were  again  twisted.  It  was  found 
flat  good  fibrous  iron  thus  treated  exhibited  increased  elasticity 
'hen  again  twisted.  These  facts  are  shown  in  the  large  cut  in 
'art  II.  of  Thurston^ s  Materials  of  Engineering  ^  or,  in  my 
^reatise  on  tlie  Resistance  of  Materials,  Possibly  Mr.  Hawkins' 
aestion  will  be  more  specifically  answered  by  the  table  on  page 
)2  of  Thurston's  work  just  referred  to. 

Mr.  H.  JR.  Toimie. — Mr.  Henning  has  called  attention  to  the 
ct  that  the  experiments  mentioned  in  the  paper  are  quite  few  in 
amber,  and  the  infei-ence  is  given  that  they  are  examples  of  a 
5ry  large  number  That  may  be  so,  and  if  it  is  so  it  will  quality 
hat  I  have  to  say.  But  there  is  one  indication  which  they  give 
hich  makes  it  regrettable  that  the  experiments  were  not  carried 
rther ;  for  the  reason  that  it  appears  that  they  go  up  to  the  point 
■  indicating  the  best  results — or  near  to  it — and  stop  short.  Take 
>r  instance  Series  No.  1,  on  page  4.  If  we  were  to  plot  the  results 
I  ere,  showing  in  the  first  place  the  number  of  revolutions  causing 
ipture,  as  indicated  in  the  first  column  (by  the  way,  unless  the 
iper  is  read  quite  carefully,  I  think  it  will  not  be  clear  at  first 
tat  the  figures  indicating  the  number  of  revolutions  are  those  giv- 
g  the  number  of  revolutions  which  the  shaft  or  piece  stood 
ifore  breaking;  this  is  apparent  on  careful  reading,  but  it  is  not 
ated  directly) — if  we  take  these  as  representing  the  ordinates  and 
^  stress  per  square  inch  the  abscissae,  we  may  trace  the  curve  so 
'oduced.  We  start  with  only  40,000  revolutions,  with  a  stress 
-I  square  inch  of  36,000  pounds,  and  continue  until  with  only 
^,000  pounds  stress  per  square  inch  we  get  14,000,000  revolu- 
=^08.  So  again,  with  hard  steel,  starting  with  less  than  6,000 
"Solutions  and  (57,000  pounds  of  stress  per  square  inch,  increasing 
L«  number  of  revolutions  to  472,000,  the  stress  is  reduced  to 
^lOOO,  giving  us  another  diagnim.  In  bar  iron,  the  third  set  of 
gures,  the  diagram  w^ould  be  somewhat  diffei-ent  again,  and  so  on 
^^  through.  Taking  the  Series  No.  2,  on  the  fifth  page,  where  the 
comber  of  bends  at  a  stress  of  44,000  pounds  is  only  12,000;  if 
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the  stress  is  reduced  to  34,000  pounds,  the  number  of  revolu 
rises  to  over  three  millions. 

Now  it  appears  from  this  that  after  reducing  the  stress 
certain  point  the  increase  in  the  endurance  of  the  specimer 
comes  very  rapid,  and  that  the  series  was  not  carried  to  the  ] 
where  that  rapidity  of  gain  ceases;  whereas  it  would  be  i 
more  interesting  and  probably  more  valuable  to  us  if  the  t 
was  continued  still  further  to  show  the  ultimate  developmer 
the  cause,  for  the  reason  that  the  stresses  at  which  the  test  fi 
terminate — 34,000  pounds  in  the  one  case  and  26,000  poun 
the  other — are  still  above  the  working  limits  of  practice. 

The  figures  cited  from  the  London  and  Northwestern  Br 
the  Conway  Bridge — are  particularly  interesting — as  showing 
here  is  a  structure  which  has  endured  for  thirty-six  years,  a 
ently  with  a  factor  of  only  two  and  a  half  or  two  ;  but  as  ofiFse 
that  it  should  be  remembered  that  that  bridge  was  built  unde 
most  skillful  engineering  supervision,  with  extreme  care  ir 
proportioning  of  parts,  in  the  testing  of  material  and  in  the  in 
tion  of  the  work  as  done,  and  that  the  ratio  of  the  static  lo 
the  live  load  is  unusually  large  by  reason  of  the  nature  of  the  i 
ture.  This  latter  fact  is  one,  I  think,  which  comes  into 
bridge-work,  and  does  not  applj  to  machine  designs ;  namely, 
where  the  static  load  is  very  large  in  proportion  to  the  live  1< 
much  smaller  factor  or  margin  can  be  adopted  than  in  struc 
where  the  entire  stress,  or  nearly  the  entire  stress,  is  due  t( 
live  load. 

Several  of  the  speakers  this  morning  have  alluded  to  the  i 
of  the  straining  of  material  beyond  its  elastic  limit,  and  I 
emphasize  what  I  have  previously  said  as  to  the  fact  of  this  1 
beneficial  by  citing  the  case  of  chains,  in  which  for  a  long  ti 
has  been  the  practice  in  the  concern  with  which  I  am  connect 
stretch  the  material  purposely  beyond  its  elastic  limit,  boi 
increase  its  strength,  and  also  to  decrease  and  define  its  8tret( 
point.  Chain  made  of  soft  iron  of  considerable  ductility  stre 
inevitably  as  soon  as  it  is  loaded  even  to  less  than  its  intc 
limit,  and  that  stretching  tends  to  alter  the  pitch  of  the  c 
Where  it  is  important  that  the  pitch  shall  be  constant,  in  ore 
overcome  that  tendency  the  chain  is  stretched  initially,  wher 
made,  to  a  point  beyond  the  intended  load  that  it  is  to  work  u 
and  a  permanent  set  thereby  given  it  which  brings  it  to  its 
and  intended   pitch.     After  that,  so  long  as  the  loads  are 
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within  the  intended  limit,  which  is  considerably  below  the  stretch- 
ing load  put  upon  it  for  this  purpose,  no  further  change  will  take 
place.  The  elastic  strength  of  the  iron  has  undoubtedly  been 
increased  by  giving  it  this  initial  set.  The  same  beneficial  result 
can  be  obtained  in  any  material  by  treating  it  in  like  manner.  It 
ig  important  to  know  the  exact  amount  of  load  which  is  put  on  in 
this  way;  otherwise  the  material  niay  be  injured  by  unduly  stretch- 
ing it. 
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FlUE  BOATS. 

BT  M'lLLIAM   (  OWLE^.  NEW   YORK  CITY. 

(MembiT  of  the  Society. » 

TiiK  United  States  Governnient  regulations  concerning  tlie  mat- 
ter provide  tlijit  all  steamers  shall  be  equipped  with  a  steam  pump 
or  pumpvS  si)  eon!iecte<l  as  to  he  used  in  case  of  fire,  together  with 
a  small  supply  of  2J-inch  hose,  pipes,  axes,  etc.;  but  this  has  refer- 
ence only  tosflf-protection.  Heretofore  it  has  been  a  common  cus- 
tom among  corporations  havirg  much  propert}'  on  water  fronts  or 
afloat  to  ((luij)  their  tugs  with  a  steam  ])iimp  larger  than  required 
by  law,  and  with  a  little  extra  hose  to  be  used  for  the  lire  protec- 
tion <»f  their  property  on  shore  or  on  other  vessels.  Several  years 
ago,  a  nnmber  of  city  governments  began  to  take  up  and  enlarge  on 
this  idea,  an<l  in  1884  there  were  a  number  oi\fi?'€  tufjs,  regularly 
owned  i»r  chartered  as  such,  being  used  and  managed  in  connection 
with  city  tire  de]>artments.  But  these  boats  are  essentially  tugs 
equipped  with  comparatively  small  fire  pumps,  and,  with  the  ex- 
cei>tion  of  the  ZojJtar  Mllh  of  New  York  City,  have  very  little 
pumping  capacity. 

As  far  as  known  to  the  writer,  it  was  in  the  year  1885  that  the 
jirsf  jfinftHfj  prt  eit{/itte^  self-propelling  and  of  high  power,  was 
desigiKMl  and  built  ;  this  was  the  AVM  Lotv  of  the  Brooklyn  Fire 
Department.  (See  Figs.  53  and  55.)  Since  the  Seth  Low^  two  others 
somewhat  >imilar,  but  with  improvements,  have  been  designed  and 
are  now  built  and  in  service,  one  in  Cleveland  (see  Figs.  55  to  .50), 
the  other,  the  ^/Vy.sr/',  in  Chicago  (see  Figs.  6(>  and  61).  Two  de- 
signs, one  wood  the  other  iron,  werc  made  for  the  Cleveland  boat, 
and  after  receiving  bids  on  both,  the  wooden  boat  was  decided 
upon  and  built. 

A  Compai-ative  Table  has  l»een  prepared  showing  these  three  boats 
in  contrast  with  the  //q^har  2Iills^  the  largest  and  best  of  their  Ameri- 
can i)redecessors,  and  the  Sfirrt/ireat/ter,  an  English  contemporary 
built  in  ISSO,  wliich  seems  to  have  been  the  first  of  its  kind  across  the 
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FIHE  BOATS. 

BY  WILLIAM  COWLEi»,  NEW  YORK  CITT. 

(Member  of  the  Society.) 

The  United  States  Government  regulations  concerning  the  in 
ter  provide  that  all  steamers  shall  be  equipped  with  a  steam  pa; 
or  pumps  so  connected  as  to  be  used  in  case  of  fire,  together  w 
a  small  supply  of  2i-inch  hose,  pipes,  axes,  etc.;  but  this  has  ref« 
ence  only  to  self-protection.     Heretofore  it  has  been  a  common  C" 
tom  among  corporations  havii?g  much  propert}'  on  water  fronts 
afloat  to  equip  their  tugs  with  a  steam  pump  larger  than  requii 
by  law,  and  with  a  little  extra  hose  to  be  used  for  the  fire  prot 
tion  of  their  property  on  shore  or  on  other  vessels.     Several  j& 
ago,  a  number  of  city  governments  began  to  take  up  and  enlarge         ^^ 
this  idea,  and  in  1884  there  were  a  number  ot  Ji?'e  tugs^  regula-'"^^^7 
owned  or  chartered  as  such,  l>eing  used  and  managed  in  connect  ^^^>d 
with  city  fire  departments.     But  these  boats  are  essentially   t  '«-'*^ 
equipped  with  comparatively  snuill  fire  pumps,  and,  with  the        ^ex- 
ception of  the  Zftphar  Mills  of  New  York  City,  have  very  li  "fc*" 
pumping  capacity. 

As  far  as  known  to  the  writer,  it  was  in  the  year  1885  that       ^" 
first  fiAxdlng  fire  emjins^  self-])ropelling  and  of  high  power,      "^^^ 
designed  and  built ;  this  was  the  Seth  Low  of  the  Brooklyn    I^^' 
Department.  (See  Figs.  53  and  55.)   Since  the  Seth  Low^  two  otl^  ^ 
somewhat  similar,  but  with  improvements,  have  been  designed 
are  now  built  and  in  service,  one  in  Cleveland  (see  Figs.  55  to  - 
the  other,  the  Geyser^  in  Chicago  (see  Figs.  60  and  61).     Two 
signs,  one  wood  the  other  iron,  were  made  for  the  Cleveland 
and  after  receiving  bids  on  both,  the  wooden  boat  was  dec 
upon  and  built. 

A  Com])arative  Table  has  been  prepared  showing  these  three 
in  contrast  with  the  Z,nphar  21  ills,  the  largest  and  best  of  their 
can  predecessors,  an<l  the  Aft'rrf/weatlu7\  an  English  contcmp<^ 
built  in  1886,  which  seems  to  have  been  the  first  of  its  kind  acroB^ 
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water,  and  of  which  the  chairman  of  the  London  Fire  Brigade  Com- 
naittee  is  reported  to  have  said,  "  It  is  unquestionably  what  tlie  com- 
mittee requires  on  the  Thames."  *    The  Merrywtather  was  built  by 
Messrs.  Merry  weather  &  Sons,  Engineers,  Loudon,  to  the  order  of  the 
Egyptian  Government,  for  use  at  Alexandria,  and  is  undoubtedly 
an  excellent  fire  engine  of  great  capacit}^  considering  her  size,  and 
may  be  assumed  to  be  very  well  suited  to  a  port  like  Alexandria, 
but  her  suitability  is  not  so  obvious  for  use  on  the  water  fronts  of 
London  or  any  other  very  large  port.     Her  reported  maximum  fire 
capacity  is  a  single  l|-inch  to  2-inch  stream  thrown  200  feet ;  about 
equal  to  one  first-class  shore  fire  engine  of  the  largest  size  used  in 
American  cities.     That  is,  it  would  take  from  eight  to  ten  Merry- 
'leathers  to  equal  one  such  boat  as  Chicago  has  in  the  Geyser^  and 
the  latter  is  none  too  large  for  efficient  use  in  a  large  city.     The 
table  indicates  also  a  marked  difference  between  the  uiodern  boats 
^nd  the  Zophar  Mills  in  dimensions,  cost  and  capacity.     The  latter 
boat  is  simply  an  enlargement  of  the  tug  idea,  an  enlargement 
vrhieh  makes  her  very  cumbersome  and  expensive.     One  of  the 
unparalleled  advantages  in  having  fire  boats  is  the  capacity  thus 
obtainable  for  throwing  large  streams  ut  a  large  fire.    Little  streams 
from  |-incli  to  IJ-inch,  such  as  the  ordinary  single  shore  engine  can 
throw,  are  almost  useless  at  a  Inrge  fire  except  to  keep  it  from 
spreading;  they  are  vaporized  befo/e  they  can  penetrate,  thus  even 
^ding  to  the  fire,  whereas  a  strong  2J-inch  to  3|^inch  stream  will 
^ear  its  way  through  walls,  partitions,  goods,  etc.,  into  the  heart  of 
i^big  fire  and  break  it  up  so  that  the  small  streams  can  operate  on  it 
effectively.     There  are  very  few,  if  any,  firemen,  even  in  large 
<?itie8,  who  know  much  about  streams  above  two  inches  in  diameter; 
ve  must  go  to  these  modern,  high-power  fire  boats  to  find  out  the 
power  required  and  the  effect  with  larger  streams.     So  far  as  known, 
there  are  almost  no  data  published  in  regard  to  the  velocity,  nozzle- 
prefisure,  volurne  of  water  and  power  required  in  fire  streams  above 
If  inches  diameter.     When  these  fire  boats  have  been  thoroughly 
experimented  with,  this  knowledge  can  be  obtained  for  streams  up 
to  4  inches  diameter.     It  is  to  be  regretted  that  this  has  not  yet 
been  done.     The  certain  increase  in  the  efficiency  of  larger  fire 
pumps,  with  their  larger  areas  and  passages,  over  that  obtained  in 
the  smaller  pumps  of  shore  fire  engines  is  an  important  item. 

The  main   features  in  the  design  of  a  high-power  fire  boat  are 
tlie  boiler  and   pumps,  of  course.     The  boiler  must   have  all  the 

*  See  Engineering,  June  18th,  1886. 
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cai)acity  wliicli  can  bo  got  on  a  certain  prescribed  diBplacement, 
which  nioan3  two,  three  and  even  four  times  the  capacity  of  that 
in  an  ordinary  tug  of  similar  dimensions.  The  hull  and  motiv 
machinery  must  be  secondary  mattere,  as  in  a  dredge  or  floating  ele 
vator.  But  maneuvering  power  and  speed,  in  the  order  mentioned 
are  als(.)  very  important  items.  Then,  too,  the  boats  for  each  por 
or  locality  must  have  an  individuality  of  their  own.  A  boat  d 
signed  to  suit  tlie  conditions  and  hydrographic  features  of  one  por 
mi<rht  be  entirely  unsuitable  in  another.     It  would   make  far  t 


long  a  paper  to  gu  into  details  in  these  matters.     The  plans  an 
table  will  give  much  information  as  to  detail  to  those  who  feel  i 
terested  enough   to  go  into  the  matter.     Your  attention  will 
called,  however,  to  a  few  ]Knnts. 

The  ordinary  "  Scotch  '■  boiler  is  much  lighter  per  square  foot 
heating  surface  than  tlie  "water  leg"  boilers,  and  for  tliat  and  se 
eral  other  important  reasons  it  was  adopted  by  tlie  writer  as  tl 
best  type  which  could  be  used  under  the  circumstances.    By  caref 
designing,  and  by  specifying  the  best  material  obtainable  in  tk_ 
market  and  the  best  methods  of  workmanship,  it  was  proved  th 
the  weight  of  this  type  of  boiler,  per  square  foot  of  heating  su 
could  be  reduced  from  50  lbs.  and  over,  as  in  transatlantic  stea: 
ships  and  United  States  naval  vessels,  to  35.20  lbs.  in   the 
Loiv,  35.  lbs.  in  the  Cleveland  fire  boat  and  31.9  lbs.  in  the  boil-    ^^r 

of  Cliicago's  Gey{<er.     This  calculated  weight  includes  water  t(^    * 

inches  above  highest  heating  surface,  felting  and  asbestos,  breecr^    -■)- 
ing,  grates,  saddles,  stack  and  attached  valves. 

These  boats  are  not  intended  for  sea-service,  and  therefore  it 
permissible  to  carry  the  water  line  higher  and  use  a  dr}'  pipe. 
ratio  of  38  to  1  was  also  used  between  tiie  heating  and  grate  s" 
face  on  account  of  having  a  forced  draught.     These  two  features 
plain  part  of  the  reduction  in  weight ;  the  rest  of  it  comes  by  usE 
the  higliest  grade  of  material  and  workmanship,  and  in  cutting 
the  useless  and  "  dead  ''  water  spaces  below  the  furnaces  by  pntt^ 
in  extra  fire  tubes  and  a  "  regenerating  "  flue  for  admitting  hea 
air  into  the  back  connection. 

Besides  the  great  advantage  of  throwing  large  streams  and  havi  — ^'^ 
special   and   rai)id  accessibility  to  all  water-front  or  harbor  lire i 
properly  designed  fire  boat  need  not  have  her  field  of  operati 
confined  to  the  water  front.     She  may  be  given  such  a  capacity 
to  make  her  a  large  movable  pumping  station  capable  of  carry* 
her  equipment,  crew,  coal,  etc.,  to  the  nearest  practicable  point,  ^*' 
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operating  from  that  point  with  nnliniited  water  supply  upon  a  fire 

1,200  to  1,500  feet  distant,  through  several  lines  of  hose  of  large  size. 

-A.nd  even  beyond  this  1,500-foot  belt,  fire  boats  can  be  used  to  re- 

'if orce  shore  engines,  the  latter  either  connecting  their  suctions 

<iii-€ct  to  the  delivery  from  the  fire  boat,  or  the  Doat  can  deliver 

ixito  tanks  from  which  the  engines  can  draw.     Scarcity  of  water  for 

IsLT"^  fires  is  a  thing  of  which  many  large  cities  have  to  complain. 

lin,  special  pipes  or  mains  can  be  laid  connecting  the  nearest 

nvenient  point  on  the  water  front  with  any  desired  building  or 

ciistrict  in  a  city,  the  fire  boat  connecting  with  the  main  and  oper- 

a.t:iBg  somewhat  on  the  Holly  system. 

These  fire  boats  are  designed  to  keep  up  steam  constantly.  A 
l>anked  fire  in  one  of  the  furnaces,  with  the  others  primed  ready  to 
i,  is  found  to  work  well.  The  boats  are  put  on  the  regular  fire 
►rm  and  telephone  circuits  by  special  slip  cable  connecting  with 
instruments  permanently  located  in  the  pilot-house,  and  the 
l>oat8  can  make  much  better  time  in  going  to  a  fire  than  the  shore 
^^rigines  can,  because  they  are  able  to  start  as  quickly,  have  gener- 
a-lljr  less  obstruction,  and  always  very  much  more  speed.  When  we 
^ionsider  the  cost  of  real  estate  and  building  in  a  city  of  the  first  or 
Second  class,  it  is  plain  that  a  first-class  fire  boat,  fully  equipped  and 
ith  a  capacity  for  throwing  six  to  eight  strong  two-inch  streams, 
be  had  at  about  the  same  cost  as  a  shore  engine  throwing  one 
ti^^'o-inch  stream,  when  to  the  cost  of  the  latter  is  added  the  out- 
^*iy  for  hose  and  carriage,  equipment,  house  and  lot,  horses  and 
^>tlier  matters  necessary  to  maintain  the  engine  and  crew.  It  is 
s^ittj  to  say  that  an  improved  form  of  floating  fire  engine  is  the 
clieapest  and  by  far  the  most  efficient  method  for  the  fire  protec- 
tion of  shipping  and  water-front  districts  in  large  or  small  ports,  and 
tliat  such  machines  are  destined  to  come  into  more  general  favor. 
From  the  studies  and  experience  of  the  writer  in  the  matter  he  has 
concluded  that  it  is  quite  possible  to  build  and  equip  complete 
ready  for  service  a  small  floating  fire  engine  with  a  capacity  of  two 
to  tliree  first-class  shore  engines  (two  to  three  2-inch  streams),  suit- 
able for  a  small  port,  for  $20,000,  and  one  of  half  this  capacity  for 
$14,000.  This  includes  the  cost  of  hose,  pipes,  nozzles,  etc.,  which 
IS  always  quite  a  large  item. 
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DISCCBSION. 


Mr.  W.  B,  Le  Van, — I  would  only  state  that  the  valu< 
boats  is  so  important  a  matter  that  all  the  police  boats  of 
of  Philadelphia  are  now  made  fire  boats. 

Mr.  J.  W,  Cole. — I  would  suggest,  in  speaking  of  these  t 
in  the  year  1868  the  tug  John  Fuller  threw,  I  think,  8  1 
streams,  and  was  chartered  as  a  fire  boat  by  the  city  of  Ne 
and  by  Philadelphia,  I  think,  in  1869,  to  assist  them,  wh 
had  low  water  in  the  Schuylkill,  in  pumping  into  Fairmour 
voir.  As  a  wrecking  tug,  she  would  tlirow  a  solid  twei 
stream  over  her  side.     She  had  a  Niagara  pump  built  in  B] 
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CCXXXIV. 

FORMULA  AND  TABLES  FOR  CALCULATING  THE 
EFFECT  OF  THE  RECIPROCATING  PARTS  OF 
HIGH  SPEEI)  ENGINES. 

BT  GEO.  I.  ALOEN,  VORCI8TBR,  MASS. 

(Member  of  the  Society.) 

THEeflfectof  the  reciprocating  parts  of  an  engine  upon  the  press- 
ures transmitted  to  the  crank  pin  at  diflferent  points  of  its  path 
has  been  fully  treated  by  Mr.  Chas.  T.  Porter,  and  subsequently 
much  has  been  written  upon  the  same  subject  by  other  authors. 
Some  recent  articles  upon  High  Speed  Engines  have  attracted  the 
attention  of  the  writer,  and  led  him  to  review  and  to  put  into  con- 
densed form  his  own  researches  upon  the  subject,  and  to  compute 
tables  by  means  of  which  the  results  of  analytical  research  may  be 
made  more  easily  available  for  practical  use. 

To  permit  verification  of  the  formuljE  and  methods  employed, 
the  complete  analysis  is  briefly  given,  followed  by  the  tables,  with 
an  explanation  of  the  manner  in  which  they  may  be  used.  There 
is  also  given  a  graphical  method  of  determining  the  amount  of 
cushioning  or  lead  required  to  absorb  the  surplus  energy  of  the 
reciprocating  parts  as  they  are  brought  to  rest  at  the  end  of  the 
stroke. 

ANALYSIS. 

Notation. 

Let  A  =  piston  area  in  inches. 

*'  P  =  effective  pressure  per  square  inch. 

**  2?'  =  stroke  (r  =  crank). 

"  /  =  leuirth  of  connecting  rod, 

"  a  =  crank  angle. 

"  0  =z  an(r](i  of  connectinor  rod  with  line  of  center?. 

"  71  =  ratio  of  crank  to  connecting  rod. 
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Let  M  =  mass  of  reciprocating  parts. 

"  w  -^  weight  of  reciprocating  parts. 
"      t;  =  velocity  of  reciprocating  parts. 

"  ^  =  acceleration  of  reciprocating  parts. 

''  V   =  velocity  of  crank  pin,  considered  uniform. 

**  N  =■  nnrnber  of  revolutions  per  second. 

"  ZT  =  horizontal  pressure  transmitted  to  connecting  : 

"  -ff  =  thrust  (or  pull)  on  connecting  rod. 

"  T  =  component  of  It  at  right  angles  to  ci*ank  on 

stroke. 

"  T'  =  same  component  on  return  stroke. 

"  Tq  —  resistance  of  load  at  crank  pin. 

"  dt  =  an  infinitesimal  increment  of  time. 

The  total  effective  pressure  upon  the  piston  being  at  ahy 
PAy  the  amount  of  this  force  transmitted  horizontally  to 
necting  rod  is  jH  =  PA  —  M<p.* 

But  R  =  ZTsec  B  =  {^PA  -  M(p)  sec  B. 

T  =^  R%m{a  -^  B)^  {PA  -  M(p)  sec  B  sin  i 

Eliminating  B  by  the  relation  /»  sin  or  =  ^  sin  B^  we  have 

T^iPA-  Mcp)  (l  -H  -     "7",     )  sin  a. 

\  Vl  —  w   sin*  a/ 

The  formula  for  the  velocity  of  the  piston  is : 


V  =^v'  sin  ot 


vr 


n  cos  a  ^\ 

=^ +  1) 

—  tir  sin   a         / 


dv 
(p  z=i  —-i  and  since  rda  ^  v'dt  we  have : 
at 


*li  IB  assumed  that  tlie  velooity  ot  rotation  is  uniform  ;  and  also  t1 
celeration  of  all  the  reciprocating  parts' is  the  same  as  tbat  of  the  piste: 
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(p  = -r-.     Performing  the  differentiation,  substituting  the 

resulting  value  of  <p  in  (1),  and  putting  iW  =  —  and  y'  =  ^nrN^  we 
have : 

T=  \PA  -"^.WrN^i-^^M^  +  .    . 
L  ff  Wl  —  n^  sin*'*  a 

71*  si  n^  (2a)  \~l  /^  ^'  cos  «'        \ 

;i s    ■  2  \^  "^  ^'^^  V     [^  ^     /.,  r^T^J  sin  «•     •     (3-) 

(1  —  rr  sin'*  or)*  /-I   \  vl  —  ^r  sin'  o/  ' 

This  may  be  written  as  follows: 

T  =  {PA  -  -  .  ^n\N'^C)D  ;  or  better, 

r=  P-4Z>  -  1.226w^iV^'(7Z?.   .     .......    (4 J 

Denote  the  value  of  Tfor  the  return  stroke  by  T\  and  substitute 
(180°  4-  o^')  for  a  in  formula  (3),  remembering  that  PA  becomes 
negative  when  it  changes  direction,  and  we  have 

T  =  \P'A  +  ^  .  WtN^  /_^^co8j2«0_  + 
L  g  \.  XVd  -  n«  sill'  «') 


n»  sin»  (2*')      _ 


cos 


,\~l  /i      •       n  cos «       \     .       ,  / -  V 

«  1    fl' ^ —  \  8111  a.      .     (4.) 


(1  --  «»  sin'  a')? 

Or  in  abbreviated  form, 

r'=  P'^i?'  +  1.226w?/-iV'^C"i?' (5.) 

The  tables  which  follow  give  values  of  (7,  /?,  (7',  and  D\  for 
every  ten  degrees  of  the  crank  circle  in  both  forward  and  return 
stroke. 

General  Re^narks, 

Each  table  has  a  column  giving  the  piston  position  in  fractions 
of  the  stroke,  corresponding  to  the  crank  angles  in  the  left  hand 
column.  The  tables  give  the  common  logarithms  of  C  and  D^ 
with  ten  (10)  added  to  the  characteristic  whenever  it  is  negative. 
Angles  and  distances  in  the  forward  stroke  are  reckoned  from  the 
initial  position  of  crank  and  piston  respectively.  For  the  return 
stroke,  angles  and  distances  are  reckoned  from  the  180"'  position  of 

13 
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the  crank  and  tlio  corresponding  piston  position.     The  indicator 
cards  in  Figs.  62  and  63  are  taken  from  an  illustrated  catalogue  of 
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tlie  Porter-Allen  steam  engine,  and  are  there  given  as  cards 
actually  taken  from  one  of  their  16"  x  30"  engines.  In  all  the 
calculations,  energy  is  reckoned  in  foot-pounds. 
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Fig.  65   is   merely  a   sketch   for  illustration  of   the   graphical 
method  explained  in  the  text  referring  to  it. 
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TABLE  I. 

RATIO  OP  CBANK  TO  CONIfECTING  ROD,  {. 

Forward  Stroke. 


m 

I 

I 

I 

I 


X 


r 


r 


CRANK   ANOLEA  OR 

• 

PISTON  POSITIONS. 

LOO  C. 

LOO  D. 

TAXUE8  OP  a. 

• 

0" 

.0000 

0.096910 

10" 

.0095 

0.086993 

9  835355 

20" 

.0874 

0.056303 

9.626000 

80" 

.0826 

0.001612 

9.784518 

40" 

.1429 

9.916864 

9.885082 

50" 

.2156 

9.788586 

9.950106 

60" 

.2974 

9.584962 

9.989855 

70" 

.8849 

9.189855 

0.013676 

80" 

.4747 

[8.824386 

0.012380 

90" 

.5630 

9.397940 

0.000000 

100^ 

.6484 

OB 

s 

9.617042 

9.973450 

110" 

.7270 

9.723628 

9 . 933647 

120" 

.7974 

s 

9.789193 

9.878028 

IbO^ 

.8584 

g  ^  9.826717 

9 . 806600 

140" 

.9090 

'•5 

9.848989 

9.714385 

150" 

.9487 

9.862930 

9.592333 

160^ 

.9772 

9 . 869795 

9.417259 

170" 

.0948 

9.873888 

9.116782 

180= 

1.0000 

[9.875061 
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TABLE  II. 
BATtO  OF  CRANK  TO  CONNECTIKfl  ROD,  1. 


ORAHK  AKUI-IH  OB 

.......... 

PIBTOtt  P0«lIlOK«. 

l,OD  C'. 

LOO 

0' 

.0000 

9.875061 

10° 

.0057 

0.878W)8 

9.1 

EO- 

9.869705 

9.4 

80° 

!0513 

!).«6ia70 

0.51 

40° 

.0816      ■ 

^ 

9.848088 

9.7 

60° 

,1415 

1 

0,836717 

9.8 

GO" 

.3035 

a.7H910a 

B.8 

70' 

.2730 

1 

9.72J638 

».ft 

80° 

.3j;i6 

U.617W8 

O.B 

BO" 

.4364 

0.0 

1(10° 

.5253 

8.824886 

0.0 

110° 

.U150 

"9.18W855 

0.0 

130° 

.7025 

9.5849G3 

9.0 

130° 

.7844 

0.788586 

O.B 

140° 

.B570 

9.916:64 

0.8 

100° 

.0178 

0.001613 

9.7. 

160' 

.9S3S 

0.056303 

o.« 

170° 

.9905 

0,086998 

O.S 

180° 

1.0000 

0.096910 

TABLE  III. 

ItATIO   OF   CBANK  TO   C 

Forward  Stroke. 


....... 

""■" 

ViLUM 

'"■ 

0 

.0000 

0.070181 

to 

.0091 

0,060594 

0.8 

?0 

.0360 

0.040045 

6 

» 

:;n 

.0795 

9.987048 

9 

7 

4J 

.1877 

9.907860 

8 

8 

GO 

.2081 

9.780868 

0 

60 

.2877 

0.607187 

8 

70 

.3785 

0.377678 

0 

0 

eo 

.4631 

8,331979 

0 

0 

80 

.G50S 

9.300895 

0 

0 

100 

.6858 

1 

B.Sai.-iSO 

0 

» 

110 

.7156 

9. 6841 75 

9 

9 

130 

.7877 

2 

8,774700 

0 

8 

180 

.8609 

"■ 

8.836003 

9 

8 

140 

.9037 

■= 

9.859174 

9 

150 

.9466 

& 

0.880484 

9 

6 

160 

.0757 

8.893645 

4 

170 

,»B89 

9.900815 

9 

180 

1.0000 

9.903090 
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TABLE  IV. 
BATIO  OF  CKADK  TO 

Return  Stroke. 


U^J<K    ASBLH  OH 

,^™„.. 

PISTON   POBITIOm, 

LOOC, 

LOUD'. 

0^ 

.0000 

0.1)03090 

10' 

-.0061 

0.BO0815 

9.144343 

20= 

.0248 

1 

9.S93645 

9.443394 

80' 

.0544 

9.880408 

9.610897 

40° 

0902 

9.859174 

0.785191 

60° 

.1491 

9. 826004 

9.828738 

eo° 

.3122 

9.774700 

9.89108.1 

70" 

.2844 

B. 694173 

8.941837 

SO' 

.8642 

K 

9.561530 

9.977889 

»' 

.4404 

0.809895 

O.OOOOUO 

100' 

.537B 

8.^31979 

0.008401 

110' 

.fl2e4 

9.277678 

0.003323 

I'iO' 

.7122 

8.607187 

9.979526 

130' 

.7918 

9.789863 

9.987370 

IW 

.8833 

9.907960 

9.870461 

1.10° 

.9205 

9.987943 

9, '.mm 

160' 

.GtHO 

0.08M973 

9.800014 

170' 

.9000 

0.068594 

9.317708 

180  = 

l.OOOO 

0.079181 

TABLE  V. 

BATIO   OP   CRANK   TO  CONNECT 

Forward  Stroke. 


UM     .<k^OLIS  nB 

'*'Cf  «■  OF  a. 

0' 

.0000 

0.066938 

10' 

.0088 

0.057646 

9.805698 

so° 

,0850 

0.029184 

9,597887 

«0' 

.0774 

9.979158 

9.7B7710 

-«0' 

.1342 

9.902937 

9.860538 

SO' 

.2031 

9.791l:!6 

9.928818 

«)' 

.2814 

9.622567 

9.973640 

•3T)' 

.3610 

9.331918 

9,997846 

eo' 

.4.')3a 

8.188647 

0.005908 

^ao" 

.hrm 

9.327964 

0.000000 

OO' 

.ea7.> 

9.520lt55 

9-980418 

XO' 

.7S8I) 

9  071411 

9.047166 

■^■' 

.7814 

9.783907 

0.S99326 

30° 

.84.^10 

9.81)8069 

9.834590 

40° 

.9003 

!t.  804730 

9.748374 

no^ 

.94:[.'i 

1 

9.891493 

9.671033 

00= 

,0747 

9.008416 

9,459948 

70- 

Amaa 

9.9ir»<30 

9, 184 77a 

W 

l.OOOO 

9.1120822 
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TABLE  VI. 

RATIO  OF  CRANK  TO  CONKECTINO  ROD,  ^. 

Return  Stroke. 


CKANK  ANUI.KB  OR 
TALUEB  OP  a'. 


0" 

10" 

20'' 

30' 

40° 

50' 

60^ 

70' 

80' 

90' 

100' 

110' 

120' 

130' 

140' 

150' 

160' 

170' 

180' 


! 

PISTON  P08ITI0NH. 

LOO  C'. 

Loa  D'. 

.0000 

r 9. 9^0822 

.0*64 

. 

9.917856 

9  164772 

.0253 

2 

9.908416 

9.459946 

.0565 

9.891498 

9.671028 

.0997 

/n 

9.864736 

9.748874 

.1541 

> 

9.808069 

9  884590 

.2ia5 

a 

9.763907 

9.899826 

.2919 

9.671451 

9.947166 

.3725 

!2; 

9.520955 

9.980418 

.4419 

19.227964 

0.000000 

.5461 

9.188647 

0.005908 

.6889 

9.331913 

9.997346 

.7185 

9  622587 

9.972640 

.7968 

9.791136 

9.928818 

.8657 

9.902927 

9.860538 

.92>5 

9.979156 

9.757710 

.9649 

0.029184 

9.597387 

.9911 

0.057646 

9.305698 

1.0000 

0.066923 

To  illustrate  the  manner  of  using  the  tables,  let  us  solve  t(i 
following  problem  : 

Given — Diameter  of  cylinder 16" 

Stroke  (=  2r) 30" 

Length  of  connecting  rod 60" 

Weight  of  reciprocating  parts 500  lbs. 

No.  of  revolutions  per  second 2.5 

Area  of  piston  (average  of  2  sides) 200  sq.  in. 

Also  given  the  indicator  cards,  either  actual  or  theoretical. 

lie'/xtirecly  1st.  The  diagram  showing  the  actual  distribution  of 

energy  to  the  crank  ]>in. 
2d.  The  diagram  showing  how  the  energy  would  be 

distributed  if  not  affected  by  the  reciprocating  parts. 
3d.  The  effect  of  reciprocating  parts. 
4th.  The  value  of  the  term  A  ^  in  Rankin e's  formula 

for  flv- wheel. 

To  construct  the  required  diagram,  first  compute  the  values  of 
T  for  the  forward  stroke  from  the  formula 

T=  PAD  —  \a3.(SwrN'CD. 
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The  values  of  P  for  piston  positions,  corresponding  to  each  ten 
degrees  of  the  forward  stroke,  are  obtained  from  Fig.  62,  and  are 
represented  by  the  lengths  of  tlie  ordinates  included  between  the 
admission  and  expansion  line  of  the  forward  stroke,  and  the  ex- 
liaust  and  compression  line  of  the  opposite  card,  [A  convenient 
way  of  drawing  these  ordinates  is  to  multiply  the  fraction  of  the 
stroke  as  given  in  the  second  column  of  the  appropriate  table  by 
the  length  of  the  card  in  inches.  The  result  will  be  the  distance  of 
the  ordinate  (in  inches)  from  the  end  of  the  card.] 

Having  taken  these  values  of  P,  we  have  all  the  data  for  the 
PAD  term  of  our  equation,  for  we  know  the  area  of  the  piston, 
and  we  have  the  value  of  D  in  the  fourth  column  of  the  appropriate 
table,  which  for  our  problem  is  Table  I.  The  term  l,226wrN^CD 
is  also  easily  calculated  for  each  ten  degrees  of  the  crank  position, 
the  process  being  simply  multiplication.  Care  should  be  taken  to 
give  this  term  its  proper  algebraic  sign. 

Applying  the  process  as  above  outlined  to  our  problem,  we  find 
the  values  as  given  in  the  following  columns: 

TABLE  VII. 


Forward  Stroke. 


PAD 


0° 

1 

0 

10^ 

3.377 

20^* 

6,472 

30' 

8,646 

40^ 

8,366 

50' 

6,151 

60^ 

4,689 

70^ 

3,303 

80' 

2,264 

90= 

1,520 

100^ 

1,035 

110= 

429 

IJO' 

151 

130' 

000 

140= 

-  151 

loO 

-  171 

160= 

-  418 

170' 

-  471 

USO 

T. 


1,111 
4,168 
5,719 
5,332 
3,527 
2,890 
2,538 
2,593 
2,717 
2,900 
2,604 
2,377 
2,058 
1,551 
1,195 
509 
-  153 


L'siiiir  the  formula 


T  =:  P'AD'  4-  l.2)>^iorN'CD\ 
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and  taking  values  of  P'  from  the  ordinates  on  Fig.  68,  we  have  1 
corresponding  solution  for  the  return  stroke  as  follows : 


TABLE  VIII. 


a 

p'Aiy 

1.226zrriV«6"/>' 

T, 

0° 

0,000 

000 

10° 

1,780 

-      818 

1,462 

20° 

3,502 

-     927 

3.575 

30° 

5,163 

—  1,366 

8,797 

40° 

6,424 

-  1,702 

4,722 

50° 

6,086 

-  2,058 

4.028 

60° 

5,135 

-  2,226 

2,909 

70° 

4,034 

-  2,175 

1.859 

80° 

3,199 

-  1.865 

1.884 

90° 

2,2<.0 

-  1,197 

1.003 

100° 

1,543 

-     3i9 

1,214 

110° 

1,0^2 

765 

1,797 

120° 

586 

1,799 

2,885 

130° 

267 

2,624 

2,891 

140° 

77 

3,034 

3,111 

150° 

-      183 

2,927 

2,744 

160° 

—    930 

2.304 

1.374 

170° 

-  ].039 

1,266 

237 

180° 

0,000 

0,000 

000 

We  have  now  the  means  of  constructing  the  required  diagr 
which  is  shown  in  Fig.  6:1:. 

AB^  Fig.  64,  is  the  distance  traveled  by  the  crank  pin  during 
stroke.  This  is  divided  into  eighteen  equal  parts,  to  corre8pon< 
the  ten-degree  crank  positions.  Through  these  divisions,  ordini 
are  drawn,  upon  which  are  laid  off  the  values  of  Tfrom  the  f 
going  Table  VII.,  for  the  forward  stroke  above  the  line  from  ^ 
B\  and  the  values  of  T'  taken  from  Table  VIII.,  are  for 
stroke  below  the  line  from  B  to  A. 

AcdeB  is  the  required  curve  for  forward  stroke,  and  Bfgh. 
the  saVne  for  return  stroke.  The  whole  area  represents  the  v 
done  on  the  crank  pin  in  one  revolution. 

By  laying  off*  on  the  ordinates  already  drawn  in  Fig.  64, 
values  of  PAD  in  Table  VII.  above  AB^  and  those  of  P'± 
in  Table  VIII.  below  BA^  we  have  the  diagram  AklmBnc 
which  shows  how  the  pressure  on  the  crank  pin  would  be 
tributed  if  the  reciprocating  parts  had  no  weight. 

The  lengths  of  the  ordinates  included  between  these  lines, 
the  effect  of  the  reciprocating  parts,  this  effect  being  to  dimi 
the  pressure  on  the  crank  pin  where  the  curve  Acde^  etc.,  lie 
side  the  curve  Akhn^  etc.,  and  vice  versa. 
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To  find  the  value  of  A  E^  first  draw  the  rectangle  vwxy^  whose 
area  is  equal  to  that  of  the  curve  AcdeBfghA. 


There  are  two  equal  parts  of  the  enclosed  area  not  common  to 
the  rectangle  and  the  diagram  Acdeliffj/tAj  one  part  within   the 
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rectangle  and  one  outside.  Either  of  tliese  equal  areas  represents 
the  h.  E oi  Rankine's  formula  for  fly-wheels  above  referred  to,  and 
one  of  these  areas  divided  by  the  area  of  the  rectangle  AvwJSxyAj 

is  the  - — ;-  ,  oriven  in  Morin's  tables. 

By  the  aid  of  the  tables  above  given,  correct  diagrams  can  be 
produced  in  a  short  time  by  any  engineer,  or  by  an  assistant  whc 
simply  knows  how  to  use  logarithms  for  multiplication  alone. 

The  reciprocal  diagram  of  stress  for  trusses  and  girders  is  f 
means  of  rapid  comparison  of  designs  as  well  as  of  direct  calcula- 
tion of  stresses.  May  not  the  tables  for  constructing  accurate  diaj 
grams,  representing  distribution  of  energy  to  the  crank  pin  hnng 
these  diagrams  into  more  general  use  in  the  designing  of  higl 
speed  engines? 

Method  of  fiyiding  the  cmnpresfdon  line  which  mil  just  taJceug 
the  actual  energy  of  the  reciprocating  parts  at  the  end  of  th^  stroke. 

The  actual  energ}^  of  the  reciprocating  parts  at  any  point  of  th 
forward  stroke  is : 

-~  =  E=^  M^wr'N'I)^ 

in  which  D  is  given  for  every  ten  degrees  of  the  crank  position  ii 

tables  I.,  III.,  and  V.     For  the  return  stroke,  ^=  .613i^iV*i)'^ 

in  which  D'  is  given  in  tables  IT.,  IV.,  and  VI. 

The  horizontal  component  of  the  load  on  the  crank  pin  is,  T^ 

sin  a,     Near  the  end  of  the  stroke,  sin  a  diminishes  in  nearly  the 

same  proportion  as  a  increases,  and  is  zero  (0)  at  the  end  of  the 

stroke;  consequently  the  work  of  this  horizontal  component  is  ap- 

T  sin  (x 
proximately  ^  =     "     —  ,  multiplied  by  the  distance  of  the  piston 

from  the  end  of  the  stroke. 

We  have  then  a  ready  means  of  computing  the  values  of  ^and  /i. 
Let  ahcdea^  Fig.  65,  be  an  indicator  card  for  the  forward  stroke 
of  an  engine.  Draw  a  vertical  line  ni7i  near  the  end  of  the  stroke. 
Draw  a  horizontal  line  fg,  so  that  the  area  fghi  will  represent  ap- 
proximately the  energy  exerted  by  the  steam  on  the  steam  side  ol 
the  piston  during  the  remainder  of  the  stroke. 

Upon  the  line  fg  construct  a  rectangle  fgH,  whose  area  is  eqna] 
to  the  actual  energy  of  the  reciprocating  parts  at  mn  divided  by 

I       .  E 

tlie  piston  area  =  —  . 


I 
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■ 

The  whole  area  ihld  is  the  total  energy  to  be  overcome  in  bring- 
ing the  piston  lo  rest.  Upon  the  line  Ik  construct  a  rectangle  Ihra^ 
whose  area  is  equal  to  the  work  of  the  horizontal  component  of  the 
load,  per  square  inch  of  piston  area  from  mn  to  the  end  of  the 

stroke  =  -^ 

A  ' 

The  area  arhi  represents  the  energy  to  be  absorbed  by  compres- 
sion, therefore  tlie  compression  line  oiyz  of  the  opposite  card  must 
be  such  as  to  make  the  area  xyr  equal  to  zys. 

If  we  apply  this  construction  to  the  illustrative  problem  previously 
uiade  use  of,  drawing  mn  at  ^^  of  the  stroke,  which  gives  a  =  150°, 
we  lind  approximately 

^'^erefore  ^ 

gr  =  5.18  lbs. 

The  principle  upon  which  the  above  construction  is  based,  may 
^^  Sitated  as  follows :  the  actual  energy  of  the  reciprocating  parts  at 
^^y  given  point  of  the  stroke,  plus  the  energy  exerted  by  the 
^^^ain  upon  the  piston  in  the  direction  of  its  motion,  from  the 
S^Ven  point  to  the  end  of  the  stroke,  should  equal  the  work  of  the_ 
**^»'i2ontal  component  of  the  load,  plus  the  work  of  back  pressure 
^^^d  (compression,  from  the  given  point  to  the  end  of  the  stroke. 

DISCUSSION. 

Prof*  Gaetano  Lanza, — The   introduction   of  the   high-speed 
^^gine  has  called  attention  to  the  importance  of  studying  the 
^tion  of  the  reciprocating  parts  and  the  distribution  of  the  press- 
^e  on  the  crank  pin. 

Quite  a  number  of  people  have  written  upon  the  subject,  but 
^  (so  far  as  the  writer  knows),  who  have  published  anything  in 
^^ard  to  it,  have  been  content  to  use  approximate  methods  or  ap- 
proximate formulae,  claiming  that  the  exact  methods  and  formulae 
^^ould  lead  to  ^too  great  complexity.    The  approximations  adopted 
are  of  two  kinds  : 
1.  Some  inexact  value  is  used  for  the  acceleration  of  the  piston. 
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2.  The  fact  is  not  properly  taken  account  of,  that  the  aceel 
tions  of  the  different  parts  of  the  connecting-rod  are  different, 
cross-head  end  moving  with  the  cross  head  and  sharing  its 
tion,  while  the  crank  end  shares  the  motion  of  the  crank  pin ; 
all  other  points  have  a  motion  different  from  either. 

In  Mr.  Charles  T.  Porter's  book,  both  of  these  approximat 
are  used,  while  Prof.  Alden  employs  the  correct  value  of 
acceleration  of  the  piston,  but  considers  all  the  reciprocating  p 
as  having  the  same  motion  as  the  piston. 

I  am  in  the  habit  of  giving  instruction  to  my  own  classes  v 
this  subject,  and  they  are  not  allowed  to  use  any  of  these  appi 
mations,  but  are  required  to  use  exact  values  throughout,  i 
much  as,  while  the  calculation  of  the  tables  involves  a  little  t 
labor,  their  application  is  just  as  easy,  if  they  are  correct  i 
they  are  only  approximate,  and  we  are  fully  paid  for  our  tro 
in  calculating  the  tables  by  the  fact  that  the  results  are  accu] 

My  formulflB  and  tables  will  now  be  given  with  a  brief  expl 
tion  of  the  mode  of  deducing  them,  my  own  notation  being  v 
inasmuch  as  it  differs  somewhat  from  that  of  Prof.  Alden. 

A  table  will  then  be  given  referring  to  the  Porter-Allen  IC 
20"  engine,  of  the  Massachusetts  Institute  of  Technology, 
the  corresponding  table  will  be  computed  by  Prof.  Aid 
method,  thus  showing  how  much  difference  arises  by  adop 
the  approximate  values  which  he  has  used  instead  of  the  coi 
ones. 

•  Inasmuch  as  Prof.  Alden  has  confined  himself  to  the  horizc 
throw,  that  will  be  treated  first,  but  a  treatment  of  the  ver 
throw  will  be  given  subsequently. 

Horizontal  Throtv. 

As  far  as  the  velocity  and  acceleration  of  the  piston  are 
cemed,  both   of  us   follow   exactly  the   same   method,   anc 
obtain,  of  course,  equivalent  formulae.     They  will  be  given 
in  my  own  notation : 

Let  a  =  angular  velocity  of  crank  expressed  in  circular  mea 
t  =  time  employed  by  crank  in  passing  from  line  of 

points  to  any  given  position  (variable),  so  that 
at  =  crank  angle  in  circular  measure. 
I  =  length  of  connecting  rod  in  feet. 
r  =  length  of  crank  in  feet. 
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Si  =  distance  (in  feet)  passed  over  by  the  piston  while  the 

crank  describes  the  angle  at, 
Vj  =  velocity  of  piston  at  the  end  of  the  time  t 
y^  =  acceleration  of  the  piston  at  the  same  time. 
n  =  number  of  revolutions  per  minute,  so  that 
j^  27in  __  Ttn 

^  ■"  "60"  ""  30* 

-AJ.SO  let 

.                    ,      „                   cos2a^  „  sin2  2a'^ 

-4    =  cos  at ;  B  =  — 7-=^=^- —    ;  U  = 


|/(iy-8in^«/  ^{Q'-^n^at] 


Tten  we  shall  have 


^.  =  r  \l+Q-  cos  at -{/Qy-sin^at\       .     .        (1) 


/i  =  nV 


I«©t  now  ^2^2  and  ^2  represent  respectively  the  space  passed  over 
by>  the  velocity  of,  and  the  acceleration  of  the  crank  pin,  in  a 
borizontal  direction,  then  we  have 

?2  =  /•  (1  "^  cos  at) (4) 

V2  =  ar  sin  at (5) 


'2 


j    71 


2 


/«  =  rrr  i  ttptk  cos  at 


-    \  900 


I (6) 


f 
Now  proceed  to  compute  tables  giving  the  values  of   —-  and 

f 

*3^  for  every  10°  of  arc,  these  values  depending  only  on  the  ratio 

I  •  .  . 

— ,  and  being  applicable  to  any  engine  having  the  same  ratio  of 

connecting  rod  to  crank,  whatever  be  its  crank  length  or  its  speed. 
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Then  from  these  tables  can  readily  be  deduced  the  values  oifi 
for  every  10°  of  crank  angle,  as  soon  as  the  crank  length  and 

are  known.     These  tables,  as  worked  out  for  values  of  —  e< 

r 

f 

5J,  b\y  and  6  respectively,  are  given  below,  the  values  of  -^ 

Iff  I 

the  same  for  all  values  of  -. 

r 


Cba!«x  Angle. 

/i 

A 

1  =  5). 

l  =  »x 

r 

n« 

0° 

.01302 

.01296 

.01279 

.  ^ 

10 

.01274 

.01268 

.01252 

• 

20 

.01189 

.01184 

.01171 

80 

.01054 

.01051 

.01042 

40 

.00878 

.00877 

.00873 

50 

.00671 

.00672 

.00674 

60 

.0044tf 

.00419 

.00457 

70 

.00216 

.002il 

.00234 

80 

-  .000u6 

.00000 

.00016 

90 

-  .00209 

-  .00203 

-  .00185 

100 

-  .00:^87 

-  .00:j81 

-  .00364 

^_  i 

110 

-  .00534 

-  .00.J29 

-  .00516 

^_  I 

120 

-  .00651 

-  .00648 

~  .00(140 

^^    i 

180 

-  .00739 

-  .007:^8 

-  .00786 

„^    1 

140 

-  .00802 

-  .00804 

-  .00807 

__  I 

150 

-  .00845 

-  .00848 

-  Mmi 

•_  ■ 

160 

-  .00872 

-  .00877 

-  .00890 

^_  1 

170 

-  .00886 

-  .00892 

-  .00908 

__  1 

180 

-  .00891 

-  .00897 

--  .00914 

—  ,( 

Now,  let 

TFi  =  weight  of  piston,  piston  rod,  and  cross  head  comb; 
Fx    =  total  force  required  to  produce  the  acceleration yi  ii 
parts,  then  will 

ir, 


^'  =  f^- 


and  the  (negative)  rotative  effect  due  to  this  force  is  to  be 
in  the  same  manner  as  explained  by  Professor  Alden. 

With  the  connecting  rod,  however,  the  case  is  quite  dii 
although  Professor  Alden  counts  it  in  with  the  other  rociprc 
parts,  and  treats  them  all  alike.     The  acceleration  of  the 
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head  end  is/i,  while  that  of  the  crank-pin  end  isy,  and  that 
of  any  intermediate  point  is  intermediate  between  /i  and^g?  and 
can  be  very  easily  expressed  in  terms  of  /i,  f^  and  the  distance 
of  the  point  from  the  cross-head  end  of  the  rod.  Now, 
imagine  the  rod  divided  into  a  very  large  number  of  very 
small  pieces,  and  the  mass  of  each  of  these  pieces  multiplied  by 
the  acceleration  of  that  piece,  the  sum  of  the  products  will  be 
the  total  force  required  to  impart  the  required  acceleration  to  the 
rod.  The  same  result  may  be  obtaiued  by  multij)lying  the  weight 
of  the  rod  by  the  acceleration  of  its  center  of  gravity,  so  that,  if 
we  let 

Wj  =  weight  of  connecting  rod, 

F%  =  force  required  to  impart  to  it  the  required  acceleration, 
yj)  =  acceleration  of  its  center  of  gravity, 
a-t)  =  distance  of  center  of  gravity  from  cross-head  end,  we 
shall  have : 

/o  =/i -(/.-/.)  7".    ......    (8) 

i^.  =  -y'/o (9) 

In  order  to  find  x^  we  must  weigh  the  two  ends  of  the  rod,  and 
if  we  let 

^^^A  =  weight  of  cross-head  end, 
r£  =  weight  of  crank-pin  end,  then 

^=^J (10) 

Next  determine  the  point  of  application  of  this  force  /^,  and 
after  this  has  been  ascertained,  resolve  it  into  two  parallel  com- 
ponents, Fj,  and  F^  wliere 

^A  =  component  of  F^  at  cross-head  end. 

^B  =  component  of  F^  at  crank  end. 

Then  add  Fj^  to  Fi  and  their  combined  (negative)  rotative 
effect  is  found  in  the  manner  explained  by  Professor  Alden,  /.  e., 
by  multiplying  F^  +  F^  by  D,  where 


(1+       ^'^^^^^ 


D  =  Bin  at  J  .//l\'       :,.}••      •     .     (11) 


•]  \/ {7}  -  '''''"' 
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I 

On  the  other  hand,  the  rotative  effect  of  Fb  is 

Fb  sin  oti^ 

which,  added  to  the  other,  gives  the  entire  rotative  effect. 

The  determination  of  the  point  of  application  of  7^,  and  hence 
of  the  values  of  Fj^  and  -/^involves  a  determination  of  the  moment 
of  inertia  of  the  rod  about  the  axis  of  the  cross-head  pin,  and  this 
would  be  a  very  long  and  tedious  piece  of  work,  if  it  had  to  be 
done  by  measurement  and  computation.  A  very  easy  and  elegant 
method  of  making  the  determination  was  pointed  out  to  the  writer 
by  Mr.  Wilfred  Lewis,  who  had  previously  made  an  independent 
and  complete  analysis  of  the  whole  problem,  and  k  consists  in 
hanging  up  the  rod  on  a  knife  edge,  allowing  it  to  oscillate  by 
gravity,  and  counting  the  number  of  oscillations  in  a  given  time, 
thus  determining  the  length  of  the  equivalent  simple  circular 
pendulum,  from  wliich  we  can  readily  determine  the  moment  of 
inertia,  or,  more  conveniently,  the  distance  from  the  center  of  the 
cross-head  pin  to  the  center  of  percussion  of  the  rod  about  the 
axis  of  the  cross-head  pin,  which  distance  will  be  called  p. 

If  we  denote  by  1  the  moment  of  inertia  of  the  rod  about  that 
axis,  and  observe  that 

/=PiroTra (12) 


(13) 


we  can  readily  deduce  the  following  equations  : 

x»  /-;  =  i^  2i  xcx  -^1-^/'  2'  wa?  =  Z'  |/.  _/^»  p  ]  ^  (14) 

where  Xi  =  distance  from  center  of  cross-head  pin  to  point  of 
application  of  F^ ;  also 


,,^jil-_A±J^^^ (15) 


p    _  nV;<'; 


.,  =  l'^|,-,,(A).„(A)} OT, 
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lence  the  entire  (negative)  rotative  effect  of  the  forces  pro- 
jing  the  acceleration  of  the  reciprocating  parts  is 


■+Fj,)D  +  FBsmat=- 


F,  +  Fj,  + 


cos  at 


l2>;(18) 


8irrat 


I    if  -^  denotes  the   equivalent  force  at  the  piston   required 
produce  the  acceleration  of  the  reciprocating  parts,  we  shall 

Fs 


F=  F,  +  I'j  + 


1+^ 


COS  at 


,     .     .     .     (19) 


-  )  —  sin*  at 
r 


I  the  quantity  to  be  deducted  from  the  rotative  effect  diagram 


FD, 

I 


(20) 


^.  table  of  the  values  of  i>,  for-=  5 J,  5i,  and  6  respectively 
o-ws: 


D  =  e 

(l*     cco^ 

4 

[nat<      vnv 

Y 

I          ^(7)-sIn«a/) 

^^Kit  ANQLE. 

I  =  5« 

±=BH 

1=6. 

r 

r 

r 

0 

.00000 

.00000 

.00000 

10 

.20578 

.30476 

.20216 

20 

.40241 

.40057 

.89567 

80 

.58155 

.57905 

.57241 

40 

.73579 

.78298 

.72588 

50 

.85934 

.85645 

.84878 

60 

.94881 

.94575 

.98896 

70 

1.00091 

.99900 

.99893 

80 

1.01473 

1.01641 

1.01370 

90 

1.00000 

1.00000 

1.00000 

100 

.95218 

.95321 

.95591 

110 

. 87847 

.88039 

.88545 

1*20 

. 78374 

.78630 

.79309 

130 

. 07275 

.67564 

.68330 

140 

. 54978 

.55264 

.56025 

150 

.41845 

.42095 

.42759 

160 

.28163 

.28347 

.28886 

170 

. 14157 

.14254 

.14513 

180 

.00000 

.00000 

.00000 

14 
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Denoting  by  a  the  area  of  the  piston-liead  end,  in  square  inch 
there  will  next  be  given  the  values  of  —  for  three  special  engin 


a 


whose  dimensions  are  as  follows  : 


Diameter,  pi8tr)n 

Diameter,  piston  rod  . . 

Stroke  

Revolutions  per  minute 

i 

r 

Wi  in  lbs 

>r^inlbs 

TFi,  in  lbs 

P 


Brown. 


11" 
1".87 
30" 
60 

5i 

193 

78.5 
84.5 

'  4.847 


IIurri8-Corli89. 

Porter-Allen 

8" 
1-.5 

24" 
04 

10' 

1'.75 
20' 

204 

5i 

6 

87. ?5 
33.25 
33.50 

130.90 
55.66 
67.14 

4.064 


4.066 


F 

a 

Crank  angle. 

Bn)wn. 

Ilarriw-CorliHs. 

Porter-Allen. 

0 

6.343 

4.704 

41.878 

10 

6.215 

4.609 

40.566 

20 

5.834 

4.326 

88.161 

30 

5.223 

3.874 

34.308 

40 

4.422 

3.278 

29.243 

50 

3.465 

2.589 

23.175 

60 

2.408 

1.786 

16.372 

70 

l.UOl 

0.969 

9.272 

80 

0.207 

0.533 

2  119 

90 

-0.835 

0.615 

-  4.787 

100 

-1.793 

-1.322 

-11.138 

110 

-^2.637 

-1.943 

-16.895 

120 

-3.359 

-2.475 

-21.917 

130 

-3.746 

-2.912 

-26.186 

140 

-4.425 

-3  222 

-29.537 

150 

4.782 

-3.517 

-32.154 

160 

-4.973 

-3.700 

-85.013 

170 

-5.174 

-3.H04 

-85.100 

180 

-5.:i24 

-3.839 

-aj.472 

Inasmuch  as  my  method  of  working  up  a  pair  of  simultane< 
cards  differs  somewhat  from  Prof.  A  Men's,  a  set  of  diagrams  (Fi 
83,  84,  85,  88,  89,  90)  will  be  added  for  the  Porter-Allen  engine 
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Tbe  diagrams  speak  for  themselves,  and  need  do  further  fcxplana- 
tiou. 

I.— POKTER-ALLEN  ENGINE. 


^]1\ .... 

Tbce  Stboke  Casus,  with  Effsct  or  Sbcipbocatino  PARTa  indicated. 

Fio,  S4. 
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^r'T'^ 

"^"^ 

^  j__ 

\\]]}y 

Rotative  Effect  i 


p  Crahk-Pix  CncLC. 


In  order  to  abow  how  great  an   error  is  made  by  using  I 
Aldeii's  approximations,  the  values  of  ,  for  the  Porter-A 

engine,  will  be  uompnted,  and  compared  with  the  valaes  of  t 

.,,     ,                   ,.              ,.,             1.226w2f*CD 
Alden  s  corresponding  qaantitv,  viz.,  ~ . 

The  results  are  given  in  the  following  table  : 


Crank  Angle. 

" 

J.SMvtS'CD 

DlSooim. 

0 

0.00 

0.00 

0.00 

10 

8.20 

7.18 

1.09 

20 

15.10 

18.17 

1.93 

80 

19.04 

16.98 

a. 06 

40 

si.ai 

18.05 

8.16 

50 

10.67 

18.88 

S.84 

00 

15.87 

13.25 

8.13 

70 

9.22 

6.64 

S.B8, 

80 

8.15 

0.49 

1.66 

90 

-  4.74 

-  5.26 

OSS 

100 

-10.64 

-  9.87 

-0.77 

110 

-14.98 

-18.88 

-9.05 

lao 

-17.88 

-14.83 

-8.0S 

180 

-17,86 

-18.67 

-4.19 

140 

-16.55 

-12.77 

-8.78 

ino 

-18.75 

-11.87 

-8.88 

160 

-  9.81 

-  7.27 

-1.5* 

170 

-  5.09 

-  8.76 

-1.88 

180 

0.00 

0.00 

0.00 

A  glance  at  this  table  will  show  that  the  difference  amonn 
some  coses  to  nearly  than  25  per  cent  of  the  true  Talaes. 

Vertical  Throw. 
If  wo  let  fls,  fj,  and/a  denote  respectively  the  space  passed  ■ 
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l>y,  the  velocity  of,  and  the  acceleration  of  the  crank  pin  in  a 
vertical  direction,  we  shall  have 


dt 


*8  =  ^  sin  a^  ;     Vs  =  ";77  ~  ^^  ^^^  ^^  >    /s  =  -"  «^^  sin  at 


Moreover,  the  vertical  acceleration  of  the  cross-head  end  of  the 
rod  is  zero,  and  hence  that  of  a  point  at  a  distance  x  from  the 

cross-head  end  ia  f  =/sj  . 

Hence,  if  F^  denote  the  total  vertical  throw  of  the  rod,  we  shall 
have  • 

Fs  =4  ^i^'X  =  — ^-  ^r  sin  aL 

gi  9 


Its  point  of  application  being  at  a  distance  p  from  the  cross- 
head  efad,  the  equivalent  vertical  force  at  the  crank  pin  is 


P'^^^E^ct^rBinatl, 


^d  the  rotative  effect  due  to  i<^'  is 


"li'  =  F'  cos  at  =  y\  — —  «^'*  sin  at  cos  at  \  . 

I  I    g  —  ) 


If  we  assume  the  crank  pin  to  lie  above  the  line  of  dead  points 
^nile  moving  from  the  head  end  towards  the  crank  end,  and  thus 
calling  the  head  end  upper  quadrant  the  first  quadrant,  it  will 
follow  that  this  rotative  effect  is  to  be  added  in  the  first  quadrant, 
to  be  subtracted  in  the  second,  to  be  added  in  the  third,  and  sub- 
tracted in  the  fourth. 

Tables  of  values  of  — ,  for  the  three  engines  already  men- 
tioned, will  now  be  given,  and  also  the  diagram  of  rotative  effect, 
taking  account  of  the  vertical  throw. 
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Mr.  WHfi-eiJ  Li'irh. — TIio  criticism  which  I  \\a.A  intended  to 
make  on  lliis  paper  Ih  Bubstnntially  tlie  snme  as  the  one  jnst  given 
by  Prof.  TjiinZii,  namely,  that  the  coniiGCtiiig  rod  has  uot  receivtd 
the  CO Dxidi^ ration  whicli  it  reqiiiren.  Thin  ground,  I  think,  ban 
been  well  taken  and  maintained  in  the  discnsRion  we  have  heard, 
and  I  am  snre  the  analysis  presented  is  much  fuller  and  better 
than  anything  I  can  attempt  to  give  orally  itt  this  time.  My  own 
renenrclies  on  the  subject  are  not  very  fresli  in  mind,  having  been 
made  some  two  yeiira  ngo  for  the  purpose  of  determining  the 
inertia  of  the  reciprocating  parts  in  our  shop  engine,  and  I  bare 
not  had  the  leisure  to  review  them  Ciirefully  in  preparation  tor 
thia  meeting.  At  that  time  I  studied  the  question  very  thoronghly, 
and  developed  my  results  by  means  of  formnlte  and  tables  Btmilar 
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to  those  given  in  the  paper.  Further  than  that,  however,  I  made 
tlie  connecting  rod  the  subject  of  special  investigation,  and  con- 
structed diagrams  in  which  the  center  of  oscillation,  as  well  as 
tlie  center  of  gravity,  was  duly  considered.  Both  of  these  points 
'were  determined  by  experiment,  the  center  of  gravity,  by  weigh- 
ing the  rod  at  each  end,  and  the  center  of  oscillation,  by  suspend- 
ing it  at  a  convenient  point  and  counting  the  vibrations  in  a  given 
time.  My  method  of  determining  the  effects  of  inertia  was,  if 
I*  remember  rightly,  somewhat  different  from  that  developed  by 
Prof.  Lanza  in  his  more  recent  analysis,  and  I  cannot  say  at 
present  whether  we  agree  entirely  or  not. 


f 


Since  the  New  York  meeting  adjourned  *  I  have  compared  my 
original  method  of  determining  the  inertia  of  the  reciprocating 
parts  with  the  one  given  by  Prof.  Lanza,  and  found  that  although 
we  differ  somewhat  in  our  modes  of  treatment,  the  results  obtained 
in  either  way  are  identical. 

Having  found  the  centers  of  gravity  and  oscillation  by  experi- 
ment, I  considered  the  weight  ot  the  connecting  rod  to  be  dis- 
tributed at  the  cross-head  pin  and  the  center  of  oscillation  rela- 
tive thereto  so  as  to  maintain  the  same  center  of  gravity,  and  pro- 
ceeded to  find  the  inertia  of  the  masses  moving  at  these  two 
points  respectively.     With  the  mass  of  the  connecting  rod  so  dis- 
tributed I  simply  added  to  that  part  at  cross-head  pin,  the  mass 
^f  the  piston,  piston  rod  and  cross  head,  as  partaking  of  the  same 
Movement,  and  thus  disposed  the  whole  mass  of  the  reciprocat- 
^  parts  at  the  two  points  mentioned. 

The  work  of  determining  the  inertia  at  these  points  by  means 
of  general  formulae  is,  however,  very  laborious,  and  even  by  the 
aid  of  tables  the  greatest  care  and  attention  must  be  exercised  to 
avoid  mistakes.     The  result  of  the  numerous  calculations,  when 
j       finally  plotted,  may  be  taken,  to  some  extent,  as  a  measure  of  the 
^       integrity  of  the  various  steps  in  the  process,  but  the  only  positive 
safeguard  at  present  lies  in  a  repetition  of  the  w^hole  work.     In 
view  of  this  point  and  the  fact  that  graphical  results  are  the  ends 
to  be  attained,  it  has  occurred  to  me  that  they  should  be  reached, 
as  far  as  possible,  by  gra])hicMl  methods,  so  as  to  reduce  the  neces- 
sary calcuhitions  to  a  niininmm,  and  I  now  propose  to  show  how 
this  may  be  done  with  comparative  ease. 

*  Contributed  under  the  rules. 
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Fig.  93  is  a  constructioi]  for  finding  the  horizontal  velocity 


any  point  in  the  connecting  rod  for  any  part  of  the  stroke. 
94,  a  construction  for  finding  the  vertical  velocity  and  accel^ 


tion  of  any  point  in  the  connecting  rod  for  any  part  of  the  stro 
and  Fig.  95,  a  constniction  for  finding  the  horizontal  accelerat:^ 


«• 


the 
its 

6 


of  any  point  in  the  connecting  rod  for  any  part  of  the  stroke. 
In  these  figures  ABC  is  the  line  of  centers,  AB  the  conn 
ing  rod,  and  BC  the  crank,  and  tlie  distance  represented  by 
radius  r  is  taken  to  be  the  measure  of  crank  velocity  and 
radial  acceleration  as  well.    In  Fig.  98,  let  B'  be  any  point  in 
crank  circle,   and  B'A'  —  BA,  tlui  connecting  rod;  draw  EC-^-^ 
perpendicular  to  AD,  and,  if  necessaiy,  produce  A'B'  to  the 
tersection  a,  then  will  Ca  be  the  measure  of  the  velocity  of 
point   A\   as   shown   by  Rankine   and   others.     The   horizont^^ 
velocity  of  the  point  B'  is  measured  by  the  ordinate  B'Cy  and   -*• 
we  lay  off  .IVf'  =  Crt,  and  draw  a'B\  we  may  adopt  a  constm^^ 
tion  usod  by  Prof.  Lanza,  and  find  the  velocity  of  any  point  o  in 
the  connecting  rod  by  the  ordinate /(/  passing  through  it. 


6 
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The  vertical  velocity  at  A'  is  of  course  zero,  while  that  at  B'  is 
5»sured  by  the  distance  eO,  consequently  in  Fig.  94  ek  is  laid 

equal  to  eC,  and  ordinates  to  the  line  A'k  measure  the  vertical 
locity  of  the  points  in  the  connecting  rod  through  which  they 
.ss. 

The  construction  for  finding  the^  vertical  acceleration  of  any 
>int  in  the  connecting  rod  is  very  simple  indeed,  for  at  any  point 
the  ordinate  og  is  at  once  the  measme  of  it. 
The  construction  for  finding  the  horizontal  acceleration  shown 

Fig.  95  is  as  follows:  draw  Cd  perpendicular  to  A'B\  meeting 
.  or  the  line  produced,  in  the  point  d,  and  make  B'm  parallel  to 
d.  At  the  point  m,  erect,  perpendicular  to  AD^  mn  equal  in 
ugth  to  B'd  and  draw  A'nF,  Produce  dC  and  draw  Fp  par- 
lel  to  AD,  tlieu  will  Cp  represent  the  horizonal  acceleration 
f  tbe  point  A',  If  now  we  lay  off  the  ordinates  A'p*  =  Gp,  ei  = 
C',  and  draw  the  line  pi\  any  ordinate  gl  will  measure  the  hori- 
^ntal  acceleration  of  the  point  o  through  which  it  passes. 

To  demonstrate  that  Cp  is  the  measure  of  horizontal  accelera- 
on  for  the  point  A' y  let  the  velocity  of  the  point  B'  be  resolved 
itoits  components  Cd  along  A'B  and  B'd  perpendicular  thereto, 
be  component  along  A'B'  produces  no  acceleration  while  the 
>inponent  at  right  angles  produces  at  B'  in  the  direction  of  A'B' 
X  acceleration  represented  by  B'd,  and  at  ^'  in  the  same  direc- 
Dn  an  additional  amount  which  is  inversely  proportional  to  the 
stances  A'B  and  B'd.  Therefore,  by  the  construction,  CF 
presents  the  acceleration  of  A'  in  the  direction  of  A'B',  and 
>ii8equently  Cp  is  the  acceleration  in  the  direction  of  AD, 

If,  now,  we  assume  o  for  the  center  of  oscillation  of  the  con- 
acting  rod  about  the  cross-head  pin,  we  can  proceed  to  construct 
agrams  for  the  horizontal  accelerations  of  A  and  o  and  also  for 
le  vertical  acceleration  of  o.  Such  diagrams  are  shown  in  Fig. 
5,  the  ordinates  be- 

»g  taken  for  eveiy     '\^  Fig.  96 

5°  of  crank  angle. 

The  actual  forces 
f  inertia  may  be 
c^und  by  multiply- 
^%  these  accelera- 
tions by  the  masses 
concentrated  at  A 
and  0  respectively.     This  is  a  matter  of  simple  proportion,  de- 


^K^   A. 


A   A,      A. 


o  o 
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ponding  upon  the  scale  desired,  and  constructively  it  requires 
special  explanation.     Thus  far  the  velocity  of  the  crank  pia 
feet  per  second  has  been  assumed  as  measured  by  the  radius  > 
the  crank  in  feet,  and  consequently,  for  any  velocity,  v,  of 
crank,  the  distance  r  on  the  diagrams  will  measure  an  accele 


tion  of  I  — 
r 


For  a  unit  of  mass,  or  about  32.2  lbs.  at  crank 


0 

in 
of 
e 


) 


the  inertia  in  a  radial  direction  will  also  be  expressed  by  ( ^^ 


and  whatever  the  masses  at  A  and  o  or  the  speed  of  the  en 
may  bo,  the  scale  of  the  diagram  Fig.  96  can  readily  be  adju&& 
to  correspond  with  the  scale  of  the  indicator  cards  by  constr 
ing  a  simple  proportion. 

Th(3  three  diagrams  shown  in  Fig.  96  can  best  be  combinec5l 
findinir  the  rotative  eflfect  of  each,  and  this  has  been  done 
Figs.  97,  98,  and  99,  for  every  IS""  of  crank  angle.     Fig.  97  re 


-  ne 

<!t- 

by 

in 

re- 


sents the  rotative  effect  of  a  unit  of  mass  at  cross-head  pin  5 
98,  the  same  for  the  horizontal  throw  at  center  of  oscillation  ^ 
Fig.  99,  the  same  for  the  vertical  throw  at  that*  point.     T 
termine  the  rotative  eflfect,  the  inertia  at  each  point  A  e^ 
must  bo  multiplied  by  the  effective  radius  at  which  it  acts, 
the  velocity  at  any  ])oint  in  a  given  direction  is  also  the  me» 
of  the  eflfoctive  radius  at  whicli  a  force  in  that  direction  acts,    ^^^ 
wo  have  for  the  rotative  eflfect  at  A\  A'p  times  AW.     This  cTJd/- 
tiplication  is  readily  accomplished  by  laying  oflf  in  Fig.  95,  A'b'  ^^ 
and  A'a'  the  same  as  in  Fig.  98,  then  by  drawing  aV  parallel   to 
p'h\  we  have  A'h'^  for  the  rotative  eflfect  due  to  a  unit  of  mass  At 
the  point  A',     Similarly,  in   Fig.  9-4,  the  rotative  effect  due  to 


Kg. 
and 
de- 
do 

But 

ure 


I  IT 
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3al  throw  is  measured  by  the  product  of  og  and  gh  or  by  gsj 
in  Fig.  95  the  rotative  effect  due  to  the  horizontal  throw  of 
-qual  to  ffl  times  gf  or  to  ffs'.     Combining  Figs.  98  and  99, 


Pig.  100 

E 


ave  Fig.  100  for  the  rotative  effect  of  a  unit  mass  at  o;  and, 
tiniiig  Figs.  97  and  100,  we  have  Fig.  101  for  the  rotative 
;  of  a  unit  of  mass  at  A  and  o  respectively. 

the  aid  of  Fig.  101  the  three  diagrams  shown  in  Fig.  96 
readily  be  combined  into  one,  representing  the  equivalent 

of  inertia  at  cross-head  pin,  in  order  to  be  directly  compar- 
with  an  indicator  card.  At  the  dead  centers  Fig.  101  is 
ss,  for  at  these  points  the  effect  of  inertia  can  be  found 
tly  from  Fig.  96. 

actual  practice  it  will,  of  course,  be  unnecessary  to  construct 
my  figures,  and  to  illustrate  the  use  of  this  graphical  method, 
ill  take  the  following  practical  example : 

=  length  of  crank  =  1  ft., 

=  length  of  connecting  rod  =  4  ft., 

=  No.  of  revs,  per  sec.  =  3, 

=  weight  of  connecting  rod  at  cross-head  end  =  90  lbs., 
.  =  weight  of  connecting  rod  at  crank  end  =150  lbs., 
'  =  time  of  oscillation  of  connecting  rod  when  suspended  at 

cross-head  pin  —  .959  sec, 
p=  weight  of  piston,  piston  rod  and  cross-head  =  560  lbs. 
om  the  above  fiii:ures  it  can  readily  be  found  that  the  center 
ivity  of  the  connecting  rod  is  two  and  a  half  feet  from  cross- 
pin,  and  its  center  of  oscillation  three  feet  from  the  same 
.    Therefore,   to  maintnin   the  same  center  of  gravity,  we 

assume  forty  pounds  at  cross-head  pin  and  two  hundred 
Is  at  the  center  of  oscillation.  The  total  weight  of  the  re- 
sating  parts  may  now  be  distributed  at  these  two  points. 
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Wa  =  total  weight  concentrated  at  cross-head  pin  =  COO  lbs 
Wo  —  weight  concentrated  at  center  of  oscillation  =  200  Ibe 

Let  the  piston  area  A  =  200  square  inches,  and  sappose  tl 
we  wish  to  construct  an  inertia  diagram  directly  comparable 
an  indicator  card  four  inches  long,  taken  by  an  indicator  hrfv^ 
a  forty  pound  spring. 

To  fix  the  scale  of  ordinates,  we  must  determine  the  radimzs 
to  be  used  in  our  constructions,  and  this  can  readily  be  found 
the  formula 


r  = 


1.226  VTa^iN^ 
iOA 


from  which,  by  substitution,  we  derive 

1.226  X  600  X  1  X  9       ^^^  . 
^  = 40^00- =-^^^'^- 

For  the  scale  of  abscissas,  we  simply  let  the  length  of  the  car* 
4",  determine  the  stroke,  and  find  the  points  ^i^g,  etc..  Fig.  i9 
corresponding   to    the    crank    angles   assumed,   as  in   Fig.  9< 
The    construction    for    finding    the    ordinates   in    Fig.    103 
shown  in  Fig.   102,   r  being  laid   oft   equal   to   .823''   and  ti: 


Fig.  102 


T— lAf 


distance   AB  =  ir.       The    inertia  of    the   mass   at  cross-he 
pin  is  found  as  in  the  previous  construction  to  be  A'p\     T 


EFFECT  OF  THB  BECIPBOOATING  PABTS  OF  HIGH  SPEED  ENGINES.  221 

rotative  effects  of  the  horizontal  and  vertical  throws  at  o  are 

also  found,  as  already  described,  to  be  gn'  and  ga  respectively, 

and,  as  they  act  in  opposite  directions,  their  sum  is  88\    Now, 

the  rotative  effect  of  a  force  at  A  has  been  found  by  taking  the 

product  of  the  force  and  its  velocity  Ciz,  and,  therefore,  the  force 

at  A  necessary  to  produce  a  given  rotative  effect  can  be  found 

by  dividing  the  effect  produced  by  the  velocity,     ss'  is  the  effect 

produced  by  a  weight  at  o  equal  to  the  weight  at  Ay  and  conse- 

TF 
quently  it  must  be  multiplied  by  the  ratio  -^^  to  find  the  true 

effect.  This  is  done  in  the  next  constniction  for  finding  Ai\ 
which  is  the  inertia  at  A  equivalent  to  the  inertia  at  o.  If  we 
lay  off  At  =  s^  and  Acl  =  Ca^  we  may  find  Ail  by  laying  off 

W 

A'6'=^rand  drawing  6'^' parallel  to  a',   then  pV  will  be  the 

ordinate  in  Fig.  103  for  the  points'.  Similarly,  ordinates  may 
be  found  for  any  other  points,  except  the  dead  points,  where  the 
construction  is  somewhat  simpler,  as  already  pointed  out.  By 
comparing  App^A^  Fig.  96,  which  may  be  recognized  as  the  usual 
form  of  inertia  diagrams,  with  Fig.  108,  the  disturbing  effect  of  the 
comiecting  rod  is  plainly  to  be  seen. 

Other  diagrams  might  be  constructed  to  show  the  resulting 
pressures  on  guides  and  bearings,  but  enough  has  been  done  to 
suggest  the  extended  application  of  graphical  methods  to  prob- 
lems which  have  heretofore  resisted  or  yielded  only  with  difficulty 
to  the  most  searching  analyses. 

It  is  thought,  in  conclusion,  that  the  graphical  method  here 
given  presents  fewer  difficulties,  is  more  direct  and  certain  in  its 
results,  and  that  if  used  in  connection  with  the  analytical  method 
it  will  act  as  a  convenient  and  efficient  check. 

It  should  be  noted  that  the  center  of^  oscillation  o,  has  been 
located  with  reference  to  the  cross-head  pin  for  convenience  only, 
and  that  the  crank  pin,  for  instance,  might  have  been  taken  as 
one  of  the  centers  equally  well,  and  the  weight  of  the  connect- 
iug  rod  disposed  accordingly,  without  affecting  the  results  ob- 
tained. 

Prof,  G,  7.  Aldeii, — I  would  like  to  thank  Prof.  Lanza  for  two 
things.  One  is  for  verifying  some  of  the  tables,  which  I  calcu- 
lated while  I  was  full  of  other  duties.  He  has,  I  understand,  made 
calculations  from  them,  and  comparing  them  with  his  work  has 
found  them  substantially  correct.     And  I  also  wish  to  thank  him 


f 
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for  supplementing  the  paper  with  his  able  discussion  in  regard  to 
the  eflfect  of  the  connecting  rod,  which  for  the  sake  of  greater 
simplicity  in  the  use  of  the  tables  I  did  not  take  account  of  in  my 
paper.  I  thought  something  would  be  gained  if  tables  could  be 
obtained  which  were  simple  enough  so  that  any  engineer  would 
be  able  to  construct  substantially  accurate  diagrams.  In  most 
cases  this  is  not  attempted  with  any  approach  to  the  accuracy 
obtained  by  the  use  of  my  tables.  Anything  we  can  do  to  bring 
these  tables,  or  the  more  exact  results  which  Prof.  Lanza  has  ob- 
tained, more  readily  into  use  will  I  think  be  valuable.  I  hope 
that  at  some  time  some  of  the  gentlemen  will  look  over  the  last 
paragraph  of  my  paper  in  regard  to  the  method  of  finding  the 
compression  line  of  the  engine.  1  do  not  know  whether  it  would 
be  of  special  value  to  discuss  it  now. 

My  purpose*  in  presenting  the  paper  under  discussion  was  a 
very  simple  one,  viz.,  to  furnish  tables  by  means  of  which  the  con- 
struction of  diagrams,  much  more  accurate  than  those  usually 
employed,  might  become  common  among  engineers.  I  aimed  to 
eliminate  the  labor  due  to  mathematical  intricacy,  and  still  secure 
valuable  practical  results.  That  only  approximate  results  are 
aimed  at  does  not  necessarily  detract  from  the  value  of  the  tables 
given. 

It  is,  however,  important  to  know  the  degree  of  accuracy  ob- 
tained by  an  approximate  method,  and  the  manner  in  which  the 
error  affects  results.  In  the  present  case  the  discussion  has  given 
us  the  means  of  determining  these  points.  Methods  of  comput- 
ing and  representing  the  eiTor  due  to  the  approximation,  have 
been  given.  They  are  instructive  and  beautiful  examples  of 
critical  analysis  and  original  investigation,  but  from  their  com- 
plexity are  of  no  practical  value  to  tlie  engineer  as  methods  of 
constructing  the  required  diagrams. 

There  in  one  point  in  the  discussion  to  which  I  desire  to  call  at- 
tention, viz.,  the  comparison  made  by  Prof.  Lanza  between  the 
results — for  a  special  problem — of  his  own  methods  and  those 
given  in  my  paper.  Assuming  the  corfectue^*s  of  his  figures,  he 
has,  inadvertently,  no  doubt,  made  unwarranted  use  of  them  in 
the  coniparison  referred  to  (page  212).  Having  given  the  (nega- 
tive) rotative  effect  due  to  '*  horizontal  throw,"  he  compares,  in  a 
table,  these  results  with  the  total  (negative)  rotative  effect  as  cal- 
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cnlated  by  my  approximate  method,  and  remarks,  that  "  a 
At  the  table  shows  that  the  difference  amounts  in  some  ca 
more  than  25^."     He  then  proceeds  to  give,  in  a  table,  the 
tlTe  effect  of  "  vertical  throw  "  for  the  same  problem,  but  doe 
combine  his  two  partial  solutions.     It  is  necessary  to  do  th 
order  to  obtain,  by  his  method,  the  total  rotative  effect.     I  tl 
fore  give  the  following  table,  using  Prof.  Lanza's  figures  : 


Rotative  Effect 

Rotative  Effect 

Total  Rotative 

Total  Rotative 

Effect,  by 
Apj>roximute 

Method. 
(Negative.) 

• 

Onoio,  Angle. 

due    to   "Hori- 
zontal Throw." 

due  to  "  Verti- 
cil Throw." 

Effect,  by  exact 
Method. 

Difference 

(Negative.) 

(Positive.) 

(Negative.) 

0=' 

0.00 

0.000 

0.000 

0.00 

0.000 

10" 

8.20 

1.400 

6.800 

7.18 

0.38 

20" 

15.10 

2.032 

12.468 

13.17 

0.702 

ao" 

19.64 

3.623 

16.017 

16.98 

0.963 

40^^ 

21.21 

4.1^0 

17.090 

18.05 

0.960 

50" 

19.67 

4.120 

15.560 

16.33 

0.780 

tso" 

15.37 

3  623 

11.747 

12.25 

0.503 

'70" 

9.22 

2.632 

6.588 

6.64 

0.052 

©0" 

2.15 

1.400 

0.750 

0.49 

-  0.260 

00° 

-    4»74 

0.000 

-    4.740 

-    5.26 

-  0.520 

aoo* 

-  10.64 

-  1.400 

-    9.240 

-    9.87 

-  0.630 

axo" 

-  14.96 

-  2.032 

-  12.328 

-  12.93 

-  0.602 

a3>o" 

-  17.38 

-  3.623 

-  13.757 

-  14.33 

-  0.573 

xao" 

-  17.86 

-  4.120 

-  13.740 

-  13  67 

+  0.070 

1-40" 

-  16.55 

-  4.120 

-  12.430 

-  12.77 

0.340 

ISO'^ 

-  13.75 

-  3.623 

-  10.127 

-  11.37 

-  1.248 

16U" 

-    9.81 

-  2.632 

-    7.178 

-    7.27 

-  1.092 

170= 

-    5.09 

-  1.400 

-    8.690 

-    3.76 

^  0.070 

180° 

-    0.00 

-  0.000 

0.00 

0.000 

This  comparison  shows  the  close  approximation  obtained  by 

use  of  the  tables  given  in  my  paper.     The  inconsistency  of 

rofessor  Lanza's  comparison  of  his  partial  solution  with  the 

^ults  of  my  p,pproximate  method  is  quite  apparent  from  the  fact 

t  by  his  own  figures,  his  partial  solution  is  much  farther  from 

truth  than  the  approximation  with  which  he  has  compared  it. 

Bover,  the  error  of  the  approximate  method  is  of  the  opposite 

from  that  shown  by  his  comparison.     It  may  also  be  noted 

n  tlie  problem  solved  by  Prof.  Lanza  the  weight  of  the  con- 

g  rod  is  nearly  ecjiial  to  that  of  all  the  other  reciprocating 

iIj^.     It  would  seem  tliat  the  percentage  of  en'or  would  be 

rably  recbiced  foi-  a  case  in  which  the  ratio  of  weight  of 

ing  rod  to  that  of  the  other  reciprocating  parts  is  smaller 
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and  more  nearly  that  found  in  modem  practice.     Mr.  Le 
illustrating  his  graphical  method,  has  used  a  ratio  of  f. 

In  view  of  all  the  facts  brought  out  in  the  discussion,  it  a 
that  the  tables  and  method  of  using  them,  as  given  in  my 
may  be  recommended  as  the  best  practical  means  availal 
ordinary  use  in  making  computations  for  rotative  effect  of  ri 
eating  parts  in  high  speed  engines. 
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CCXXXV. 

IS    WATER    GAS  AN  ECONOMICAL  FUEL? 

BY  WILLIAK  KENT,  HEW  YORK. 

(Member  of  the  Society.) 

In  the  discussion  of  Mr.  F.  W.  Taylor's  paper  on  water  gas,  at 
the  Chicago  meeting,  the  writer  stated  that  the  conclusion  to  which 
Mr.  Taylor  had  been  led  by  his  experiments,  viz. :  that  water  gas 
is  not  as  economical  as  Siemens  gas,  when  used  as  a  fuel  for  steel- 
melting  furnaces,  would  probably  be  confirmed  by  a  theoretical 
consideration  of  the  amount  of  heat  carried  away  in  the  chimney 
gases.  A  further  study  of  the  subject  shows  that  the  opinion  then 
given  was  correct. 

Let  C  represent  the  carbon  in  a  given  quantity  of  fuel. 

O  the  oxygen  needed  to  make  carbonic  oxide  (CO)  with 
this  C. 
20  the  oxygen  needed  to  make  carbonic  acid  (CO2)  with  the 
same  C. 
H2O  the   water  needed   to   make   water  gas  of   the   formula 

(CO  4-  2H)  with  the  same  C. 
N  the  nitrogen  in  the  air  from  which  the  O  is  taken  to  burn 

C  to  CO. 
2X   the  *nitrogen  in  the  air   from  which  the  20  is  taken  to 
burn  C  to  COg. 
Ex.  air  the  excess  of  air  used  in  final  combustion  in  the  furnace 
over  that  required  to  make  complete  combustion. 

• 

The  fuel  may  be  used  in  three  ways : 

1st,  by  direct  and  complete  combustion  in  the  furnace. 

2(1,  by  partial  combustion  in  the  Siemens  gas  producer,  and  final 

combustion  of  the  Siemens  gas  in  the  furnace. 
3d,  by  partial  combustion  in  the  water  gas  producer,  and  final 

combustion  of  the  water  gas. 
15 
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The  results  of  tlie  three  wavs  of  burniufir  the  fuel  are  as  follows  : 

Materials  used.  Products. 

1.  Direct.     C  -f  20  +  2N  +  Ex.  air  COg  +  2N  +  Ex.  air. 

{In  producer, C  +  O  +  N  CO  +  X  (Siemens  gas). 

n<.     v^  ^'^*'"T''t.      .     [•     CO,  +  2N  +  Ex.  air. 
CO  +^  +  O  +  ^  +  Ex. air  j 

I  In  producer,  C  +  H2O  CO  +  2H  (Water  gas). 

3.  Water  gas. -(  In  furnace,  )     CO2  +  2X+EX.  air 

(  C04-2ri-f204-2N+Ex.  air    j  +  H2O. 

The  final  product  of  (1)  and  (2)  is  the  same.  The  final  product 
of  (3)  dilfei-s  from  that  of  (1)  and  (2)  only  in  containing  HjO,  which 
is  the  same  II-O  (water)  wiiicli  was  added  in  the  producer  in  mak- 
ing tlie  gas.  Tliis  is  true  whatever  may  be  tlie  actual  formula  of 
the  water  gas.  All  tlie  water  originally  used  in  the  manufacture 
of  the  gas  reappears  in  the  products  of  combustion  in  the  chimney. 
The  only  difference  is,  that  in  the  chimney  it  appears  in  the  form 
of  steam,  superheated  to  the  temperature  of  the  chimney  gases, 
while  it  originally  enters  the  system  as  cold  water.  All  the  heat 
contained  in  the  water  thus  escaping  in  the  chimney,  above  the 
amount  it  contained  when  it  was  originally  introduced  into  the 
system,  is  entirely  wasted. 

The  amount  of  heat  thus  wasted  can  be  calculated  if  we  know 
the  amount  of  water  used,  and  its  temperature  on  entering  and  on 
leaving  the  system. 

Suppose  a  pure  water  gas  to  be  of  the  formula 

CO  +  II  made  from  C  +  HaO 
or,  pounds,  12  +  16  +  2  12  +  18 

The  escaping  gases  would  contain,  in  addition  to  nitrt)gen  and  ex- 
cess of  air, 

CO2  +  H2O 
pounds  44  +  18. 

The  18  pounds  of  water  being  the  same  from  which  the  water  gas 
was  made  with  12  ])0und8  carbon.  The  carbon,  if  completely 
burned  from  C  to  COj,  would  generate  12  x  14,500  =  174,000  heat 
units  (Fahrenheit).  Suppose  that  the  chimney  gases  are  cooled  by 
regenerators  or  other  means  down  to  21.2®  F.,  that  the  water  escajycs 
in  the  form  of  steam  of  that  temperature — its  total  heat,  including 
latent  heat  of  evaporation,  being  1,178°  F. — and  that  the  water  en- 
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tered  tlic  svstein  at  78"^  V.     The  lieat  cjimed  jtv.    -   ;. 
escaping  in  the  shape  of  steam,  in  excess  of  t:.:>:  v  ...;• 
duced  into  the  system,  would  he 

1,100  X  18  =  19,800  lieat  iinitr. 

efjual  to  al)out  11, 4  i)ercent.  of  the  wliole  amouM  ■     ].••. 
bv  buniinir  the  12  Ihs.  carbon  from  (-  to  C(  >.. 

This  is  the  most  favorable  case,  for  it  is  in  |»ni''    ■  ■   '■'■■■ 
to  cool  the  chimney  gases  of  heating  furna'-o-  •■'  ;.  .•.■■    (  • 
low  as  212'  R 

Theoretical  considerations  therefore  indicat*    :.   .>*     • 
in  the  use  of  water  gas  as  fuel,  equal  to  at  h-a-i   j     ii*-      ■ 
total  fuel  value  of  the  carbon    used,  and   tijir.  .■!.  ii-)..  .  ■.. 

loss  which  may  arise  from   imperfection;-  '»j"  i!,i    ; 

method  of  operation. 

Such  a  loss  is  not  met  with   in   the  Si^•men^  .-•..-.* 
ordinary  system  of  direct  burning  of  the  I'm-j   up**        ;- 
in  so  far  as  moisture  in  the  shape  of  coM  watei    mi.>\     ■ 
the  fuel  used. 

The  fact  that  there  is  a  loss  of  economv  in   iin    i..« 
as  a  fuel,  in  comparison  with  the  direct    iim:  «»1    ;:it 
which  it  is  made,  is  clearly  revealed  in  otij<M-  ^^;^^.■. 
bv  some  of  those  who  have  written  in   favt^r  •■!     ..t     .  . 
CL'Sses.      For  instance,  ])r.   Ilmry  AVnn/,   ii.    \ 
Amer.   Inst.    Mining   Kngineers,   ]»|».   )*\Kj.   :j*.'*\   .... 
pounds  of  anthracite  coal  are  required  t'»  ^'^«r.i  r;»'i    j. 
of  water  gas,  and  that  water  gas  ha^  a  hi.-ailn;^'  (■•,, 
cul.iic  font.     This  equals   311,<hH)   In.-at    iiiii;-   p»j     .. 
Assuming  anthracite  to  )>roduce    J.*>,<km>  i.i-.ii    .,;. 
niudcrate  fiirin-e), the  37.5  Pnunds  if  briijjid  *'/.ii    . 
13,000  X  37.5  =  4^7,5(H»   heat    nnit>,  >h«>\vi::-    i.  . 
has  a  thermic  value  of  only  G3.8  per  rem.  <»r  ti.i.-    ■ 
is  ])roduced. 

Better  results  are  dedn'*(?d  th(f«»i-enc';ii»y    !>\  M 
vear.  V«>1.  XI.  Tran.-.  Anu-r.  Iii-i.   Miitiii:^   !.:._■ 
>in»ws  tii:it    water  g;iS   derivr-i    fi"oin    :in;:.... 
c<'nt.  "f  tliC  li('at-]>r<.Ml!ii;iiiir   ]M,\vi-r  *j\    {-i*-   '■;;. 

aniliracitL*.     Neither  of  ili^  \\v<,  \vi-!i»i-.-  i. :::•!■ 
havf  ci»nsideivil  tliL*  caust:  i»f   \]n:  !••>-  mi'   :.i 
f.M"rvd,  viz.:  tin;  carrvinir  awiiv  i.f  iu.-.i:  iii 
the  chinjnev  irases. 


I  ; 
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DISCUSSION. 


2l)\  Fred.  ir.  Taylor, — The  writer  agrees  with  Mr.  Kent  in 
main  conclusion,  that  "  water  gas  is  not  as  economical  as  Siem 
gas,  when  used  as  a  fuel  for  steel  melting  furnaces ; "  but  he  c 
not  agree  that  the  above  conclusion  could  be  arrived  at  by  ^^  • 
theoretical  consideration  of  the  amount  of  heat  carried  awajr  ^^ 
the  chimney  gases  "  alone.  On  the  contrary,  if  we  were  to  eo: 
sider  merely  the  relative  amounts  of  heat  carried  away  by 
chimney  gases,  water  gas  would  be  shown  to  be  more  economic/ 
than  Siemens  gas. 

In  the  calculations  as  a  result  of  which  Mr.  Kent  arrives  at  th( 
following  conclusion,  "Theoretical  considerations,  therefore,  in- 
dicate a  loss  of  economy  in  the  use  of  water  gas  as  fuel,  equal  t< 
at  least  eleven  per  cent,  of  the  total  fuel  value  of  the  carbon  used, 
and  this  independent  of  any  loss  which  may  anse  from  imperfec- 
tions of  the  producer  or  its  method  of  operation.     Such  a  loss  is 
not  met  with  in  the  Siemens  system,  etc.,  etc,"  he  has  entirely 
overlooked  the  fact  that  the  water  which  passes  off  in  the  chim- 
ney, in  the  form  of  steam,  is  produced  by  the  combustion  of  the 
hydrogen  (H)  in  water  gas  which,  in  burning  from  H  to  H^O, 
develops  a  larger  amount  of  heat  than  any  other  constituent  of 
water  gas. 

Mr.  Kent  very  truly  states  that  "the  carbon,  if  completely 
burned  from  C  to  CO2,  would  generate  174,000  heat  units  (Fahren- 
heit) ; "  but  he  makes  no  mention  of  the  amount  of  heat  which  the 
hydrogen  develops  in  burning  from  H  to  H2O. 

Mr.  Kent  has  also  overlooked  the  fact  that  the  waste  prodacts 
of  enough  Siemens  gas  to  generate  the  same  amount  of  heat  as 
would  be  generated  by  a  given  amount  of  water  gas  contain  about 
four-fifths  as  much  superheated  steam  as  the  waste  products  of 
water  gas.  Any  conclusions,  therefore,  which  are  based  on  cal- 
culations which  do  not  consider  all  of  the  elements  of  the  problem, 
are  likely  to  be  misleading. 

It  would  seem  to  the  writer  that  the  following  were  a  better 
method  of  dealing  with  this  problem. 

Let  us  first  select  a  sample  of  Siemens  gas  and  one  of  water 
gas,  whose  analyses  show  them  to  be  of  about  average  quality. 
Such  samples,  I  think,  would  be  the  following : 

For  water  gas,  a  sample  taken  from  Lowe's  gas  producers,  after 
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passing  through  purifier,  at  Novelties  Exhibition,  Philadelphia, 
October  16, 1885 : 

CO 44.5  vols. 

H 50.9 

O 7)^ 

N 28)^^- 

1.1  undetermined. 

For  Siemens  gas,  an  average  of  a  large  number  of  samples 
taken  from  the  Siemens  producers  at  Midvale  Steel  Co.,  Nice- 
town,  Philadelphia,  1883 : 

CO. 1.5  vols. 

CO 23.6 

H, 6.0 

CH4 3.0 

N 65.9 

One  cubic  foot  of  water  gas  of  the  above  composition  will  de- 
velop ia  burning  327  heat  units  (lb.  Fahrenheit),  including  the 
latent  heat  of  evaporation  of  the  superheated  steam  which  escapes 
in  the  stack.  2.42  cubic  feet  of  Siemens  gas  will  also  develop 
327  B.  t.  u.  But  one  cubic  foot  of  water  gas,  after  having  been 
burned,  will  produce  only  2.87  cubic  feet  of  waste  or  chimney 
gases,  while  its  equivalent,  2.42  cubic  feet  of  Siemens  gas,  will 
produce  4.59  cubic  feet  of  chimney  gases. 

Supposing  that  the  chimney  gases  enter  the  stack  at  a  tempera- 
ture of  400°,  which  is  a  low  chimney  temperature  for  furnaces, 
and  that  the  water  and  air  used  in  making  and  burning  the  gases 
entered  the  furnaces  at  a  temperature  of  78°  F.,  the  2.87  cubic 
feet  constituting  the  chimney  gases  resulting  from  the  combustion 
of  one  cubic  foot  of  water  gas  will  caiTy  to  waste  44.305  B.  t.  u. 
(including  the  latent  heat  of  evaporation  of  the  steam  contained 
in  them),  while  the  4.59  cubic  feet  constituting  the  chimney  gases 
resulting  from  the  combustion  of  2.42  cubic  feet  of  Siemens  gas 
will  carry  to  waste  51.51  B.  t.  u.  (including  the  latent  heat  of 
evaporation  of  the  steam  contained  in  them). 

From  the  above  figures  we  see  that  in  the  case  of  Siemens  gas 

51.^)1 

'-    1'--^=  15.75  per  cent,  of  the   total  heat  £:jenerated  is  lost  in  the 
827 

stack,  while  in  the  case  of  water  gas  only     onJ-—  13.55  per  cent. 

of  the  total  heat  generated  is  carried  away  by  the  chimney  gases. 
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If  tlio  relative  values  of  the  two  gases  were  to  be  judged  by  the 
relative  amounts  of  heat  wasted  in  the  chimney,  water  gas  would 
be  shown  to  be  2.2  per  cent,  more  economical  than  Siemens  gas. 
In  point  of  fact,  the  two  principal  causes  which  render  water  gas 
less  economical  than  Siemens  gas  have  relation  to  the  process 
of  manufacture  of  the  two  gases.     They  are  as  follows  : 

First.  The  fuel  available  for  making  water  gas  is  more  expen- 
sive than  that  used  for  Siemens  gas. 

Second.  There  is  a  great  waste  of  heat  in  making  water  gas, 
during  that  part  of  the  process  in  which  air  is  blown  through  the 
coals  to  heat  them  to  incandescence.  Just  how  much  heat  is  here 
wasted  no  calculations  can  show.  Experience,  however,  shows  it 
to  be  large. 

Mr,  Kent.-^l  have  not  stated  in  my  paper  at  all  that  this  loss 
of  beat  in  the  chimney  was  the  principal  loss  in  the  water-gas 
process.  I  state  distinctly  that  the  loss  of  eleven  per  cent,  is 
independent  of  any  loss  which  might  occur  from  the  defects  of 
the  producer. 

Mr.  Taylor's  criticism  consists  chiefly  in  saying  that  I  have 
overlooked  several  things.  I  have  overlooked  them  pui'posely, 
and  that  is  the  proper  way  to  get  at  this  problem,  by  overlooking 
the  intermediate  stages  of  the  process,  and  considering  only  the 
beginning  and  the  end  of  the  process,  the  fuel  used  to  generate 
the  heat,  and  the  amount  of  heat  wastefuUy  discharged.  He 
begins  his  calculation  by  taking  a  pound  of  water  gas  and  com- 
paring it  with  an  equivalent  amount  of  Siemens  gas.  I  begin 
with  a  ton  of  coal,  and  burn  that  coal  in  three  ways :  first  on  a 
grate,  second  in  the  Siemens  system,  and  third  in  the  water-gas 
systenj.  My  calculation  here  shows  conclusively,  I  tbink,  that  in 
burning  in  the  Siemens  system,  or  on  a  grate,  the  final  product 
in  the  chimney  will  be  the  same.  In  burning  in  the  water-gas 
system  there  will  be  an  amount  of  superheated  steam  going  off, 
which  carries  away  heat  equal,  at  the  very  lowest  calculation,  to 
eleven  per  cent,  of  the  heating  value  of  tbe  carbon  in  the  coal. 

M/\  A.  P.  Trautwein. — Tbe  concern  with  which  I  am  connected 
has  been  engaged  for  some  ten  years  or  more  in  developing  the 
methods  of  manufacture  and  use  of  water  gas,  principally,  how- 
ever, for  the  purj^oses  of  illumination,  rather  than  for  metallui^cal 
or  general  fuel  iiuiposes.  Of  course,  tbe  applicability  of  water 
gas  for  these  latter  uses  has  received  more  than  mere  incidental 
consideration,  because  schemes  to  introduce  fuel  gas  into  cities 
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clly  been  proposed,  and,  from  our  close  couiieet 
-lighting  interests,  have  naturally  come  under  < 
conelutrion,  however,  was  definitely  reached,  in  evt 
:  whatever  the  advantages  of  water  gas  in  other  i 
not  be  regarded  as  an  economical  means  of  utilizii 
Ltent  the  calorific  value  of  coal.     There  are,  lioweve 
which  water  gas  must  be  applied  for  fuel  pui^pose^ 
ndeiit  of  these  economic  considerations,  and  in  tin 
our  own  establisliment  it  now  finds  a  daily  and  vei-y 
plication. 

the  point  about  which  Messrs.  Taylor  and  Kent  are 

y,  there  is  but  this  to  say :  It  is  quite  immaterial,  for 

of  arriving  at  a  solution  of  the  problem,  whether  the 

l)ustion  of  the  coal  is  carried  on  in  an  atmosphere  of 

done  in  the  water-gas  system),  and  the  secondary 

oncluded  in  the  presence  of  air,  or  whether  (as  in  the 

ducer  and  its  regenerative  furnace)  the  combustion, 

and  secondary,  occurs  in  air ;  because,  granting  that 

the  conservation  of  energy  hold  true,  it  is  not  neces- 

der  any  of  the  intermediate  steps  ;  and  we  have  but 

\  final  products  of  combustion,  and  note  wherein  they 

»w  much   heat  they  cany  to  waste,  to  arrive  at  a 

how  much  more  heat  energy  is  lost  in  one  process 

ther.     This  is  the  method  suggested  by  Mr.  Kent, 

ooking  at  the  wIhjIc  problem  is,  in  my  opinion,  un- 

)rrect.     The  final  products  of  combustion  are  the 

ases,  exce])t  that  in  addition  to  the  carbonic  oxide 

e  also  find,  in   the  water-gas  system,  a  certain 

•  vapoi',  wliicli  entered  it  at  the  boiler  in  the  form 

cold  fecnl  water,  and  here  reappears  as  super- 

t  is  this  steam,  which,  aside  of  course  from  all 

ation  and  simila.r  losses,  represents  the  waste  of 

ufacturt'  of  fuel  gas  l)y  the  water-gas  process,  as 

\  Siemens  i^roducer  and  furnace. 

>/•. — I  would  ask  what  Mr.  Kent  has  to  say  to' 

ste  cliinmev  ^ases  of  Siemens  gas  contain  four- 

M'lieatrd   st(  am  as  tlie  wasti>  cliininey  gases  of 

eiiliri'ly  ovrilooked  i]io.  fact  that  the  waste 

j^as  ('((iitaiii  superheated  steam. 

l»aiii>  1.)  ^iu<Iv  tlie  artual  composition  of  the 

of  llie  Sic  \\\i-]\<  -a^.  li<'   will  find  that  they 
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contain  four-fifths  as  much  weight  of  superheated  steam  as  is  con- 
tained in  the  waste  products  of  water  gas. 

How  he  can  say,  in  view  of  that  fact,  that  there  is  a  waste  of 
eleven  per  cent,  of  the  total  fuel  value  of  the  water  gas,  which  does 
not  take  place  in  the  Siemens  gas,  I  cannot  see.  That  is  his  main 
conclusion. 

M7\  Kent. — My  answer  to  that  is  that  the  coal  used  in  making 
that  Siemens  gas  must  have  been  very  wet. 

3//*.  Taylor, — The  coal  used  in  making  that  Siemens  gas  was 
tlie  ordinary  bituminous  coal,  from  which  most  of  the  Siemens  and 
illuminating  gas  in  the  countiy  is  made,  and  contained  no  more 
moistin-e  than  such  coal  ordinarily  contains. 

In  the  process  of  generating  Siemens  gas,  the  light  hydrocarbon 
and  hydrogen  gases  are  driven  oflf  from  the  coal  first.  They  con- 
stitute the  most  valuable  and  richest  part  of  the  Siemens  gas ;  and 
the  steam  contained  in  the  waste  products  of  Siemens  gas  results 
from  the  combustion  of  this  hydrogen. 

I  have  never  seen  an  analysis  of  good  Siemens  gas  which  did 
not  contain  a  considerable  amount  of  fi'ee  hydrogen  and  light 
hydrocarbon  gases. 

I  would  inform  Mr.  Kent  that  when  the  bituminous  coal  used 
for  making  Siemens  gas  does  not  contain  a  sufficient  amount  of 
moisture  to  generate  the  desired  quantity  of  hydrogen,  it  is  cus- 
tomary to  add  water  to  the  coal,  either  in  the  form  of  steam  intro- 
duced into  the  producer,  or  water  in  the  ash  pit. 

I  agree  with  Mr.  Kent  entirely  that  water  gas  is  less  economical 
as  a  fuel  than  Siemens  gas.  But  I  disagree  with  him  that  any 
such  conclusion  can  bo  arrived  at  by  the  examination  of  the  chim- 
ney gases  alone. 

Mr,  (mvo,  Schnhmann, — We  are  not  using  any  water  gas,  but  I 
have  read  all  the  literature  on  this  subject  that  I  could  find,  and 
have  no  doubt  Mr.  Kent's  view  is  conect  theoretically,  and  assum- 
ing ])erfect  combustion,  we  can  get  more  heat  units  out  of  a  ton  of 
coal  b}'  biu'uing  it  direct,  than  we  can  by  transforming  it  first  into 
'  water  gas  ;  but  this  does  not  answer  the  question  at  the  head  of 
this  paper,  for  w^e  may  also  prove  that  we  cannot  get  as  many  heat 
units  out  of  a  certain  amount  of  steam  as  we  could  get  by  direct 
combustion  of  the  coal  which  was  necessary  for  generating  said 
amount  of  steam,  and  still  a  great  many  factories,  etc.,  are  heated 
more  economically  with  steam  than  by  burning  coal  in  stoves ; 
so  it  is  with  water  gas,  although  at  a  disadvantage  theoretically, 
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I  .think  it  can  be  used  as  fuel  where  Siemens  gas  will  not  work 
satisfactorily,  and  where  coal  can  only  be  used  with  a  large  waste  ; 
for  instance,  in  small  furnaces,  or  where  a  large  amount  of  heat 
is  to  be  concentrated  at  a  certain  spot  without  heating  too  much 
of  the  surrounding  material.  I  have  been  looking  around  for  a 
gas  producer  that  will  make  gas  for  small  furnaces,  but  the  manu- 
facturers of  the  various  m,odificatious  of  Siemens  producers  would 
not  guarantee  economy  in  small  furnaces;  one  manufacturer  told 
me  that  Siemens  gas  could  not  give  much  economy  without  re- 
generative chambers,  which,  we  know,  are  very  expensive  affairs. 
I  have  not  given  up  the  search  yet,  but  am  inclined  to  believe 
that  for  small  furnaces  water  gas  is  a  more  economical  fuel  than 
Siemens  gas,  especially  if  the  latter  can  hardly  be  used  at  all. 
Therefore,  speaking  from  a  practical  point  of  view,  I  should 
answer  Mr.  Kent's  question  :  "Is  water  gas  an  economical  fuel  ?  " 
by  saying :  "That  depends  on  what  it  is  to  be  used  for."  I  simply 
make  these  remarks,  so  that  those  who  are  experimenting  with 
water  gas  will  not  get  discouraged  by  reading  Mr.  Kent's  paper. 

Mr.  Taylor  spoke  about  the  large  amount  of  heat  developed  by 
burning  hydrogen,  but  that  does  not  alter  Mr.  Kent's  argument, 
because  it  requires  just  as  many  heat  units  to  dissociate  the 
hydrogen  from  the  oxygen  when  blowing  steam  over  hot  coal. 

Mr,  Kent — I  entirely  agree  with  Mr.  Schuhmann  on  that  point, 
and  I  only  referred  to  heating  on  a  large  scale,  as  in  a  steel  melt- 
ing furnace.  The  other  day  some  one  asked  me  about  small 
furnaces,  and  I  said  I  would  either  use  water  gas  for  it,  or  take 
common  illuminating  gas  out  of  the  street  mains.  The  choice 
then  would  be  between  building  a  water-gas  producer  or  buj'ing 
the  gas  from  a  gas  company. 

The  Chairman, — AVhile  not  pretending  to  any  expert  knowledge 
on  the  subject  of  Siemens  and  water  gases,  it  has  seemed  to  me, 
as  I  have  listened  to  this  discussion,  that  there  is,  after  all,  an 
explanation  of  the  apparentl}^  radical  difference  between  Mr. 
Taylor  and  Mr.  Kent,  whicL  may  be  compared  to  the  case  of  a 
steam  engine  and  boiler.  One  method  of  testing  a  steam  engine 
and  boiler  plant,  as  a  whole,  would  be  to  weigh  tlie  amount  of 
fuel  put  in  at  one  end  and  measure  tlie  amount  of  heat  which 
disappeared  in  the  chimney,  and  to  consider  the  useful  effect  as 
the  difference  between  them.  But  if  the  purpose  was  to  apply 
tlie  steam  generated  to  producing  power,  it  would  be  necessary 
to  take  into  account  one  of  the  intermediate  steps  of  the  process, 
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namely,  tlie  Bteam  engine,  and  tlio  efficiency  derived  from  that 
would  thus  become  a  factor.  Mr.  Taylor's  position,  as  I  under- 
stand it,  brings  in  these  intermediate  questions ;  while  Mr.  Kent's 
ignores  those  and  takes  account  only  of  the  two  extremes  of  the 
process.  Both  points  of  view  may  be  con-ect.  It  may  be  neces- 
sary, under  diflferent  conditions,  to  consider  the  one  or  the  other, 
but  I  do  not  see  that  there  is  necessarily  any  conflict  between 
thoni.  I  understand  that  that  is  also  Mr.  Schuhmann's  explana- 
tion of  the  matter. 

Mr,  Svhuhinanyi. — Yes,  sir;  it  depends  a  great  deal  on  the  use 
to  which  the  gas  is  to  be  put. 
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THE  SEW  CALORIMETER. 

BY  GEO.    n.   BABRUB,   BOSTON,   MASS. 

(Member  of  the  Society.) 

In  a  paper  submitted  at  the  Boston  meeting  in  November,  1885, 
the  writer  described  an  apparatus  *  for  determining  the  amount  of 
nioisture  in  steam,  which  operated  on  an  entirely  ditterent  plan  from 
^ny  hitherto  used.  It  was  pointed  out  that  the  new  method  con- 
sisted in  evaporating  the  moisture  held  by  the  steam,  and  measuring 
its  quantity  by  determining  the  amount  of  heat  required  for  that 
purpose. 

At  the  time  of  submitting  the  paper,  the  new  instrument  had  been 
m  use  sutKciently  long  to  establish  its  practicability,  and  to  show 
tnat  it  was  substantially  reliable;  but  it  had  been  used  only  in  an 
experimental  way.  During  the  past  year,  it  has  been  employed  for 
several  cases  of  practical  tests  of  boilers,  and  it  is  proposed  now  to 
give  the  results  of  these  tests  and  thus  furnish  a  supplementary 
notice  relating  to  its  practical  operation. 

To  enable  tlie  subject  to  be  properly  understood,  the  cut,  Fig.  86, 
showing  the  principal  features  of  the  new  calorimeter,  given  in  the 
former  paper,  is  here  reproduced. 

In  all  cases  thus  far  tried,  the  pipe  conveying  the  steam  to  be 

tested  has  been  a  half-inch  iron  pipe.     A  long  thread  is  cut  on  this 

pipe,  and  it  is  screwed  into  the  main  steam  supply  pipe  of  the  boiler 

in  siicli  a  manner  as  to  extend  diametrically  across  to  the  opposite 

side.    The  inclosed  part  is  perforated  with  from  40  to  50  one-eighth 

inch  holes,  and  the  open  end  of  the  ])ipe  sealed.     If  the  pipe  is 

screwed  into  the  under  side  of  the  main,  the  perforations  begin  at 

a  djVrance  of  one  inch  from  the  bottom.     The  connection  between 

\\\(i  main   and  the   calorimeter  is   made  as  short  as  ])0ssible,  and 

covered  with  hair  felting.     Where  the  calorimeter  can  be  attached 


^  \  New  Form  of  Steam  Calorimeter.     Trans.  A.  S.  M.  E.,  Vol.  VII.,  p.  178. 
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to  tlie  under  side  of  tlio  iiiaiTi,  tlic  dintaiifo  to  the  stop  va 
ctit)  need  not  exceed  six  indies.  In  this  position  the  ap 
selt-snpporting.     The  steam  for  tlie  superheater  is  also  an 


a  half-inch  iron  pipo,  hnt.  tins  may  he  attndied  to  the  ir 
conveniont  point,  and  no  special  form  of  connection  is  n 

Cask  No.  1. — Tksts  at  thk  Aui-IXiston  JIili^s,  Lawre: 

Two  kindri  of  hoilers  were  fried  ;  odc,  tunned  the  "IL 
horizontal  (7i,-<.'vf  tnhnlar  hnilur,  and  urio,  tcniicd  tin:  "  OK 
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a  i^et  of  three  horizontal  return  tubular  boilera  The  Ha^^^kins 
boiler  is  8  ft.  in  diameter,  20  ft.  long,  and  contains  206  3-inch  tubes. 
The  area  of  the  heating  surface  amounts  to  3,242  sq.  ft.  The  steam 
pipe  is  8  in.  in  diameter  and  is  provided  with  straight-way  valves. 
It  is  attached  to  a  point  near  the  front  end  of  the  boiler.  There  is 
no  dry  pipe  or  steam  dome.  The  Old  Boilers  are  60  in.  in  diameter, 
17  ft.  long  between  heads,  and  each  contains  77  3-inch  tubes.  The 
collective  area  of  the  heating  surface  amounts  to  3,306  sq.  feet.  The 
steam  pipes  are  4  inches  in  diameter  leading  into  a  10-inch  main, 
and  are  provided  with  globe  valves.  They  are  attached  to  the  front 
ends  of  the  shells,  and  there  are  no  dry  pipes  or  domes. 

The  calorimeter  was  attached,  at  a  distance  of  6  inches,  to  the 
under  side  of  a  horizontal  pipe  which  could  be  connected  to  either 
boiler,  this  being  a  pipe  supplying  an  engine  which  consumed  about 
4,000  lbs.  of  steam  per  hoilr.  When  the  boilers  produced  more  than 
this  quantity,  the  surplus  passed  off  into  an  independent  pipe. 

The  results  of  the  tests  of  Case  No.  1  are  given  in  Tables  Nos. 
1  and  2. 

TABLE  No.  1.— Results  op  Tests. 
Ca%e  No,  1. 


Which  Boiler. 

Haw- 
kins. 

Old  B01T.RR8,  NO8.  2,  3, 
akd4. 

Hawkins. 

Date,                  1886. 

Apr.  13. 

Apr.  14. 

1 
Apr.  15.  Apr.  16. 

Apr.  80.  May  4. 

May  5. 

Eaaivalcnt  evaporation  per  honr  with 
feed  1(X)°  and  prefHure  70  lbs lb». 

Equivalent  evaporation  per  liour  with 
feed  100*  and  pressiure  70  \h».  per  nq. 
ft.  iieating  sfurface lbs*. 

Horne-power  developed  accordinc^  to 
A.  S.  M.  E.  Standanl H.  P. 

Percentigc   of    mointare    in    steam 
given  by  calorimetric  lei«t % 

4,168.1 

1.29 
188.9 
1.02 

4,240.4 

1.29 
141.3 
0.86 

7,106.4 

2.15 
286.9 
0.54 

6,860.0 

2.07 
228.7 
0.49 

6,769.7 

2.09 
235.6 
0.32 

6,144.8 

1.89 
204.8 
0.49 

6.487.1 

1.99 
214.6 
0.43 
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TABLE  Xo.  3. 
)  RtSULTB  IN  FDI.L  OF  CALOBIUETEIt  1 

Cam  No.  1. 


i 

Datv. 

Botk'n. 

tf 

1 
ill 

III 

i 

H!=Sf- 

1 

1 

Apr.  13 

Huwkln!. 

m. 

m. 

M.B 

8, 

H,                 9.S 

19.      ]    l.M 

S  ;     ■■    14 

WIU  Ikiilcm. 

BU, 

■76. 

37. 

0.5 

H.                  B5 

16.      '    O.S* 

3 

■■    15 

EH. 

71. 

a-. 

T. 

,«.S             «.» 

10. 

O.M 

i 

"    IH 

Wfi, 

rt. 

•■«'. 

U..'.    '        T.               8.5 

V. 

0.41 

& 

■•    80 

s>. 

;i. 

ax. 

m.:.   ,      K,            9.8 

0. 

O.S! 

e  :  May   * 

BO. 

-,ft 

11.5 

v.i         a.            9.S 

g. 

0.4) 

7        ■'      ^ 

«. 

UN. 

«,.s 

O.S            7.5             B.5 

8. 

o.« 

Note.— The  ■liirollou  of  vacli  nf  iliem  lenU  wa»  ibonl  oiil-  huiir. 

Cask  \o.  2, — Tksts  at  the  Cochkco  Mills,  Dover,  N.  II. 

Twi)  kiiulB  of  boilei's  were  also  tried  liere ;  one,  a  set  of  two  82 
II.  P.  Babeoek  and  Wilcox  Ijoilere  whicli  liave  a  collective  area  of 
lieating  surface  ainountiiig  to  1,886  wj.  ft.,  and  one,  a  set  of  two  60- 
iii.  liorizontal  return  tiibnlar  botlera  liHvin<;  a  collective  Iieating 
Biirfafte  of  2,100  b({.  ft.,  eacii  containing  80  S-incli  tulics.  The 
steani  is  delivered  at  the  back  ends  of  the  B.  and  W.  boilers,  and 
at  the  front  ends  of  tlic  tubular  boilers,  in  both  cases  tlirengh  4-iticli 
nozzlei<. 

The  caloriuietor  was  attached  during  the  tests  numbered  from  8 
to  12  to  the  under  side  of  the  6-inch  horizontal  main  pipe  of  tlio 
IJ.  and  W.  boilers,  and  during  teat  Jso.  15  to  tlie  sauie  pipe  nearer 
the  boilers  at  a  point  where  it  rnus  in  a  vertical  direction.  The 
supply  pipe  in  the  first-named  position  was  6  inches  long;  in  the 
second,  10  feet  long.  During  tests  13  and  14,  the  calorimeter  wus 
attached  to  the  vertical  nuzzle  of  one  of  the  horizontal  tnbnhir 
boilers,  and  here  the  same  form  and  length  of  supply  pijie  were 
used  as  in  test  No.  15. 

The  results  of  these  tests  are  given  in  Tables  Nos.  3  and  4. 
Table  Xo.  5  gives  the  full  record  of  the  observations  taken  during 
test  Xo.  10. 

•  OtitalDcd  liy  dividing  tlii.'  pn.'g«iUuf  columti  b^  18.0,  itic  uamber  at  deKrt««  iwnwpondlii);  la 
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TABLE  No.  8. 

RESUIiTS  OP  TESTS  ON  THE  BABCOCK  AND  WILCOX  BOILERS 

Cane  No,  2. 


Date, 


1886. 


Equivalent  evaporation  per  hour  from  100" 
at  70  lbs.  per  sq.  ft.  of  heating  surface,  .lbs. 

Horse-power  developed,  A.  S.  M.  E.  rating. 

H.  P. 

Percentage  of  moisture  in  the  steam  as  deter- 
mined by  the  calorimeter '^ 


June 
16. 

June 
17. 

1 

Juue 

2.55 

8.67 

8.17 

156.9 

230.5 

199.6 

0.49 

0.64 

0.58 

Jo 
2 


s 
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Note.— The  rate  of  evaporation  on  the  horizontal  tubular  boilers  was  not  ine 
time  of  these  tetft^.  From  data  obtained  at  another  time,  it  U  judged  that  aboat  2.6 
were  evaporated  per  nq.  ft.  of  heating  surface  per  hour. 

TABLE  No.  5.— Full  Record  op  Observations,  taken  duru 

No.  10. 

Case  No.  2. 


Thne. 


7.50 

8.15 
30 

87i 
45 
52* 
9.00 

m 

15 
24 
33 
40 
47 
53 
10.03 
15 
22.i 
35 
45 


Gauge 

attached 

to  wet 

steam 

pipe. 


Temperatures. 


60.5 

69. 
69. 

66.5 

67. 

69. 

72.5 

71. 

71.5 

69.5 

73. 

73. 

72. 

69. 

73. 

69. 

70. 

74. 

68.5 


Super- 

Super- 

heated 

heated 

steam  en- 

pteam 

tering 

lea>ing 

jacket. 

jacket. 

Thermom- 

Thermom- 

eter A. 

eter  B. 

815.5 

310. 

381. 

344. 

392. 

350. 

398. 

352. 

412. 

360. 

404. 

359. 

411. 

363. 

403. 

359. 

411. 

364. 

410. 

363. 

406. 

361. 

410. 

362. 

409. 

363. 

407. 

362. 

401. 

359. 

407. 

361. 

406.5 

362. 

399. 

360. 

406. 

362. 

Steam  issu- 
ing from 
wet  steam 
pipe. 


Thermom- 
eter 0. 


313. 

821. 
320.5 

819. 

826. 

327. 

327. 

825. 

829. 

325.5 

324. 

328. 

328. 

327. 

326. 

327. 

328.5 

329.5 

327.5 


Rexarkb 


Wet  steam  blowio 
jacket  at  7.50. 

Light  the  Ruperhc 
at  7.58. 
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TABLE   No.  h— continued. 


Temperatures. 

Gauge 

Super- 

Super- 

AfPATTl  it>fl1]* 

• 

attacned 

heated 

heated 

ing  from 

wet  fteam 

pipe. 

Thermom- 

Time. 

to  wet 
steam 

steam  en- 
tering 

steam 
leaving 

Remarks. 

pipe. 

jacket. 

jacket. 

Thermom- 

Thermom- 

eter  A. 

«?ter  B. 

eter  C. 

10.52i 

70.5 

409. 

;J62. 

328. 

11.00 

67.5 

409. 

362. 

827. 

.07^ 

72.0 

401. 

H60. 

827. 

.15 

70.5 

405. 

3)9.5 

326. 

.28 

75. 

405. 

862. 

330. 

.82 

71. 

406. 

361. 

828. 

.40 

65. 

409. 

301.5 

327. 

Shut  off  saperheater  lamp  at 
11.41. 

.51 

78.5 

820.5 

316. 

318. 

13.03 

68.5 

316. 

312. 

814. 

70.6 

406.6 

861.3 

327.2 

Average  of  observations  from 
8.45—11.40  incl. 

318.0 

314.0 

816.0 

Indication    of    thermometers 

» 

• 

in  saturated  steam  of  aver- 
age pressure. 

• 

88.6 

47.3 

11.2 

Number  of  degrees  of  super- 
heating. 

Still  another  set  of  horizontal  return  tubular  boilers  was  tried 
at  the  Trenton  Electi-ic  Light  Co.'s  plant.  These  boilers  are  5 
feet  in  diameter  and  15  feet  Ions:  between  heads.  The  steam 
space  is  divided  horizontally  into  two  compartments  by  a  per- 
forated diaphragm.  The  steam  is  supplied  to  two  Westinghouse 
Automatic  Engines  12-inch  diameter,  11-inch  stroke,  making  338 
revolutions  per  minute.  The  evaporation  amounted  to  about  four 
pounds  of  water  per  square  foot  of  heating  surface  per  tour. 
The  results  of  the  calorimeter  tests  showed  that  the  steam  con- 
tained 0.37  per  cent,  of  moisture. 

No  comment  is  needed  fur  the  purposes  in  view,  in  reirard  to 
the  nature  of  the  various  I'esults  obtained.  The  object  is  solely  to 
>how  to  the  interested  student  of  the  subject  how  the  new  calo- 
rimeter operates  in  the  cases  of  actual  practice  where  it  has  been 
applied.  It  is  hoped  that  enough  irround  is  covered  by  the  tests, 
IG 
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t()  (1(»  this  in  a  wmv  whiuli  will  be  undurstocxl.     In  the  coursG     o/ 
nianv  (lavs'  wm-k  whicli  tlic  writer  lias  devoted  to  its  use,  he   Ij  ^^ 
had  an  oj^port unity  critically  to  observe  its  performance.     ]S"o  < J  ^* 
feet  has  yet  aj>i)eared.     On   the  contrary,  several  advantages  or -^^ 
llu.'  instrument  conunonly  nsed  have  come  prominently  to  notJcr*^' 
The  manipulation  of  the  ai)paratus  is  exceedingly  simple.     TJ  '^ 
action  is  continuous,  and  nothing  but  the  gas  valve  requires  adjus-         "1 
ment.     The  readings  are  coniined  to  the  three  thermometers  an 
the  steam  gauge,  and  the  temperatures  do  not  require  to  be  take  :^ 
with    that  accuracy   which  characterizes  the  employment  of  th 
familiar  forms  of  water  calorimeters. 

The  objection  which  i[r.  Babcock  raised  in  the  discussion  on  th 
former  paj)er,  that  there  might  be  a  difference  in  the  size  of  thr 
orifices,  docs  not  apj>ear  to  be  a  serious  one,  even  if  a  considerable 
difference  should  exist.     If  any  doubt  arises  as  to  the  equality 
the  two  currents,  it  can  easily  be  removed  by  condensing  the  issu 
ing  steam  in  twt)  tubs  of  water,  and  measuring  the  rate  of  difi 
charirc  bv  actual   test.     Knowintr  the  exact  measure  of   the  tw 
currents,  the  eflect  of  an  inequality  can  be  allowed  for.     In  tl 
case,  for  example,  of  test  Xo.  13,  a  difference  of  five  per  ceu 
would  affect  the  result  expressed  in  degrees  of  superheat,  thr 
degrees,  and  expressed  in  percentage  of  moisture,  O.IG  per  cent. 

The  writer  is  indebted  to  Mr.  Ilartshorne,  Superintendent  of  tl  .. 
Arlin;^ton  Mills,  Mr.  Holland,  Ai^ent  of  the  Cocheco  Mills.  Tl 
Babcock  and  AVilcox  Co.,  and  ^[essrs.  AVestinghouse,  Church,  Ke 
vfe  Co.,  for  whom  the  various  tests  were  severally  made,  for  })e 
mission  to  use  the  figures  here  given. 


DISCUSSION. 

J//'.  G,  H.  BahcocJ:. — I  suppose  in  mechanics,  as  in  agrieultu 
and  (»thics,  a  tree  is  to  be  known  by  its  fruit.     It  may  he  we 
therefore,  to  fipply  this  test  to  the  instrument  which  Mr.  Barr 
presented  to  us  last  year,  and  of  which  he  has  now  given  us  da 
by  which  we  may  judge  of  its  working  as  compared  to  oth^ — 
calorimeters.     It  may  be  difficult,  perhaps,  to  establish  an  exa.^ 
basis  of  coujparison,  as  it  is  evident  that  in  no  ease  have  we  any- 
thing more  definite  l>y  whicli  to  judge  of  the  qualities  of  the  steazn 
than  the  indications  of  tli«^  instruments  themselves,  which  may  be 
correct  and  may  not.     Nevertheless,  that  instrument  which  will 
give  us  the  most  uniform  results  under  any  given  circumstances 
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is  doubtless  to  be  preferred.  The  calorimeters  heretofore  used 
tftve  given  very  irregular  results,  and  it  hiia  ouly  beeu  bythe 
averaging  of  a  lai^e  number  of  such  tests  tliat  anything  approxi- 
mating accuracy  could  be  attained.  I  have  plotted  a  number  of 
different  calorimeter   experiments   made   by  different  engineei'S 

Kg,  87. 
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*'tli  different  calorimetei-s,  in  order  toilluatrjito  this  point,  iind  as  a 
^*;aiib  of  Judging  whetlier  the  results  obtained  by  the  Biutus 
'^^Wmeter  are  any  more  uniform  than  those  by  others.  In  the 
'^i^am,  Fig.  87,  the  line  .1  shows  the  results  of  a  to.-it  of  the 
•jalloway  boiler  at  tiie  Centcnni:il  E-shibition.  The  horizontal 
**i'e  is  time,  the  vertical  scale  is  quality  of  steam — one  being 
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saturated,  more  tlian  one,  superheated,  while  less  than  one  denotes 
percentage  of  water.  The  tests  were  made  every  twenty  minutes, 
and  vary  in  their  indications,  very  erratically,  from  3.Jj»  moisture 
to  10,'r  superheating.  The  average  of  all  the  experiments  shows 
some  superheating,  although  the  Galloway  boiler  has  no  super- 
heating surface,  and  it  is  not  possible  that  any  such  condition  of 
the  steam  could  exist.  These  extremely  variable  results  are  the 
more  remarkable  because  they  were  obtained  from  a  boiler  in 
which  the  quality  of  the  steam  could  not  vary  to  any  appreciable 
extent,  when  nm  as  it  was  at  this  test.  The  instruments  used 
were  a  barrel  calorimeter  with  ordinary  platform  scales  and  ther- 
mometers gi'aduated  to  degrees.  It  is  interesting  to  note  the  in- 
creased variation  toward  the  close  of  the  test,  when  the  experi- 
menters were  somewhat  fatigued. 

Line  B  (dotted)  is  i)lottod  from  a  series  of  tests  made  on  a 
Babcock  k  Wilcox  boiler  by  Mr.  Chas.  L.  Clarke,  a  member  of 
this  society,  with  a  barrel  calorimeter,  the  scale  and  thermometers 
being  very  closely  gi'adufited,  to  avoid,  as  far  as  possible,  irregular 
results.  This  also  shows  a  small  average  superheating,  although 
there  was  no  superheating  surface  in  the  boiler. 

Lines  C  and  J)  are  plotted  from  experiments  made  by  our  late 
member,  J.  C.  Hoadley,  with  his  calorimeter  which  is  described 
in  the  Transactions  of  this  society,  Vol.  VL,  page  715.  These 
results,  it  will  bo  seen,  are  nearer  uniform  than  those  from  the 
bariel  calorimeter,  and  it  is  probable  that  they  err  in  an  opposite 
direction  by  showing  too  great  a  proportionate  miyisture.  The 
heavier  line  E  is  plotted  from  the  experimeuts  given  in  Mr. 
Barrus'  paptT,  just  read,  and  shows  a  very  close  approximation 
to  uniform  results — perhaps  as  nearly  so  as  it  would  be  possible 
to  attain  with  any  apparatus  for  this  purpose.  This  instrument 
giving  average  results  for  the  time  of  the  test,  varying  from  three 
qujfi'ters  of  an  hour  to  three  and  one-half  hours,  the  line  is  drawn 
liorizontal  for  the  time  of  each  test,  and  represents  the  average 
for  that  time.  Judged  by  tlie  standard  of  uniformity  of  results, 
tlu^H^foro,  the  calorimot(^r  of  Mr.  Ikirrus  is  a  decided  advanco  as 
au  instrument  of  jH'ocision,  but  whether  its  records  are  above  or 
below  th(^  actual  facts  in  the  case  will  depend  veiy  much  upon 
cii'c.umstancos,  and  is  a  difficult  question  to  determine.  The 
liability  to  error  is,  I  think,  much  less  than  in  other  instruments 
for  the  sanit'  ])urpos(\ 
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y^-±STING  ALUMINIUM  BRONZE  AND  OTHER  STRONG 

METALS. 

BT  TBOMAB  D.  WEST,  CLBYKLAXD,  O. 

(Member  of  the  Society.) 

The  ability  to  cast  in  molds  a  material  which  possesses  strength 
-qiaal  to  the  best  forgings  of  wrought  iron  and  steel  is  an  achieve- 
txient  which   mechanical  engineers   may  well  be  interested  in. 
^Vliile  it  is  true  that  the  strongest  metals  are  susceptible  of  being    ' 
cast,  yet  there  are  peculiarities  about  them  which  cause  greater 
iQconvenience  and  expense  in  the  effort  to  procure  good,  solid, 
clean  castings  than  occur  with  cast  iron.     These  come  mainly 
from  the  difficulties  in  overcoming  the  evils  due  to  oxidation^  shrink- 
oge.aud  contraction.   These  elements,  of  course,  exist  in  the  found- 
ing of  cast  iron ;  but  the  degree  to  which  they  make  labor  and 
trouble  is  very  slight  as  compared  with  stronger  metals.     The 
list  of  these  latter  is  now  enlarged  by  that  comparatively  new 
metal  "  aluminium  bronze,"  and  the  experience  of  the  writer  is 
here  to  be  cited   in  his  endeavors  to  establish  principles  and 
methods  for  its  successful  molding  and  casting  in  the  foundry 
of  the  firm  manufacturing  this  bronze  and  other  alloys  of  alumin- 
ium, at  Lockport,  N.  Y.      It  is  hoped,  also,  that  ideas   may  be 
presented  which  may,  in   many  cases,  prove  of   value  for  the 
making  of  castings  from  other  metals. 

The  difficulties  which  beset  the  casting  of  aluminium  bronze  are, 
m  some  respects,  similar  to  those  which  were  encountered  in  per- 
fecting methods  for  casting  steel.  There  is  much  small  work  which 
can  be  successfully  cast  by  methods  used  in  the  ordinary  molding 
of  cast  iron  ;  but  in  peculiarly  jn'oportioned  and  in  large  bronze 
castings  other  means  and  extra  display  of  skill  and  judgment  will 
oegener.-iUy  required.  In  strong  metals  there  ap})ears  to  he  a  "  red 
shortness,"  or  degree  of  temperature,  after  it  becomes  solidified,  at 
^hicli  it  may  be  torn  apart  if  it  meets  a  very  little  resistance  to 
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its  contraction,  and  the  separation  may  bo  snch  as  cannot  f: 
detected  by  the  eye,  but  will  be  made  known  only  when  pressna 
is  put  upon  the  casting.  To  overcome  this  evil  and  to  make  allov: 
ances  for  sufficient  freedom  in  contraction,  much  judgment  wL 
often  be  required,  and  different  modes  must  be  adopted  to  su: 
varying  conditions.  One  factor  often  met  with  is  that  of  th 
incompressibility  of  cores  or  parts  forming  the  interior  portio 
of  castings ;  while  another  is  the  resistance  which  flanges,  etc 
upon  an  exterior  surface,  oppose  to  freedom  of  contraction  of  th 
mass.  An  illustrative  case,  which  the  writer  had  to  deal  with  i 
the  foundry  referred  to  above,  was  the  casting  of  some  blast-fui 
iiace  tuyeres,  the  dimensions  of  which  were  about  twelve  inche 
diameter  at  the  small  end,  and  fourteen  inches  diameter  at  the  larg- 
and  seventeen  inches  long.  These  tuyeres  were  made  hollow  fc 
the  ]>assage  of  water  to  keep  them  cool  when  the  furnace  was  : 
blast.  The  core  to  form  this  hollow  space  was  one  which  fonudr 
men  would  term  a  "mean  core"  to  make  and  to  use,  and  tli 
stronger  it  could  be  made  by  means  of  the  mixture  of  the  san 
the  easier  would  it  be  to  make  and  to  handle.  But  it  was  prov- 
at  the  hydraulic  testing  of  the  first  casting  that  these  conditio 
were  the  worst  for  causing  leakage.  It  was  found  that  in  ordi 
to  procure  a  casting  which  would  not  leak,  the  core  must  be  "  rm 
ton  "  and  of  a  yielding  character.  This  was  obtained  by  usi 
rosin  in  coarse  sand  and  filling  the  core  as  full  of  cinders  a" 
large  vent-holes  as  possible,  and  by  not  using  any  core-rods 
iron?.  The  rosin  would  cause  the  core,  when  heated,  to  becofl 
soft,  and  would  make  it  very  nearly  as  compressible  as  a  "gn^" 
sand  "  core,  wjjen  the  pressure  of  the  contraction  of  the  metal  wou: 
come  upon  it.  It  might  be  well  to  state  that  the  size  of  this  cc 
was  such  as  would  leave  one  inch  thickness  at  each  end,  and  o* 
quarter  inch  at  the  inner  and  outer  sides  of  the  casting,  and  \^ 
all  surrounded  with  metal,  excepting  four  one-inch  round  opeuiv- 
through  which  the  core  ilelivered  its  vent  or  gas.  By  mean& 
diied  rosin  or  green-sand  cores  we  were  able  to  meet  almost !» 
difficulties  which  might  arise  in  ordinary  work  from  the  evil^ 
contraction,  so  far  as  cores  were  concerned.  For  large  cylind^ 
or  castings  which  might  require  large  round  cores  which  could 
"  swept,''  a  hay-rope  wound  around  a  core  barrel  would  oft< 
j)rovo  an  (excellent  yielding  backing,  and  allow  freedom  for  coi 
traction  sufficient  to  insure  no  rents  or  invisible  strain  in  the  hod 
of  the  casting.     To  provide  means  for  freedom  in  the  contractio; 
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exterior  portions  of  castings  which  may  be  supposed  to  offer  resist- 
Ttce.  sufficient  to  cause  an  injury,  different  methods  will  have  to 
employed  in  almost  every  new  form  of  such  patterns.  It  may 
\>^  that  conditions  will  permit  the  mold  to  be  of  a  sufficient  yield- 
ing cliaracter,  and  again  it  may  be  necessary  to  dig  away  portions 
of  tlie  mold,  or  loosen  bolts,  etc.,  as  soon  as  the  liquid  metal  is 
thought  to  have  solidified.  In  any  metal  there  may  be  invisible 
rents  or  strains  left  in  a  casting  through  tension  when  cooling 
siafScient  to  make  it  fragile  or  to  crack  of  its  own  accord,  and  it  is 
a.n  element  which  from  its  very  deceptive  nature  should  command 
the  closest  attention  of  all  interested  in  the  construction  of 
oastings. 

Xdke  contraction,  the  element  of  shrinkage  is  one  often  found 
seriously  to  impede  the  attaining  of  perfect  castings  from  strong 
ixietals.     In  steel  castings  much  labor  has  to  be  expended  in  pro- 
viding risers  sufficient  to  "feed  solid"  or  prevent  ''draw-holes*' 
fi'om  being  formed,  and  in   casting  aluminium  bronze  a  simi- 
lar necessity   is   found.     The   only   way  to  insure  against    the 
evils  of  shrinkage  in   this   metal  with  work  requiring  **  risers  '* 
or    "  feeding  heads "    is  to   have   the   "  risers "    larger    than   the 
^ochj   or  part  of  the  casting  ichich  they  are  intended  to  "yeecZ." 
The    "feeder"    or    "risej*"    being    the    largest    body,    it   will, 
of   course,   remain   fluid   longer    than    the   casting,    and,   as  in 
oast    iron,    that    part    which    solidifies    first    will    draw    from 
tlie    nearest    uppermost  fluid    body;   and    thus   leave    holes   in 
the  part   which   remains   longest     fluid.      The   above  principle 
"^1  be  seen  to  be  effective  in  obtaining  the  epd  sought.     It 
is  to  be  remembered  that   it  is  not  practical  to  "churn"  this 
Ironze,  as  is  done  with  cast  iron.     A  long  cast-iron  roll,  one  foot 
in  diameter,  can,  by  means  of  a  "  feeder"  five  inches  in  diameter 
^nd  a  half-inch  wrought-iron  rod,  be  made  perfectly  sound  for  its 
iull  length.     To  cast  such  solid  in  bronze,  the  feeding  head'should 
T)e  at  least  as  large  as  the  diameter  of  the  roll,  and  in  length  about 
one-quarter  longer  than  tlie  length  of  roll  desired.     The  extra 
length  would  contain  the  shrinkage  hole,  and  when  cut  oft',  a  solid 
casting  would  be  left.     This  is  a  plan  often  practiced  in  the  mak- 
ing of  guns,  etc.,  in  cast  iron,  and  is  done  partly  to  insure  against 
the  inability  of  many  molders  to  "  feed  "  solid,  and  to  save  that 
labor.     There  is  nothing  in  the  way  to  prevent  making  large  guns 
k         <^f  aluminium  bronze  as  solid  as  those  procured  of  cast  iron.     It 
n        is  simply  a  question  of  having  a  good  "  riser"  or  "  feeding  head," 
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ami  such  guns  would  surpass  in  strength  any  other  metal  no^ 
used  for  their  manufacture. 

A  method  which  the  writer  found  to  work  well  in  assisting  tC^ 
avoid  shrinkage  in  ordinary  castings  in  aluminium  bronze  was  tc^^ 
"  gate  "  a  mold  so  that  it  could  be  jilUd  or  poured  as  quickly  atr^ 
possible^  and  to  have  the  metul  as  dull  as  it  would  jloic^  to  warrant 
a  full  run  dean  casting.   By  this  plan  very  disproportionate  east- 
ings were  made  without  "  feeders  "  on  the  heavier  parts,  and  upon 
which  "  draw "  or  shrinkage  holes  would  surely  have  appeared, 
had  the  metal  been  poured  "  hot." 

The  plan  or  principle  adopted  in  pouring  this  bronze  is  similar 
to  that  employed  for  casting  steel,  which,  as  is  well  known,  con- 
sists in  pouring  through  a  spout  controlled  by  a  valve,  which  lets 
the  metal  flow  from  the  bottom  of  a  ladle  instead  of  the  top  or 
lip,  as  practiced  in  pouring  cast  iron.  The  exact  plan  which  the 
writer  used  for  castings  weighing  over  fifty  pounds  was  to  make  the 
pouring  basin  sujfficiently  large  to  contain  all  the  metal  necessaiy 
to  fill  the  mold,  and  give  any  surplus  which  might  be  required  for 
a  "flow  off,"  or  to  fill  up  "feediug  heads,"  etc.,  and  so  prevent 
any  metal  from  flowing  into  the  mold  until  it  was  all  in  the  pour- 
ing basin.  The  entrance  of  the  gate  would  be  stopped  bj'  means 
of  an  iron  plug,  and  the  moment  all  was  ready,  it  would  be  pulled, 
and  the  metal  would  almost  instantly  fill  the  mold,  so  large 
would  its  gates  be  made.  By  such  a  plan  it  will  of  coui*8e  be 
readily  seen  that  there  was  no  danger  of  any  ah\  "scum  "or 
oxide  entering  the  mold  through  the  *' pouring  gates,"  an 
element  which  would  seriously  mar  the  appearance  of  a 
casting.  Besides  the  difiicultics  from  difference  in  the  color 
whicli  resembles  gold,  such  oxide  would  be  very  liable  to  cause 
a  disunion  of  the  particles  of  the  body,  or  make  an  nnaccept-' 
able  surface  when  the  casting  was  finished  up.  The  metal 
itself  is  one  that  works  well  in  our  ordinary  molding  sands,  and 
"  peels"  extra  well.  As  a  general  thing,  d isjprojwrtionate castings 
weighing  over  one  hundred  poimds  are  best  made  in  "  dry " 
instead  of  "  gi'oen ''  sand  molds,  as  such  will  permit  of  cleaner 
work  and  a  duller  pouring  of  the  metah  for  in  tliis  method  there 
is  not  that  dampness  which  is  given  off  from  green  sand  mold, 
and  Avhich  is  so  liable  to  cause  "  cold  shuts."  When  the  position 
of  casting  work  will  permit,  many  forms  which  are  propor^ 
tionate  in  thicl'ness  can  be  well  made  in  green  sand  by  coating 
the  surface  of  the  molds  and  gates  with  silver  lead  or  plumbago. 
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[information  upon  manufacturing,  strength  and  melting  of  alumin- 
Lnm  bronze  can  be  found  in  an  article  from  the  writer  published 
elsewhere.* 

Prom  "  blow  holes,"  which  are  another  characteristic  element 

likely  to  exist  in  strong  metals,  it  can  be  said  that  aluminium 

bronze  is  free.     Should  any  exist,  it  is  the  fault  of  the  molder  or 

Ms  mold,  as  the  metal  itself  runs  in  iron  molds  as  sound  and 

close  as  gold.     Sand  molds,  to  procure  good  work,  must  be  well 

"centedy  and  if  of  "  dry  sand,"  thoroughly  open  sand  mixtui'e  should 

be  used  and  well  dried.     The  sand  for  "  green  sand  "  work  is  best 

fine,  similar  to  what  will  work  well  for  brass  castings.     For  "  dry 

sand"  work,  the  mixture  should  be  as  open  in  nature  as  possible, 

and  for  blacking  the  mold,  use  the  same  mixtures  as  are  found 

to  work  well  with  cast  iron. 

The  different  problems  of  making  strong  metal  castings  all  pre- 
sent peculiarities  which  call  for  special  treatment  in  the  manner 
of  molding,  etc.,  but,  as  said  in  the  beginning  of  this  paper,  the 
difficulties  to  be  overcome  mainly  hinge  more  or  less  upon  one 
or  other  of  the  three  elements,  oxidation^  sJtrivTcage^  or  contraction. 
These  are  being  controlled  better  every  day,  and  progress  being 
made  by  which  almost  any  kind  of  casting  will  be  procured  as 
readily  as  of  cast  iron.  "With  aluminium  bronze,  "  Mitis,"  and 
steel  castings  to  be  had,  the  engineer  should  not  want  for  strong 
metals  to  meet  almost  any  conditions  which  he  may  desire. 

DISCUSSION. 

Mr.  W.  B.  Le  Fa?2.— Speaking  of  molding,  I  would  like  to  call 
the  attention  of  the  Society,  especially  of  those  members  who 
visited  the  Watts  Campbell  Company  yesterday,  to  that  old  cylinder 
which  was  cast  in  England,  1753.  This  casting  made  in  1753  is 
more  perfect  than  the  majority  of  those  which  we  now  make  in  our 
foundries  to-day.  It  seems  to  me  that  engineers  should  blush  to 
think  that  in  one  hundred  and  thirty  years  we  have  made  but 
little  improvement  in  the  foundry  business.  I  calipered  the 
cylinder  with  a  stick,  and  found  very  few  imperfections  in  it  at 
all,  although  it  had  never  been  bored.  This  cylinder  had  been 
muse  as  a  steam  engine  for  twenty  odd  j'ears.  It  was  made 
f^J  Thomas  Newcomen,  iron-monirer,  Dartmouth,  England. 

Mr.  T,  B.  Monjan,  St\- — I  do  not  quite  agree  with  Mr.  Le  Van. 

*  111  the  Amen'ain  Machiuiat,  Oct.  26,  1880. 
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I  have  seen  some  castings,  just  as  he  says,  made  some  forty  years 
ago,  which  were  excellent ;  but  to  say  that  we  have  not  made  ad- 
vances in  the  molding  art,  I  believe  is  a  mistake. 

Castings  of  a  much  more  complicated  kind  are  made  all  over 
the  world  to-day,  to  meet  modem  wants,  than  were  required  then  ; 
to-day,  castings  of  a  complicated  kind  are  made  in  one  piece,  which 
would  have  been  made  in  a  number  of  pieces  then,  to  simplify  the 
molding ;  hence,  the  general  run  of  molders  of  to-day  have  to 
be  men  superior  to  those  of  the  past,  although,  no  doubt,  owing 
to  the  lack  of  facilities  in  the  past,  it  was  the  fact  that  in  excep- 
tional cases  there  were  molders  who  did  turn  out  work  then 
which  would  be  highly  creditable  to  the  best  of  men  to-day;  but 
such  were  exceptions,  and  not  the  rule. 

There  are  now  ]^robloms  and  practice  for  the  molder  of  to-day, 
which  he  has  had  to  work  out,  which  were  not  required  in  the 
past ;  and,  in  addition,  they  are  now  of  a  far  more  difficult  charac- 
ter than  then,  when  they  had  to  make  molds  for  cast  iron  only. 
I  refer  to  the  demand  for  molds  for  steel  castings,  steel  shrinkicg 
two  to  one  of  cast  iron,  and  the  molds  for  sted  having  to  be  made 
dry  and  Iiard,  X\'hile  the  molds  for  cast  iron  are  made  of  green 
sand.  These  new  features  and  material  present  new  problems  to 
the  molder  in  the  making  of  the  complicated  castings  which  are 
now  in  demand,  and  the  future  will  tax  his  knowledge  and  judg- 
ment as  never  before.  The  higher  temperature  of  molten  steel,  its 
quicker  cooling,  and  greater  shrinking  qualities  in  comparison  with 
cast  iron,  demand  that  the  successful  molder  of  to-day  should 
be  a  better  man  4:han  the  molder  of  the  past,  to  do  similar  work 
in  molds  for  cast  iron.  There  are  many  complicated  castings 
that  are  easily  made  in  cast  iron,  which  would  be  very  difficult 
to  make  of  steel,  but  will  be  successfully  met,  I  have  no  doubt, 
as  facilities  and  demands  increase  for  such.  To  do  justice  to 
molds  for  steel  castings,  owing  to  their  quick  cooling  and  great 
shrinking  qualities,  it  is  necessary  that  the  molds  in  certain 
jilaces  should  give  way  in  the  ])roper  time,  under  the  proper  pres- 
sure, to  prevent  undue  straining  of  the  casting  while  in  the  molten 
condition. 

It  must  be  evident  that  to  meet  such  demands  successfnilv  each 
complicated  steel  casting  must  become  a  problem  calling  for  the 
best  reasoning  and  calculating  faculties,  and  much  more  so  than 
a  similar  cast  iron  casting,  whose  cooling  and  shrinking  qualities 
are  much   less  than  those  of  steel ;  hence  the  molder  of  to-day 
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squires  additional  care  and  knowledge  to  succeed  in  making  steel 
astings  of  the  same  kind  as  those  of  cast  ii'on. 

Mr.  OherUn  Smith, — I  would  like  to  ask  Mr.  West  to  state  his 
xperience,  in  making  those  castings,  as  to  the  question  of  blow- 
oles — ^what  methods  he  took  to  avoid  blow-holes — how  numerous 
aey  were  in  spite  of  liis  best  efforts,  if  there  were  any. 

2[i\  W.  H.  Weifjlffmon. — I  should  like  to  ask  Mr.  West  the 
omparative  cost  of  this  ahimininm  bronze.  It  is  a  matter  of  in- 
3rest  to  me,  and  I  would  like  to  know. 

Mr.  J.  M.  Doclge. — I  would  like  to  speak  in  a  general  way  about 
he  subject  of  molding  and  casting.  The  physical  characteristics 
>f  the  metals  now  in  practical  use  are  not  thoroughly  understood. 
-  find,  when  I  go  to  inquire  of  parties  about  the  use  of  metals,  that 
I  tensile  strength,  for  instance,  of  100,000  pounds  may  mean  that 
rou  cannot  bend  the  casting  at  all ;  and  malleable  iron,  wliich  I 
^ave  had  a  good  deal  of  experience  with,  is  better  than  wrought 
iron  in  this  one  regard,  that  before  it  bends,  it  will  exceed  the 
^imit  of  wrought  iron,  and  after  it  bonds  to  a  great  extent,  it  is  use- 
Uss,  and  it  might  just  as  well  break.  There  is  no  machinery  I 
know  of  (not  excepting  the  American  agricultural  machinery,  which 
^s  undoubtedly  the  finest  machinery  in  the  world,  considering  that 
It  goes  into  the  hands  of  mechanically  ignorant  men  and  does 
Wonderful  things)  in  wliich  the  bending  of  a  piece  is  not  practically 
Its  destruction.  The  principal  question  I  would  like  to  ask  about 
this  bronze  is.  How  strong  is  it  and  how  much  can  you  bend  it? 
Bow  much  good  is  it  practically,  not  on  a  testing  machine, 
out  will  it  stand  80,000  pounds  and  bend  at  30  degrees  or  more? 
A  three  years'  test  of  malleable  iron  showed  it  to  average 
oetter  than  44,000  pounds  to  the  square  inch,  tensile  strength. 
Furthermore,  we  had  tests  runninf:^  for  three  rears — we  made  six 
^ests  from  three  furnaces  each  day — and  on  only  two  occasions  did 
^^e  ever  find  a  blow-hole  in  our  test  pieces.  Furthermore,  during 
^11  that  time,  we  never  found  it  was  necessary  to  destroy  a  piece 
'0  tell  whether  it  was  good  or  not.  Malleable  cast  iron,  well 
^ade,  has  charact(»ristios  wliicli  merit  the  careful  attention  of  the 
engineer.     It  is  looked  upon  as  a  substitute  for  wrought  iron,  but 

"^ot  quite   as  good.     It  is  practically  better  than  merchant  bar 

itou. 

Mr.  OhrrVni  Smith.  -  If  Mr.  Dodge  moans  to  say  that  the  mal- 
'^iible  iron  which  avc  got  in  the  market  is  as  good  as  wrought  iron 
^Qgouoral,  I  do  not  agree  with  him.     Perhaps  he  does  not  mean 


252      CASTISG  ALUMINIUM  BRONZE  AND  OTHER  STRONG  M£TALS. 

to  state  it  as  strongly  as  that.  I  Lave  found  that  steel  castings  are 
better  than  malleable  iron.  They  cost  about  the  same,  and  take 
about  as  long  to  get.  [Laughter  and  applause.]  The  great 
trouble  with  both  of  them  (and  I  don't  know  but  that  we  should 
use  a  stronger  adjective  than  great)  is  the  outrageously  long  time 
you  have  to  wait.  You  take  an  order  for  doing  a  thing  in  a  huiTy, 
and  want  your  castings.  The  makers  wdll  say  that  they  take  three 
or  four  days  to  anneal.  You  say  to  them,  "Why  can't  you  mold 
this  thing  to-day  or  to-morrow,  and  have  it  annealed,  and  give  it 
to  me  in  a  week  or  ten  days  ?  Finally  they  acknowledge  that 
they  can  do  it  in  two  weeks,  but  keep  me  waiting  four.  It  is  all 
an  abominable  nuisance,  and  we  want  a  substitute  for  these  cast- 
ings which  can  be  made  as  quickly  as  forgings. 

There  is  another  new  material  mentioned  near  the  close  of  Mr. 
West's  paper  in  which  I  feel  considerable  interest.  I  refer  to 
"  ilitis"  castings.  This  looks  to  me  like  the  coming  metal.  The 
accounts  of  it  seemed  so  favorable  that  I  went  to  Worcester  to  in- 
vestigate it  some  months  ago.  I  saw  them  make  the  molds,  start 
the  fire,  bring  it  up  to  melting  point,  and  melt  and  pour  the 
metal ;  and  they  weren't  long  about  it,  either.  Then  I  took  some 
pieces  into  the  blacksmith  shop  and  forged  them  myself.  It  is, 
as  near  as  I  can  judge,  pure  wrouglit  iron  of  the  best  quality — that 
is,  when  you  make  it  so.  I  felt  so  much  pleased  with  it  that  I 
ordered  a  lot  of  rings  for  a  certain  purpose,  to  take  the  plac^e  of 
forgings,  knowing  they  would  come  much  cheaper  than  forgings 
on  account  of  their  shape.  I  was  very  much  disappointed  to  find 
numerous  blow-holes  in  these  castings.  I  made  an  allowance  for 
the  new  state  of  the  art,  and,  accepting  the  fact  that  it  was  but  in 
an  experimental  stage,  did  not  lose  my  faith.  I  am  assured  now 
that  the  measures  being  taken  for  improving  this  process  will  get 
rid  of  the  l)low  hole  trouble  to  a  great  degree.  I  would  like  to 
ask  Mr.  West  to  tell  us  what  experience  he  has  had  with  this 
metal,  and  what  he  thinks  aie  the  special  causes  for  so  many 
blow-holes  in  it.  We  would  naturally  expect  fewer  holes  than  in 
other  metals  made  from  iron,  because  it  is  so  very  fluid  when  it  is 
poured.  And  will  he  tell  us  whether  he  sees  any  practical  diffi- 
culty in  reducing  the  evil  to  almost  nothing  by  proper  methods  of 
molding,  etc.  If  that  trouble  can  be  gotten  rid  of,  I  am  inclined 
to  believe  it  will  be  the  coming  metal,  to  take  the  place  of  wrought- 
iron  forgings. 

J//'.  iJoihje. — About  malleable  iron  being  stronger  than  wrought 
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ron,  I  would  say  that  our  English  manufacturer  manufactures 
ihain  for  England  and  the  Continent.  He  takes  our  patterns,  and 
InpUcates  them  in  wrought  iron.  In  every  case  of  testing,  the 
xialleable  iron  began  to  straighten  the  wrought  iron  out.  English- 
men will  pay  for  wrought  iron  drive  chain,  and  Americans  won't. 
If  a  chain  here  stretches,  it  is  thrown  away.  If  it  stretches  in 
England,  it  is  sent  back  to  be  reset.  Take  malleable  and  wrought 
iron  of  equal  size  exactly,  and  the  malleable  iron  will  stretch  the 
wrought  iron  a  little  before  yielding  itself. 
Mr,  Smith, — Can  you  reset  wrought  iron? 
Mr,  Dodge, — Yes,  if  it  is  sent  to  us.  Here  they  let  it  wear  right 
out,  and  throw  it  away.  Both  cast  and  wrought  iron  can  be  reset, 
in  spite  of  the  fact  that  prices  have  been  cut  so  that  some  con- 
cerns slight  their  work ;  but  two  or  three  concerns  in  this  country 
ciciake  maUeable  iron  of  which  they  need  not  be  ashamed. 

Mr.  Smith, — I  understood  you  to  say  that  malleable  iron  is 
stronger  than  wrought  iron.  How  is  that — it  can  be  stretched 
^xd  still  be  good,  and  then  set  back  to  its  original  pitch  ? 

Mr,  Dod/je, — Well,  it  wiU  do  it.  I  never  was  inside  of  it  to  see 
^ow.    [Laughter.] 

Mr,  C,   C.  Hill. — On  the  subject  of  shrinkage  in  molds  when 

cised  for  these  strong  metals,  there  is  one  thing  which  I  have  not 

Seen  mentioned.     That  is,  to  put  into  a  mold  certain  pieces  of 

^olid  matter  (metal,  for  instance)  which  can  be  withdrawn  about 

the  time  when  the  casting  is  becoming  solid,  so  that  the  shrinking 

can  take  place   freely,  and  crush  the  mold.     I  have  employed 

something  nearly  like  that  in  using  complicated  chills.     I  make 

fte  chills  in  several  parts,  and  then  put  a  stratum  of  sand  between 

the- parts,  sufficiently  porous  to  be  crushed  by  the  casting,     I  have 

Diade  verv  nice  articles  of  chilled  work  in  this  wav. 

Mr.  West, — In  answer  to  the  gentleman  who  spoke  with  re- 
gard to  that  old  cylinder  which  was  so  true,  there  is  a  point 
^^TQ  which  it  might  be  well  to  speak  upon  a  little  further.  It 
^  a  fact  which  is  not  appreciated,  that  to  get  a  triiey  large  cast- 
^g  of  anything  cylindiical,  it  is  best  to  be  '*  swept" — the  plan, 
Jio  doubt,  by  which  the  above  cylinder  was  molded.  In  cast- 
ing large  fly-wheels,  pulleys,  etc.,  foundries  have  generally  to  go 
to  work  and  make  **fuir'  wooden  patterns;  and  when  they  are 
folded,  and  the  castings  are  tried,  they  are  found  to  be  in  all 
sorts  of  shapes.  The  blame  is  put  on  the  molder,  and  in  such 
cases  he  is  generally  unjustly   censured.     There  is  no  process 
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wliicli  can  be  emjJojed  for  obtainiug  true  viohhd  cylindri^^ 
castings  better  than  that  of  *'  sweeping ; ''  for  if  a  moment's  thou^-"* 
was  triven  to  realize  how  easily  wood  can  become  distorted  frc^  ^ 
the  eft'ects  of  dam[)ness  and  heat,  it  would  reiKlilj'  be  seen  vrb}^  " 
is  impracticable  to  expect  h'lU'  molded  castings  for  such  wo^*-^'^ 
as  lanje  fly-wheels,  i)ulleys,  etc.,  from  ''  full "  wooden  patterns. 

Most  of  the  members  here  will  recollect  that  at  the  Chica^^^ 
meeting  last  spring  we  saw  eight  blowing  engines,  wliich  stood  r*-^ 
a  row  at  the  South  Chicago  bla^t-furnaces.     You  might  stand  c^^ 
the  end,  and  as  you  sighted  along  the  line  of  those  fly-wheels,  yc^  ^ 
would  say  that  they  were  tiu'ned,  for  they  run  so  tnie  that  J'C^^ 
cannot  see  any  perceptible  "  out "  on  any  of  them.     Now,  thoi 
wheels  were  made  in  thti  foundry  of  w^hieh  I  am  the  foreman,  a 
we  made  them  by  "sweei>ing"  the  rim,  ushig  a  pattern  for  for 
ing  the   arms  and  hub  only.     On  account  of  the  wheels 
about  sixt(ien  feet  in  diameter,  and  weigiiing  over  fifteen  to: 
each,  they  were  cast  in  halv(;s,  for  convenit;nce  in  shipping.     Tl 
centers  of  them  are  merely  planed  oif  so  as  to  maKe  them  corner 
together  true  at  the  joint,  and  when  they  are  put  together,  th 
run  as  true  as  those  obs«,*rved  in  Chicago. 

With  reference  to  the  cylinder  which  Mr.  Le  Van  mentioned,  ^ 
do  not  see  anything  remarkable  in  that.  It  merely  involves  ti::^- * 
principle  of  sweei)ing  to  the  circle. 

I  don't  know  that  I  could  touch  on  the  other  question  of  bio 
holes  in  a  better  Avay  than  by  relating  my  experience  with  t 
(Jowles  Company  in  casting  aluminium  bronze.     Several  attemfp^'fc* 
were  made  at  a  cylinder  casting  of  this  metal  by  different  foun<3L'^3[ 
men,  and  in  all  cases  the  results  were  condemned  on  account 
the  blow-holes  in  the  castings.     In  fact,  the  firm  wascommeuc 
to  bi'lieve  that  tlieir  metal  could  not  be  got  solid  in  large  castiu 
They  came  to  the  Cuyahoga  Works,  and  asked  that  the  easti 
might  be  tried  in  the  sho[»  of  which  I  am  foreman.     We  did  X 
have  facilities  there  for  melting  thi'  metal,  but  we  made  a  moi** 
and   carted   it   ov(^r   a  stone  pavement  for  about  a  quarter    ^^* 
a  mile  to   a  brass   shop  where   we   could  melt   the   metaL      ^* 
was  poui'cd,  and  the  (*asting  turned  up  a??  sound  as  need  b^- 
The  cylimKr  measured  24"  long,  14'  diameter  on  the  inside,  an  ^ 
l«i"  diameter  on  the  outside.     All  that  I  had  to  guide  me  in  m 


^'  This  cutting  \v»s  a  (lu])lu'ure  of  tin*  one  oxliibited  at  the  meeting  of  the 
(ii'ty,  whii'h  wa-*  one  molded  i)y  my  own  bands  in  the  foundry  of  the  Cowie 
p]lLCtric  Su.eltjn^^  »ind  Aluminium  Co.,  I.ockport,  N.  Y.  j 
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first  attempt  to  cast  this  metal  was  the  position  of  "  blow-holes  " 
in  castings  shown  to  me,  which  had  been  pre^dout-ly  made,  and 
my  own  confidence  that  the  metal  could  be  poured  into  an  iron 
mold,  and  become  solid.  When  I  saw  that,  then  I  felt  sure  that 
the  trouble  was  not  in  the  metal  itself,  but  was  in  some  way  con- 
nected with  the  mold  or  the  man  that  made  it,  and  all  there  is 
required  to  obtain  sound  castings  is  what  I  have  stated  in  my 
paper — condensed,  it  was  simply  to  get  the  mold  made  porous 
and  firm,  and  to  fill  it  as  quick  as  possible  and  to  pour 
through  what  we  would  call  a  "  secondary  basin  or  pot."  This 
will  be  an  item  which  may  escape  the  attention  of  a  great  many. 
When  you  pour  a  stream  of  metal  into  a  gate  which  is  smaller 
than  the  hole,  its  fiiction  must  necessarily  carrj-  through  some  air 
with  it.  That  sAr  goes  down  and  mingles  more  or  less  with  the 
metal  in  the  mold,  and  if  the  metal  does  not  stay  hot  long 
CDOugh  to  allow  the  air  to  escape,  it  imprisons  the  air  there,  and 
then  gives  us  holes.  This  theory  for  the  cause  of  some  "  blow- 
holes" in  castings,  I  have  never  heard  or  seen  advanced,  and  it 
will  no  doubt  meet  with  some  opposition,  but  nevertheless  I  be- 
lieve such  action  can  be  proved  to  be  th.e  cause  of  many  "  blow- 
holes "  in  castings,  especially  those  of  strong  metal. 

In  making  these  casting's,  I  adopted  the  plan  of  making  all  con- 
nections with  the  pouring  basin  air-tight,  and  using  the  plug 
principle  in  filling  the  basin  with  metal,  and  letting  it  stay  there 
long  enough  so  that  all  du't  which  might  be  there  would  float  to 
the  top,  and  as  soon  as  I  was  assured  of  this  fact,  and  I  saw  that 
the  metal  was  about  of  the  right  temperature,  then  the  plug  would 
be  pulled,  and  the  metal  would  go  down,  and  instantly  fill  the 
mold.  Such  work  as  that  is,  of  course,  pretty  rough  on  a  mold ; 
but  \yith  that  mode  of  working  and  manner  of  molding  described 
in  the  paper,  I  got  over  the  difficulties  of  blow-holes  in  this  metal, 
and  I  think  that  the  difficulties  which  Mr.  Smith  mentioned  with 
*'  Mitis"  metal,  could  partially,  if  not  wholly,  be  overcome  by  the 
adoption  of  the  principles  set  forth  by  my  paper. 

With  reference  to  Mr.  Morgan's  remarks  on  steel,  all  I  can  say 
is,  that  I  do  not  know  that  I  can  suggest  anything  in  that  line 
other  than  the  ideas  which  the  paper  and  this  discussion  will 
present.  The  main  idea  to  which  I  would  call  attention  is  that 
of  providing  air-iigld  ]X)nrvL(j  (jatcx,  so  as  to  prevent  the  flowing 
metal  from  carrying  air  into  the  mold  to  mingle  witli  the  metal. 
I  never  had  any  experience  directly  with  any  other  of  the  strong 
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metals.  My  experience  Avifcli  this  has  been  very  pleasant,  and  h 
me  to  believe  that  there  was  this  one  element  in  all  strong  meta 
alike — the  tendency  to  blow-holes. 

Bronze  is  made  in  different  grades.  The  more  alumininm  whi< 
is  alloyed  with  the  copper  up  to  eleven  per  cent.,  the  strong 
the  metal  becomes.  Over  eleven  per  cent,  it  becomes  brittle ;  ai 
it  is  said  to  become  more  brittle  up  to  twenty-five  per  cent.,  ai 
after  that  to  increase  again  in  strength.  That  I  have  never  sei 
tested,  but  it  is  said  to  be  the  case.  One  of  the  samples  here  e 
hibited  is  marked  49.30,  which  means  that  it  stood  a  tensile  stra 
of  49,000  pounds  to  the  square  inch  with  an  elongation  of  thir 
per  cent,  in  one  inch.  The  strongest  metal  that  I  ever  saw  pi 
duced  there  had  a  tensile  strength  of  126,000  pounds  per  squa 
inch. 

M7\  A.  H.  Emery — Was  it  forged  in  any  way,  or  is  it  simply 
it  was  cast? 

Mr.    West. — Just  as   it  was  cast — taken  from  the  mold, 
making  these  bars,  they  thought  to  save  labor  by  casting  in 
iron  mold ;  but  those  little  projections  where  the  section  is  i 
duced  would  show  weakness  when  it  was  put  in  the  machio 
so  they  finally  learned  that  it  had  to  be  made  in  sand — son 
thing  of  a  yielding  character,  which  would  allow  the  metal 
give.     Another  sample,  marked  100,000  pounds,  has  about  ten  a 
a  half  per  cent,  of  aluminium.     Here  is  a  piece  of  the  metal  as 
comes  from  the  electrical  furnace.     You  wiU  see  that  it  chan| 
its  color  when  being  re-melted.     That  piece  has  probably  in 
about  sixteen  per  cent,  of  aluminium,  and  is  what  they  would  c 
verj'  rich  metal.     It  is  then  standardized;  which  means  that!' 
put  in  an  ordinary  crucible  such  as  they  use  for  melting  brass,  e 
by  re-melting  it  is  brought  down  to  any  standard  which  they  wci 

Mr,  Oherlhi  Smith. — Will  Mr.  West  tell  us  whether  that  me 
can  be  soldered  or  welded  ? 

Mr.  Wefit. — I  have  had  no  experience  in  that  matter,  and  o 
not  sav. 

With  regard  to  this  100,000  pound  metal,  if  they  obtain  f^ 
per  cent,  of  elongation  in  its  test,  it  is  remarkable.  Metal 
strong  as  that  is,  as  a  general  thing,  has  but  from  one  to  1 
per  cent,  of  elongation — it  contains  but  two  and  one-half  per  c€ 
of  aluminium.  They  say  that  a  screw  made  of  aluminium  iseq 
to  tbe  best  steel  screw  made,  and  will  drive  into  the  hardest  k 
of  wood  without  distorting. 
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Some  gentleman  has  asked  me  how  about  aluminium  bronze 

for  bearings.     All  I  can  say  about  that  is  that  I  do  not  know, 

having  had  no  experience  with  the  metal  for  this  purpose,  but  I 

think  that,  if  the  conditions  were   carefully  studied,  some  one 

grade  of  the  metal  could  be  selected  which  would  be  found  to  give 

excellent  satisfaction.     There  is  quite  a  series  to  select  from. 

Mr.  Morgan, — At  what  price  can  aluminium  bronze  be  made  ? 

Ml'.  West. — This  metal  with  the  more  aluminium  is,  of  course, 

clearer  metal.     Their  special  metal,  having  a  tensile  strength  of 

from  100,000  to  110,000  pounds,  will  probably  sell  for  about  fifty 

cents  a  pound  in  the  casting.    What  they  call  their  C  metal,  that  is, 

metal  that  will  stand  a  tensile  strength  of  about  60,000  poimds, 

Tvill  sell  for  about  thirty-five  cents.     It  goes  down  to  metal  which 

has  pretty  much   the   color  of  copper  itself.     This   sample  is 

marked  28,000,  nineteen  elongation,  and  has  a  percentage  of  two 

and  a  half  aluminium. 

17 
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CCXXXVIII. 

INTRINSIC    VALUE  OF  SPECIAL   TOOLS. 

BT  OBEBUN  SMITH,  BBII>OETON,  N.  J. 

(Member  of  the  Society.) 

In  a  paper  read  before  this  Society  last  May,  entitled  "Invento: 
Valuation  of  Machinery  Plant,"*  the  writer  referred  to  ^'specS.    aal 
tools"  as  the  most  difficult  thing's  things  to  deal  with  in  all  invfe  ^mi- 
tory-taking.      This   is   on    account  of   their   peculiar   liability        to 
become  obsolete,  or  partly  so,  over  and  above  all  other  kinds        of 
manufacturing  property.     Assuming  that  we  are  here  dealing  wm  th 
such  tools  as  are  used  in  the  various  branches  of  manufacture  wiS-th 
which  the   mechanical  engineer  comes  in  contact,  we  maybrife^^flj 
define  the  term    "  special   tool "  as  a  tool  which  is  individui^^l J 
ada])ted  for  performing  some  particular  operation  so  well  that  Vft^  '8 
unfit  for  general  work — in  other  words,  it  is  a  specialist.     UseiL      ^^ 
its  general  sense,  the  term  in  question  covers  both  special  machi"^^^^ 
and  special  tools,  if  such  a  distinction  can  be  made.    In  the  fornd^^ 
category  are  many  machines  which  can  be  profitablj^  modified^    ^^ 
case  the  commercial  demand  ceases  for  the  goods  upon  which  tl -^J 
are  specially  made  to  operate,  so  as  to  use  them  for  other  purpo^^^* 
Among  such  machines  are  special  lathes,  drill  presses,  milling  :^^^" 
chines,  punching  presses,  etc.,  which  retain  enough  of  the  gen^''^* 
character  of  the  type  of  machine  after  which  they  are  named  ^    *^ 
enable  them   to  be  altered  over  for  other  kinds  of  work,  eitl^^^ 
general  or  special.     An  example  of  this  has  been  seen  in  the  i 
of  gun-factories  adapting  such  plant  to  the  production  of  sewif. 
machines  or  type  writers,  at  comparative!}'  small  expense,  wIj^^ 
the  demand  for  fire-arms  lessened. 

Among  special  tools  proper,  are  usually  counted  jigs,  templet'  ^ 
and  gauges.     To  this  list  should   be  added  working  drawings  air  ^ 
foundry  jKitterns,  as  explained  in  the  paper  referred  to.     The«^  '^ 
drawings  and  patterns,  though   used  in  every  machine-shop,  vr 
essentially  of  exactly  the  same  nature  as  are  the  jigs,  etc.,  used  ii 

*  Traus.  A.  S.  M.  E.,  Vol.  VII.,  p.  433. 
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-he  large  manufactories,  where  work  is  so  cheaply  made  on  the 

*  duplicate  system."  The  general  principles  for  the  valuation  of 
»iich  tools  are  clearly  laid  down  by  the  writer  in  the  former  paper, 
tnd  are  to  the  effect  that  each  article  should  bg  rated  at  what  it 
vonid  cost  to  reproduce  it  to-day,  less  a  depreciation  for  its  wear- 
.nd-tear,  and  another  depreciation  for  its  percentage  of  obsolete- 
less.  As  stated,  the  wear-and-tear  does  not  amount  to  much  on 
111 8  class  of  tools,  because  they  are  not  ornamented  for  marketable 
>urpo6es  (so  that  they  grow  shabby  with  age);  and  because  they 
lave  to  be  kept  up  to  their  original  standard  of  working  condition 
n  order  that  they  may  do  their  work  properly.  The  only  ques- 
ion,  therefore,  necessary  to  consider  in  this  paper,  is  their  amount 
>f  obsoleteness;  and  this  is  a  very  important  consideration  to  the 
Manufacturer  having  a  large  amount  of  money  invested  in  such 
>laiit,  when  he  is  considering  its  intrinsic  value. 

Concerning  this  subject,  there  are  two  principal  schools  of  belief, 
^vith  a  practice,  in  individual  cases,  ranging  all  the  way  between  the 
— xtreme  views  held  on  either  side.  The  first  of  these  views  is  the 
'^ne  expressed  in  the  former  paper,  namely,  that  a  special  tool 
^liould  not  be  reckoned  as  partly  obsolete  while  in  the  full  career 
'^f  its  usefulness,  but  that  very  careful  watch  should  be  kept  for  any 
^  Tidications  of  a  lessening  demand  for  the  merchandise  which  the 
^oolisniade  to  produce.  The  moment  such  indications  appear, 
depreciations  should  commence  and  should  be  made  rapid  enough 
^ <)  be  surely  on  the  safe  side,  and  to  bring  the  value  of  the  tool 
^own  to  nothing  but  what  it  is  worth  for  old  material,  before  said 
^~>iarketable,  demand  has  entirely  ceased.  Of  course,  good  judg- 
^^ent  is  as  necessary  in  this  matter  as  in  managing  all  other  kinds 
^^f  property.  A  catastrophe,  causing  a  demand  for  goods  wholly 
^nd  suddenly  to  cease,  although  possible,  is  not  likely  to  happen, 
tf  gnch  does  happen;  for  instance,  by  earthquakes  occurring  all  ' 
^^ver  a  country  hitherto  unaffected  by  seismic  disturbances,  and 
Suddenly  annihilating  the  demand  for  some  article  which  the  tool- 
*^wner  manufactured  for  non-earthquake-proof  buildings,  but  which 

*  s  useless  for  the  modified  buildings  replacing  them ;  or  when 
^ome  oriirinal  and  brilliant  invention  makes  a  new  article  suddenly 
Vopnlar,  and  entirely  throws  out  all  its  predecessors;  or  wiieii  some 

fashion  in  dress  is  rapidly  changed  by  the  verdict  of  a  foreign  fash- 
ion-monger, as  was  shown   in   the  decadence  of  hoop-skirts  some 
years  ago.    It  is  very  rarely  however,  that  such  occurrences  amount 
^0  catastrophes.     In  such  instances  as   the   last   two   named,  the 
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change  is  not  so  sudden  as  to  prevent  a  shrewd  manitfactiirer  from 
foreseeing  the  prospective  state  of  things,  and  ceasing  liis  produc- 
tion gradually.  Of  coui*se,  if  his  whole  capital  is  invested  in  tools 
for  one  particular  article,  catastrophes  or  semi-catastrophes  may 
occur  regarding  it,  just  as  in  the  case  of  the  merchant  who  has  put 
all  his  property  into  the  cargo  of  one  wrecked  ship,  or  into  a  mine 
where  a  promising  vein  of  ore  stops  at  a  sudden  fault.  Such  risks 
must  betaken  in  all  businesses,  and  can  only  be  guarded  against  by 
a  proper  system  of  insurance.  The  wise  course  in  this,  as  in  the 
other  cases  mentioned,  is  to  divide  up  one's  investments  in  such  a 
way  as  to  run  the  risk  of  loss  in  only  one  direction  at  a  time. 

The  opposite  view  regarding  valuation  of  special  tools,  and  one 
which  is  held  by  many  shrewd  and  careful  manufacturers,  is  that 
they  sliould  be  depreciated  by  a  large  percentjigo  every  year,  until 
their  value  stands  nil  upon  the  inventory.  One  popular  belief  is 
that  a  special  tool  hasn't  any  value  at  all  until  it  has  paid  for  itself 
in  extra  profits.  Carrying  this  latter  principle  to  a  logical  conclu- 
sion, it  should  be- rated  first  at  nothing,  and  gradually  appreciated 
up  to  full  price.  All  this  is,  of  course,  working  upon  the  safe  side, 
as  regards  the  danger  of  over- valuation,  but  it  is  difticnlt  to  see  how 
a  corporation,  for  instance,  could  account  to  its  stockholdere  for  the 
money  which  they  paid  in,  if  all  the  plant  happened  to  be  of  this 
special  nature.  An  inventory  upon  such  a  basis  would  also  be 
rather  an  awkward  document  to  show  to  would-be  purchasers  of 
the  business  who  were  to  be  assured  of  its  prosperity. 

An  esteemed  friend  of  mine,  who  has  been  a  very  successful 
manufacturer  of  cotton  niachinery,  is  in  the  habit  of  depreciating 
many  of  his  special  tools  to  almost  nothing  upon  his  books,  feariDg 
they  may  pass  out  of  use  and  cannot  be  made  available  for  other 
purposes.  I  recently  called  his  attention  to  the  logical  discrepan- 
cies in  such  a  method,  putting  the  case  something  like  this:  "Re- 
garding valuation  of  special  tools,  I  rate  them  at  the  bare  cost  of 
reproduction,  and  this  only  when  they  are  in  frequent  and  regular 
use.  The  moment  such  frequency  lessens,  or  there  is  any  doubt 
about  their  continued  usefulness,  they  are  heavily  depreciated. 
Thus,  at  any  time,  all  the  plant  of  a  shop  is  worth  fully  its  recorded 
value,  to  any  purchaser  who  might  buy  out  and  run  the  business, 
providing  the  business  is  successful.  Of  course,  if  it  is  unsuccessful, 
and  is  to  be  sold  at  auction,  it,  or  any  other  kind  of  business,  could 
not  realize  cash  for  its  assets  to  an  amount  anywhere  approaching 
their  valuation.     If  your  principle  were  carried  out,  a  mile  of  rail- 
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"aj  embankment,  on  a  prosperons  and  paj-ing  route,  would  not  be 
'orth  as  much  as  tlie  real  estate  upon  which  it  stood,  because  some- 
ody  might  want  to  buy  it  for  a  canal,  and  the  grading  would  all 
aTe  to  be  turned  inside  out,  so  to  speak.  A  successful  mine  would 
ot  be  worth  nearly  its  cost,  because  it  might  be  sold  to  be  used 
►r  farming  land;  and  any  machine-shop  might  attach  but  little 
ilne  to  any  of  its  plant,  except  perhaps  the  buildings,  boiler  and 
i^ine,  because  somebody  might  want  to  buy  it  for  a  laundry. ' 
.ccording  to  your  system,  would  it  not  be  the  case,  that  a  new 
lanufacturing  company,  having  just  invested  a  large  part  of  its 
ipital  in  the  most  approved  plant  for  its  purposes,  would  be 
3liged  to  say  to  its  stockholders:  ^Gentlemen,  our  assets  last 
eek  when  you  paid  in  your  money,  were  $100,000,  but  they  are 
ow  only  $50,000,  as  much  of  this  plant  could  not  be  sold  for  other 
nrposcs  than  those  intended  by  its  makers,  for  nearly  the  sum 
?liich  we  yesterday  paid.' " 

The  most  pertinent  point  in  his  reply  was,  that  mining  property 
s  always  considered  as  incurring  extra  risk,  and  is  expected  to  pay 
^  much  higher  profit  (say  four  to  one)  than  other  property,  in  order 
•Imt  said  risk  may  be  covered.  This  is  true,  but  if  the  same  prin- 
ciple is  applied  to  special  tools,  and  their  intrinsic  value  is  consid- 
ered to  be  only,  say,  one-fourth  of  what  it  would  cost  to  reproduce 
-liem,  then  occurs  the  insurmountable  difficulty  above  referred  to : 
Bow  shall  the  managers  of  a  property  account  to  its  owners  for  the 
■'bll  amount  of  the  funds  placed  in  their  hands,  the  day  or  week 
^fter  having  purchased  their  tools,  if  a  considerable  share  of  such 
^nrchase  has  been  depreciated  75  per  cent,  when  first  entered  in 
*lie  books?  If  the  plan  is  adopted  of  entering  them  at  full  price 
n  the  beginning,  and  then  depreciating  them  very  rapidly,  although 
n  as  full,  or  fuller,  use  than  at  first,  what  becomes  of  logic  and 
^minon  sense?  If  a  tool  is  in  perfect  order  five  years  after  it  is 
put  into  operation,  and  is  used  even  more  frequently  than  it  was  at 
Bret,  in  making  goods  the  demand  for  which  has  increased,  without 
an  apparent  probability  of  a  decline,  why  is  that  tool  not  worth  as 
^uch  to  its  owners  as  it  was  at  the  start? 

In  practical  dealings  with  this  question,  it  seems  to  me  that  the 
y€8t  course  is  to  give  all  special  tools  an  inventory  rating  at  their 
apparent  value,  according  to  the  principles  enunciated  in  the  former 
paper  and  the  first  part  of  this,  and  then  to  lay  aside  a  portion  of 
tue  extra  profits  which  these  tools  have  earned  by  their  special  use- 
fclness,  in  the  general  reserve  fund  or  ^'surplus"  of  the  concern. 
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They  may  tlius  be  drawn  upon,  slionld  any  too  sudden  collapse  i 
valiiLS  takes  place.     This  surplus-keeping  is  a  safe  course  (just  as  r 
is  in  tlie  general  conducting  of  the  business  in  reference  to  strictl. 


conimercial  risks^),  and  a  wiser  one  than  to  pay  out  all  the  profi 
which  these  tools  earn  to  the  partners  or  stockholders — thus  lea 
ing  them  in  a  disappointed  state  of  mind,  should  a  shadow  of  o 
leteness  gather  rather  suddenly  and  darkly  over  the  special  pro 
erty  in  which  their  money  is  invested.     Just  how  far  to  carry  su^ 
plus-keeping  in  general,  as  a  matter  of  self-insurance  against 
kinds  of  losses,  is  a  question  for  individual  judgment,  the  diseussi 
of  which  is  scarcely  germane  to  the  purpose  of  this  paper. 

DISCUSSION. 

Mr.  Heixry  R,  Towne, — The  subject  of  this  paper  is  one  wlii^ci^  b 
interests  nearly  every  one  who  is  engaged  in  the  conduct  of  pi 
ducing  works,  and  can  surely  be  profitably  discussed  by  a  numl 
who  are  present. 

It  is  a  subject  to  which  I  have  given  a  good  deal  of  thong- In  t. 
The  method  contemplated  by  Mr.  Smith  of  a  catalogue  inventa  :»'^j 
and  an  appraisement  of  each  special  tool,  involves  a  great  deaL      of 
labor  in  a  business  using  many  such  tools,  and  almost  any  btia.s3- 
ness  largely  consisting  of  the  production  of  specialties  involves     so 
many  special  tools,  many  of  them  quite  small  and  of  proporti  <r>Ti- 
ately  small  value,  as  to  make  it  really  a  very  great  labor  to      go 
over  them  one  by  one  annually  and  say  what  they  are  worth.         ^ 
tried  that  plan  myself  for  a  number  of  years,  and  finally  discarc^^d 
it  as  involving  entirely  too  much  cost  in  proportion  to  the  bea^^* 
received.     The  discarding  of  that  method  raises  the  question  ^^ 
to  how  else  it  can  be  done.     With  some  special  classes  of  tools   -^t 
can  be  done,  approximately  and  with  fair  accuracy,  by  weighit^*-8 
them — taking  the  tools  by  weight.     In  that  case,  of  course,  tL»  ® 
tools  must  be  graded  somewhat  according  to  their  kind,  that  i< 
according  to  the  original  amount  of  labor  expended  on  the 
rial  to  convert  it  into  the  tools ;  but  a  few  classes  will  usuall] 
cover  all  of  this  kind  of  tools  which  can  be  treated  in  that  way^ 
But  where  the  number  or  variety  of  tools  is  too  great  to  admit  ol 
that  treatment,  I  think  that  the  best  result  with  the  least  expen- 
diture can  be  reached  by  sim])ly  keeping  a  ledger  account  with 
each  class  of  tool,  and  at  the  end  of  a  year  considering  how  much 
shall  be  abated  from  that  account  for  deterioration.     For  special 
tools,  strictly  such,  which  are  ai^plicable  to  nothing  else,  for  in- 
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stance,  jigs,  milling  fixtures,  special  cutting  tools,  which  are  ap- 
plicable only  to  a  particular  product  and  not  to  general  use,  in 
iny  judgment,  twenty  per  cent,  per  annum  is  not  too  large  a  rate 
of  deterioration.     That  does  not  mean,  of  course,  that  the  entire 
▼alue  is  sunk  in  five  years,  but  it  means  that  at  the  end  of  five 
years  you  have  got  the  valifation  down  to  a  pretty  low  and  a 
proportionally  safe  basis.     I  think,  however,  there  is  something 
to  be  said  against  this  plan  or  any  of  the  plans  considered  so  far. 
There  is  a  tendency  by  the  adoption  of  any  of  them  to  deceive 
one's  self  as  to  the  real  value  of  your  property  by  classing  as 
B«sets  things  which  would  be  of  almost  no  commei  cial  value  in 
th©  event  of  a  sale,  and  whose  future  value  is  quite  uncertain ; 
and  it  has  occurred  to  me  lately  that  perhaps  the  better  method 
"^ould  be  to  treat  the  cost  of  all  such  special  tools  primarily  as  an 
expense,  keeping  it  under  a  separate  expense  account  or  table 
<iuring  the  year,  but  letting  it  appear  in  the  monthly  statements 
of  the  cost  of  operating  the  department  for  which  the  tools  are 
>3aade,  and  then  at  the  end  of  the  year  ascertaining  from  your 
Viooks  how  much  the  total  charges  to  tliis  account  have  been,  and 
<ioiisider  then  what  proportion  of  that  total  shall  be  transferred 
^  a  betterment  account  and  credited  to  the  expense  account. 
Ihis  plan  has  the  conservative  value  of  calling  all  of  these  items 
Expenses  until  they  have  been  put  into  use  and  tried,  and  iheir 
^alue  somewhat  known,  and  then  considering  how  much  of  their 
^isost.  you  will  take  out  of  the  expense  account  and  put  into  the 
V)ettehnent  account.     The  question  is  really  one  of  great  conse- 
quence to  most  manufacturers  who  are  producing  a  specialty,  and 
J  trust  that  some  of  the  other  members  present  will  favor  us  with 
%heir  views  upon  it. 

Mr.  Oherlin  Smith. — I  would  say  to  Mr.  Towne  that  it  has  not 

V)een  my  habit  to  keep  the  valuation  of  these  tools  in  the  inven- 

trory  very  much  in  detail,  as  it  does  involve  too  much  work ;  but 

>Ji  getting  up  a  lot  of  tools,  for  instance,  a  set  of  jigs  and  gauges, 

for  the  production  of  some  particular  machine,  I  find  approxi- 

'Juately  what  they  cost  at  first.     The  account  is  very  easily  kept 

ty  having  a  printed  blank  on  the  corner  of  the  drawing  from 

L         ^hich  the  tools  are  made,  to  be  filled  in  with  the  cost  when  it  is 

^       i^etumed  to  the  office.     Thus  I  know  in  the  first  place  what  that 

^      set  of  tools  cost.     They  are  then  depreciated  a  proper  amount 

M      and  treated  as  one  item  in  the  inventory ;  that  is,  one  set  of  tools, 

,■     for  machine  so  and  so,  is  worth  so  much. 
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I  would  like  to  ask  Mr.  Towne  regarding  the  case  supposed  ic 
this  paper,  where  a  new  corporation  is  started,  the  cash  paid  ix 
by  the  stockholders,  and  the  need  of  these  special  tools  having  beea 
foreseen,  they  have  been  ordered  and  can  be  procured  in  a  weels 
or  a  month,  by  making  or  buying  them.  If  his  idea  of  cbaigiog 
them  to  the  expense  account  is  canned  out,  what  becomes  of  tlL 
capital  of  the  concern  ?  How  do  the  managers  account  to  tl^ 
stockholders  for  the  property  they  supposed  they  owned,  if  tl^ 
books  show  it  is  not  property  ? 

The  Cftairman, — Special  cases  require  special  treatment. 
think  that  a  business  having  so  large  a  proportion  of  its  capib.  = 
invested  in  special  tools  would  reasonably  require  that  a  whoL  * 
sale  abatement  from  first  cost  should  be  made,  and  even  the 
would  prefer  making  a  liberal  abatement  to  the  end  of  the  fi 
year — at  least  ten,  possibly  twenty  per  cent,  on  the  value  or 
of  the  special  tools. 

Mr.  John  J.  Grant — I  should  like  to  know  why  a  tool  which- 
just  as  good  (for  the  purpose  for  which  it  is  designed)  at  the  e::* 
of  ten  years'  use,  as  it  was  the  first  year,  should  be  depreciate  < 
twenty  per  cent ,  or  even  ten  per  cent.  We  are  going  througlm. 
period  of  inventorying  special  tools  in  our  establishment,  and  ^ 
are  bothered  about  inventorying  those  tools.  We  find  jigs  ^^ 
fixtures  for  sewing-machine  work,  exactly  as  good  for  our  pres^ 
work  as  on  the  day  they  were  made,  yet  they  were  made  fift^ 
years  ago,  and  if  they  have  depreciated  twenty  per  cent>  a  y^- 
they  would  have  no  valuation,  and  the  stockholders  I  think  wo?*3 
complain. 

Mr.  T.  J,  Bm'den. — Tlie  valuation  of  tools,  whether  special 
general  tools,  should,  I  think,  be  determined  by  charging  off  efi^^ 
year  a  fixed  rate  of  depreciation,  the  percentage  being  compute 
each  year  on  the  value  at  which  they  stood  on  the  books  at  tt 
beginning  of  such  year,  or  on  their  cost  if  put  in  during  t]:3 
year. 

The  rate  of  depreciation  must  necessarily  be  much  greater  Ic^ 
special  tools  than  for  general,  and  although  it  is  difficult  to  d^ 
termine  the  exact  rate  to  be  fixed  on  each  tool,  yet  the  numb^ 
of  special  tools  in  most  establishments  is  large  enough  to  warrai^ 
treating  them  as  a  class,  and  the  exercise  of  one's  best  judgment 
on  the  rate  of  their  depreciation  as  a  class  will  usually  reacB 
more  correct  results  than  can  be  attained  by  treating  each  too* 
separately. 
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I  submit  herewith  tables  showing,  at  the  several  rates  of  de- 
preciation named  therein : 

1.  The  value  at  the  end  of  each  year  for  thirty  years  for  each 
$1,000  of  original  cost. 

2.  The  reduction  in  value  each  year  for  each  $1,000  of  original 

cost. 

It  will  be  noticed  that  the  original  cost  is  not  exhausted  as 
rapidly  as  might,  at  first  thought,  be  expected. 

A.  heavy  line  is  drawn  across  Table  No.  2  to  indicate  the  points 
^  each  column  where  the  amount  of  reduction  at  the  lower  rate 
exceeds  that  at  the  higher  rate  for  the  corresponding  year. .  This 
feature  is  apparent  in  all  of  Table  No.  2  below  the  heavy  line. 


Value  at  the  end  of  each  year  for  each  $1,000.00  original  coM, 


^te  of  Deprecia- 


tion. 


6  per  cent.  16  per  cent. 


^rtflrjnal  Cost. 

"■^a  of  1st  year 

..    2d     '* 

••    8d     '* 

"    4th   '* 

5th   *' 

6th   " 

7th    •* 

•'    8ih   *• 

9th   " 


8  per  cent. 


« 


•  ( 


•'  10th  '* 

••  11th  '* 

•'  12th  " 

"  13th  '* 

•*  14th  •• 

•'  15th  '• 

••  16th  ** 

'•  17th  '• 

*'  18th  *' 

'*  19ih  - 

"20th  *'    I 

•*  2l8t  "    I 

••  22d  " 

•'  23d  " 

•*24ih  " 

•*  25th  *• 

•*  26tli  " 

**  27th  ** 

••  28th  *' 

*  29tli  ** 

*  30th  '* 


$1000.00 
950.00 
902.50 
857.38 
814.51 
773.78 
735.09 
698.34 
663.42 
630.25 
598.74 
5^8. 80i 
540.36 
513.34! 
487. 6S 
463.29 
440.13 
418.12 
397.21 
377.35 
358.49 
340.56 
3i3.53 
307.36 
291 . 99 
277.39 
263.52 
250.34 
237.83 
225 . 94 
214.64 


$1000 
940 
883 
830 
780 
733 
689 
648 
609 
573 
538 
506 
475 
447 
420 
395 
371 
349 
328 
308 
290 
272 
256 
240 
226 
212 
200 
188 
176 
16() 
156 


.00 

.00 

.6i» 

.58 

.75 

.90 

.87 

.48 

.57 

.00 

.62 

.30 

.92 

.37 

.52 

.291 

.57 

.28 

.32 

.62 

.11 

.70 

.34 

.96 

.60 

.91 

.14 

.13 

.84 

.  23 

.26 


$1000 
920 
846 
778 
716 
659 
606 
557 
513 
472 
434 
399 
367 
338 
311 
286 
263 

222 

205 

188 

173 

159 

146 

135 

124 

114 

105 

9([> 

h*9 

81 


10  per  cent. !  12  per  cent.  15  per  cent. 

i      I 


.00  $1000. 00,$1000. 00  $1000.00 
.00   900.00   880. 


.40 
.69 
.39 

.08 
.36 
.85 
.22 
.16 
.89 
.64 
.68 
.25 
.19 
.80 
.39 
.32 
.94 
.10 
.69 
.60 
.71 
.93 
.18 
.36 
.42 
.26 
.84 
.09 
.1)7 


810 

729 

656 

590 

531 

478 

430 

387 

348 

313 

282 

254 

228 

205 

185 

166 

150 

135 

121 

109 

98 

88 

79 

71 

64 

68 

52 

47 

42 


00 
.00 
.10 
.49 


68, 
81 ' 


.19 
.77 
.89 
.30 
.77 
.10 
.09 
.58 
.42 
.48 
.63 
.77 
.79 
.61 
15 
.33 
.10] 
.39i 


774. 
681. 
599. 
527. 


.44  464. 

.301  408. 

.47|  359. 

.42  816. 


278. 
245. 


.43!  215. 


189. 
167. 
146. 
129. 
113. 
100. 

88. 

77. 

68. 

60. 

52. 

46. 

40. 

36. 

31. 

27. 

24. 

21. 


00 
40 
47 
70 
73 
40 
68 
64 
48 
50 
08 
67 
79 
02 
97 
34 
82 
16 
14 
56 
26 
06 
86 
51 
93 
02 
70 
89 
55 
60 


850.00 

722.50 

614.13 

522.01 

448.71 

377.15 

320.58 

272.49 

231.62 

196.87 

167.34 

142.24 

120.91 

102.77 

87.35 

74.25 

63.11 

53.65 

45.60 

38.76 

32.95 

28.00 

1?3.80 

20.2il 

17.20 

14.62 

12.48 

10.56 

8.98 

7.63 


20  per  cent. 

$1000.00 
800.00 
640.00 
512.00 
409.60 
327.68 
263.14 
209.72 
167.77 
134.22 
107.37 
85.90 
68.72 
54.98 
43.98 
35.18 
28.15 
22.52 
18.01 
14.41 
11.53 
9.22 
7.88 
5.90 
4.72 
8.78 
8.02 
2.42 
1.93 
1.55 
1.24 
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Amount  of  reduction  in  value  each  year  for  ea^h  $1,000.00  original 

cost. 


Rate  of  Deprecia- 
tion. 

! 

5  per  cent. 

«  percent. 

8  per  cent. 

10  percent. 

12  per  cent. 

15  per  cent. 

20  per  cent. 

l8t 

year 

$50.00 

$60.00 

$80.00 

$100.00 

$120.00 

$150.00 

$200.60 

2d 

<  ( 

47.50 

56.40 

73.60 

1     90:00 

105.60 

127.50 

160.00 

3d 

<< 

45.12 

58.02 

67.71 

81.00 

92.93 

108.37 

128.00 

4th 

<< 

42.87 

49.83 

62.30 

72.90 

81.77 

92.12 

102. 4U 

5ih 

<< 
It 

40.73 
38.69 

46.85 
44.08 

57.31 
52.72 

65.61 
59.05 

71.97 
68.83 

78.30 

81.92 

6th 

66.56 
56.57 
48.09 

65.54 

7th 

36.75 
34.92 

41.39 
38.91 

48.51 
44.63 

53.14 
47.83 

55.72 

62.42 

8th 

49.04 

41.95 

9th 

1  ( 

83.17 
31.51 

36.57 
34.38 

41.06 
87.77  1 
34.75 

43.05 

43.16 
87.98 

40.87 
84,75 

83.66 

lOtli 

5^.?4 

26. a5 

11th 

t  < 
tt 

29.94 

28.44 

32.32 
30.38 

84.87 
31.38 

'88.42 
29.41 

29.63 
26.10 

21.47 

12th 

M.96 

17.18 

13th 

<< 

27.02 

28.55 

29.43 

28.24 

25.88 

21.33 

13.74 

14th 

1* 

25.66 
24.39 

26.85 

27.06 
24.89 

25.42 

22.88 

22.77 
20.05 

18.14 
15.42 

11.00 

loth 

25. 2r 

8.80 

16th 

■ .  •  •  • 

23.16 

23.72 

22.91 

20.59 

17.68 

13.10 

7.08 

17th 

<  1 

22.01 

22.29 

21.07 

18.53 

15.62 

11.14 

5.63 

18th 

<  1 

20.91 

20.96 
19.70 

19.38 
17.84 

16.67 
15.01 

13.66 
12.02 

9.46 

8.a> 

4.61 

l9th 

19.86 

8.60 

20th 

<( 

18.86 

18.61 

16.41 

13.51 

10.58 

•6.84 

2.88 

2lst 

>< 

17.93 

17.41 

15.09 

12.16 

9.80 

5.81 

2.81 

22d 

(( 

17.03 

16.36 

13.89 

10.94 

8.20 

4.95 

1.84 

23d 

tt 

16.17 

15.38 

12.78 

9.85 

7.20 

4.20 

1.48 

24th 

«< 

15.37 

14.46 

11.75 

8.86 

6.35 

8.67 

1.18 

25th 

•  ( 

14.60 

13.59 

10.82 

.  7.98 

5.68 

3.03 

.94 

26th 

•       •       • 

13.87 

12.77 

9.94 

7.18 

4.91 

2.68 

.76 

27th 

<* 

13.18 

1-4.01 

9.16 

6.46 

4.32 

2.19 

.60 

28th 

ti 

12.51 

11.29 

8.42 

5.82 

3.81 

1.87 

.49 

29th 

1 1 

11.89 

10.61 

7.75 

5.23 

8.84 

1.58 

.88 

30th 

I*              1 
« • .  • 

11.30 

9.97 

7.12 

4.71 

2.95 

1.35 

.81 

Mr,  Oherlin  Smith, — To  answer  partly  what  has  beeu  said,  I 
would  say  that  in  my  inventory  of  special  tools  they  are  very 
mnch  depreciated ;  but  a  good  patt  of  this  is  the  difference  be- 
tween what  they  did  cost  and  what  it  would  cost  to  reproduce 
them.  I  would  not  usually  attempt  to  mark  anything  of  this  kind 
at  what  it  did  cost,  because  one  can  always  build  a  duplicate  con- 
siderably cheaper.  But  it  does  seem  to  me,  as  Mr.  Grant  says,  that 
if  a  thing  has  been  entered  in  the  inventory  at  a  lower  price  than 
it  costs  to  reproduce  it,  the  piice  should  be  marked  up  to  about 
such  cost  of  reproduction,  being  very  careful  to  depreciate  for  any 
possible  obsoleteness,  and  of  coui'se  depreciating  for  wear  and 
tear.  This  latter  does  not  occur  so  much  with  speciiil  as  with 
crdinarj'  tools,  because  they  have  to  be  kept  up  to  do  their  work 
in  the  very  best  manner.  I  should  like  to  hear  the  views  of  mem- 
bers in  regard  to  inventorying  patterns.  Of  course,  jigs  are  not 
as  familiar  to  everybody  as  ordinary  foundry  patterns,  but  every 
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one  who  has  had  anytbiDg  to  do  with  machine-shops  has  dealt 

'^ith  the  latter.     Probably  many  of  you  who  are  machinists  have 

systems  of  valuing  patterns.   They  are  just  as  much  special  tools  as 

^^"6  jigs,  templets,  or  gauges.     They  are,  if  obsolete,  worth  nothing 

©Xcept  for  kindling  wood,  but  if  in  full  use,  they  are  of  great  value 

^to  conducting  a  machine-shop  and  foundry,  if  we  judge  value  of 

Articles  positively  needed  by  cost  of  reproduction.     I  think  it 

^'^ould  be  of  interest  to  us  all  if  we  could  hear  the  experience  of 

^tke  different  members  as  to  how  they  value  their  foundry  patterns. 

The  Chairman, — It  will  contribute  very  much  to  the  value  of 

fa  is  discussion  if  any  of  the  members  wilj  state  what  their  prac- 

ioe  has  been,  and  the  practice  of  any  establishment  they  know  of 

- — we  would  be  glad  to  know  the  simple  fact  of  what  really  has 

>^en  adopted  by  them  in  the  valuing  of  special  tools. 

J/>.  T.  li.  Almond, — ^I  would  say  that  I  have  considered  many 
►f  the  special  tools  which  I  have  in  use  for  my  purposes  as  being 
c^ally  of  more  value  after  the  first  year's  use  than  they  were  during 
lie  first  year.    I  find  that  by  careful  treatment  the  tools  improve  in 
aliie.     Of  course,  this  is  in  relation  to  what  they  are  for.     If  they 
tre  for  verv  fine  work,  where  the  half -thousandth  of  an  inch  or  a 
luarter  of  a  thousandth  of  an  inch  comes  in,  then  the  tools,  many 
^f  them,  will  undoubtedly  increase  in  T^lue.     They  have  to  be,  as 
we  say  in  the  shop,  tinkered  with  or  humored  until  we  get  them 
Luto  a  correct  condition  for  the  purpose.     If  the  tools  are  de- 
stroyed, you  have^to  reproduce  them  again  ;  you  have  to  exercise 
an  amount  of  ingenuity  in  reproducing  tbem.     In  many  instances 
you  have  to  invent  them  over  again.     It  would  seem  to  me  that 
the  matter  of  invention  should  be  considered  in  connection  with 
the  subject  somewhat.     It  is  not  a  matter  of  simply  destroying  a 
tool,  and  being  able  to  reproduce  it  again.     We  have  no  means  of 
doing  it  in  many  instances.     Of  course,  I  am  speaking  mainly  with 
regard  to  the  small  tools  which  are  so  common  in  the  production 
of  fine  work,  and,  as  Mr.  Grant  says,  I  think  the  value  increases 
in  many  instances  instead  of  decreasing — I  do  not  mean  for  a  con- 
tinuous period,  say  ten  or  fifteen  years,  but  during  the  first  three 
or  four  years  of  their  life. 

Mr,  J.  W,  Cole. — Speaking  of  twenty  per  cent,  reduction  per 

annum,  some  of  us  may  get  the  idea  that  the  value  will  be  wiped 

out  in  five  years;  whereas,  if  one  looks  at  it,  he  will  find,  as  Mr. 

Grant  stated,  that  the  depreciation  is  on  a  decreased  value  ;  it 

runs  on  your  inventory  for  years. 
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Tfie  Chairman, — And  will  never  disappear  entirely. 

Mr,  Cole, — No,  sir ;  not  entirely. 

Mr.  A.  C  Walworth, — I  would  say  in  regard  to  the  practice  i 
the  establishment  with  which  I  am  connected,  that  it  is  our  cus- 
tom to  charge  oflf  on  standard  tools,  ten  per  cent,  a  year;  oa- 
special  tools,  twenty  per  cent.     Our  wooden  patterns  we  charge 
to  expense.     I  think  we  call  all  our  woodea  patterns,  varying  from, 
one  to  twenty  years  old,  worth  five  thousand  dollars,  and  they 
have  stood  at  that  on  the  books  during  that  time,  although  every 
year  we  are  adding  to  them,  and  we  have  a  great  many  more  tlian  we 
had  then.     Still,  they  are  such  a  changeable,  perishable  property 
that  we  think  the  safest  way  is  to  charge  the  new  ones  to  the  ex- 
pense of  running  the  business,  because  if  you  close  your  business 
out,  your  wooden  patterns  will  realize  very  little  money.     In  re- 
gard to  well-made  brass  patterns  for  molding  machines,  etc.,  the 
case  is  a  little  different.     We  consider  them  as  we  do  tools,  and 
charge  off  ten  per  cent,  a  year.     I  think  that  we  have  been  rather 
conservative  in  that  way,  and  have  kept  on  the  safe  side. 

Mr.  Grant, — I  would  like  to  ask  Mr.  Smith  in  case  there  is  a 
slight  change  in  any  part  of  the  machine  that  requires  a  new  jig, 
what  would  he  do  ?  Would  he  wipe  that  jig  out  entirely  and  put 
the  entire  cost  of  the  new  jig  in  as  stock  ? 

Mr,  Smith. — Yes,  sir;  I  would  wipe  out  the  other  jig  at  a  cent 
a  pound,  and  charge  the  new  one  at  what  it  cost,  or  less.  You 
have  the  experience,  ani  probably  the  drawing  of  it,  and  all  that, 
and  perhaps  you  can  make  a  duplicate  one  quicker;  so  I  would 
always  put  each  necessary  jig  at  the  cost  of  reproducing  it  in 
its  present  condition,  and  thoroughly  wipe  out  the  other  one. 
When  obsoleteness  comes,  you  must  cut  such  tools  right  down  as 
quick  as  you  can,  or  else  you  will  get  caught. 
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CAPITA  us  NEED  FOR  HIGH-PRICED  LABOR. 

BT  W.  B.  PABTBIIMIB,  MEW  YORK. 

(Member  of  the  Society.) 

The  labor  troubles  of  employers,  both  in  England  and  America, 
are  largely  due  to  a  wrong  theory  in  regard  to  wages.  This 
theory  is  so  deeply  rooted  in  the  minds  of  both  the  laborer  and  the 
capitalist,  that  it  has  passed  unquestioned  from  the  early  days  of 
manufacturing  to  the  present.  Stated  in  its  simplest  form,  it  is 
this:  The  less  the  price  paid  for  labor,  the  less  will  the  product 
cost.  Consequently  the  manufacturer,  when  he  wishes  to  lessen 
the  cost  of  goods,  first  considers  the  question  of  a  reduction  of 
M'ages.  This  is  an  obvious  method,  within  the  comprehension  of 
any  one.  It  calls  for  no  investigation  of  methods  and  involves  no 
intricate  estimating. 

Among  the  mechanical  trades  it  is  a  pretty  generally  recognized 
fact  that  the  easy  way,  and  that  into  which  the  apprentice  generally 
tails,  is  always  a  wrong  way.  In  the  case  of  wages,  no  exception  is 
found  to  the  rule.  A  present  reduction  in  wages  may  for  the  time 
reduce  the  cost  of  the  product,  whatever  it  is,  but  the  reaction  is 
bad.  The  Old  World  stands  to-day  distanced  by  America,  and  ex- 
ceedingly anxious,  because  wage-reduction  has  been  pushed  a  little 
beyond  the  point  where  starvation  begins.  In  spite  of  having 
thus  carried  the  principle  to  the  extreme,  America  faces  her  and 
produces  in  many  lines,  for  less  money  and  of  better  quality.  The 
reason  is  that  here  we  have,  to  some  extent,  been  forced  to  adopt 
the  true  theorj-  of  work  and  wages.  Our  present  labor  troubles 
lari^elv  come  from  the  introduction  of  Old-World  ideas  and  Old- 
World  methods.  The  very  existence  of  the  trade  union  depends  on 
the  wide-spread  belief  that  cheap  labor  makes  cheap  products. 

The  truth  in  this  case  happens  to  be  at  precisely  the  opposite 
pole.     The  correct  theor}^  is,  that  high-priced  labor  makes  a  cheap 
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product.  Tlie  raannfacturer  or  employer  who  carefully  considers 
the  ultimate  Bucce68  of  his  undertaking  must  study  how  he  may  in.  - 
crease  the  individual  earnings  of  those  whom  he  employs.  H^ 
must  seek  for  the  highest-priced  labor  as  giving  him  the  best  t^^ 
turns  for  his  expenditure.  His  problem  is  to  adopt  a  systei^K 
which  shall  utilize  skill  and  intelligence.  These  are  imperativ  * 
and  universal  laws,  and  appl}'  to  all  branches  of  busines% 

That  high'i>riced  wages  make  cheap  goods  seems  a  paradox  t:.  * 
many  who  have  only  considered  the  other  side.  The  qucstio  "a 
naturally  arises,  Is  this  possible?  Has  such  a  thing  ever  happened^ 
and  can  it  happen  again  ?  The  answer  is.  Yes.  England  has  foi: 
many  years  held  markets  on  tlie  continent  of  Europe,  in  the  facjes 
of  the  fact  that  wages  were  much  higher  in  England.  From  Eng"- 
land,  cottons  are  sent  to  India  and  China  in  spite  of  the  cheap 
labor  of  the  latter  countries. 

The  view  usually  taken  is  that  machinery  enables  the  English 
to  manufacture  so  cheaply  as  to  enable  them  to  compete  with  the 
cheap  labor  of  China.  In  one  sense  this  is  a  mistake.  Before  the 
cheap  labor  can  run  the  machines,  it  must  be  educated  and  drilled. 
It  must  become  skilled  to  such  an  extent  as  no  longer  to  deserve 
the  title  of  cheap.  Skilled  labor  must  be  exported  to  China  to 
superintend,  if  successful  cotton  factories  are  to  be  erected  in  that 
countr}'. 

Some  years  since,  a  manufacturer  of  presses  for  making  articles 
from  sheet  metal  advertised  his  machines  abroad,  and,  basing  his 
statements  on  what  was  habitually  done  in  America,  said  thev 
would  run  120  strokes  per  minute.  Foreign  purchasei'B  com- 
])lained.  They  could  not  make  half  so  many  articles  in  a  given 
time  as  ho  had  promised.  Visiting  the  shops  in  person,  he  found 
no  difficulty  in  feeding  the  blanks  to  the  press  for  minute  after 
minute  at  the  guaranteed  rate,  but  he  discovered  that  the  cheap 
workmen  whom  the}'  employed  could  not  keep  up  the  American 
rate.  After  that,  the  guaranties  advertised  abroad  were  only  half 
as  large  as  the  capacity  of  his  machines  in  America,  Similar  casee 
are  within  the  knowledge  of*cvery  manufacturer  of  machinery  who 
has  an  export  trade. 

The  use  of  machinery  presents  the  greatest  advantages  in  those 
countries  where  general  intelligence  is  greatest  and  skill  is  most 
common,  and  where,  in  conse(j[uence,  labor  is  most  highly  paid,  and 
in  countries  where  labor  is  cheapest,  niachinery  cannot  be  run 
by  the  natives.     Not  long  since,  an  American  engineer  in  Busaiay 
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who  had  been  superintending  the  erection  of  machinery  for  making 
oil  cans,  wandering  about  Batoum,  saw  at  a  distance  a  liundred  or 
more  camels  receiving  loads  of  a. peculiar  form,  and  all  alike.  Ap- 
proaching, he  found  a  caravan  about  to  start  for  Persia,  and  the  loads 
were  Sin^rer  sewinor-machines — two  to  each  animal.  Skilled  and 
high-priced  labor  alone  has  made  a  sewing-machine  possible  that  can 
be  shipped  half  way  around  the  globe  and  transported  a  thousand 
miles  upon  camels  to  a  land  of  low  wages.  Without  such  labor  the 
machinery  for  its  manufacture  could  neither  be  built  nor  oper- 
ated. Could  skilled  labor  be  obtained,  capital  would  soon  erect 
in  Asia  the  necessary  machinery,  and  save  the  cost  of  transporta- 
tion. 

From  general  cases  it  is  well  to  turn  to  those  which  are  more 
particular,  in  order  to  demonstrate  the  advantage  and  imperative 
necessit}-  of  seeking  to  increase  the  earnings  of  labor.  Some  years 
since,  an  industry  was  started  in  the  eastern  part  of  the  country, 
which  grew  to  considerabl*)  proportions.  The  distance  from  con- 
sumers, cost  of  transporting  bulky  articles,  and  high  wages,  led  to  a 
transference  of  the  factory  to  Boston.     It  was  then  concluded  that 

4. 

the  cheaper  labor  obtainable  in  New  York  and  its  advantages  as 
a  business  center  would  pay  for  another  removal.  The  factory  was 
then  brought  to  New  York.  It  was  found,  however,  that  both 
changes  were  for  the  worse.  Fine  materials,  like  ornamented 
paper,  silk,  satin,  scrap-pictures,  etc.,  were  employed,  and  the  waste 
of  these  in  cheap  hands  was  so  great  that,  in  spite  of  higher  wages, 
long  freightage,  and  cold,  long  winters,  it  was  cheaper  and  best  to 
remove  the  factory  for  the  third  time,  to  the  village  in  Maine 
where  it  started. 

An  example  of  the  inevitable  evils  of  seeking  cheap  workmen 
happened  a  few  years  ago  in  a  shoe  shop  in  the  western  portion  of 
the  State.  At  the  regular  price  for  piece-work  exceedingly  good 
wages  were  made  b}'  the  smarter  girls  in  the  factory:  $25  and 
even  $30  per  week  were  paid  to  single  operatives.  A  large 
number  of  girls  were  employed,  some  able  to  earn  these  wages, 
while  the  rank  and  file  averaged  at  the  time  about  $8.  Cut 
after  cut  was  made  in  the  wages,  because  the  em))loyers  thought  that 
no  girl  ought  to  earn  more  tlian  SlO  per  week.  The  result  was 
hardly  wliat  was  expected.  The  capable  women  whom  they  hoped 
to  cut  down  to  $10  left  them.  Only  the  poorer  operators  remained, 
tlie  best  of  whom  could  cam  only  $5  or  $G  per  week.  The  pro- 
ductivenci-sof  the  plant  had  been  cut  down  in  about  the  same  ratio 


272  capital's  need  for  high-priced  labor, 

as  the  cut  in  wages,  and  the  most  expert  and  valnable  laborers 
were  forced  to  leave,  and  quality  suffered  as  well  as  quantity.  The 
profitableness  of  such  an  operation  is  certainly  questionable.  In 
contrast  to  this  is  the  testimony  of  one  of  our  shrewdest  and  most 
intelligent  Eastern  manufacturers,  that  within  fifteen  years,  in  sev- 
eral departments  of  his  establishment,  systems  have  been  in  opera- 
tion which  liave  reduced  '*  the  labor  cost  on  certain  products  with- 
out encroaching  upon  the  earnings  of  the  men  employed."  In 
this  establisliment  records  are  kept  with  great  care  and  system,  and 
the  accuracy  of  the  statement  is  beyond  a  doubt. 

It  is  a  fact,  known  and  recognized  for  years,  tliat  in  certain  lines 
of  metal  work,  goods  were  most  cheaply  produced  in  parts  of  New 
England  where  the  earnings  of  the  men  and  wages  in  general  were 
the  hisrhest,  and  the  same  goods  were  most  expensive  to  make  in  parts 
of  the  West  where  the  daily  earnings  were  only  a  third  as  large. 
The  facilities  were  equal.  A  manufacturer,  in  speaking  of  this, 
said,  ''  My  men  are  respectable  citizens  and  property  owners,  with 
children  who  will  go  through  the  high  school,  and  perhaps  through 
colle<re."  He  characterized  those  of  another  section  as  but  one 
remove  from  the  day  laborer,  and  of  no  account  socially. 

The  workman  who  earns  large  wages  is  valuable  to  his  employer, 
because  he  returns  a  large  product  for  a  given  outlay.  Such  a 
sale  of  labor  is  in  one  sense  a  wholesale  transaction.  When  two 
men  sell  a  dollar's  worth  of  labor,  the  buyer  rarely  expects  more 
than  90  per  cent,  return,  while  if  one  man  performs  the  work, 
something  over  100  per  cent,  would  not  be  miusual.  When  the 
earnings  are  large  in  proportion  to  the  number  of  workers,  the 
value  of  the  plant,  as  well  as  of  the  product,  is  increased.  Cases  are 
on  record  where  an  increase  of  the  earning  power  of  the  men  has 
been  equivalent  to  an  increase  in  the  capacit}^  of  an  establishment. 
Men  who  earn  large  wages  become  property  holders ;  they  are  re- 
spected citizens,  conservative,  self-respecting,  intelligent,  and  tem- 
perate. Their  children  do  not  grow  up  to  swell  the  crimina! 
classes.  Such  citizens  are  a  valuable  purchasing  power  in  the 
land  ;  their  prosperity  is  of  a  stable  character.  Men  of  tliis  class 
have  no  labor  troubles ;  they  have  too  much  at  stake  and  are  too 
well  assured  of  the  necessity  of  continued  work,  and  too  successful 
in  it,  to  take  part  in  strikes. 

Manufacturing  can  only  be  prosperous  through  long  periods  in 
large,  thrifty  communities,  where  the  average  income  of  the  masses 
is  high,  and  where  wealth  is  widely  distributed  ;  under  such  con- 
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ditions,  consTimption  is  enormous.  The  tax  imposed  by  poverty 
rs  lightly,  because  there  is  no  poor  class — no  pauper  labor. 
It  must  not  be  understood  that  the  suggestion  of  high  wages 
eans  that  the  manufacturer  or  employer  should  aft  6nce  make  an 
vance  in  the  wages  paid,  or  increase  the  price  of  piece-work. 
Such  a  course  is  disastrous  alike  to  employer  and  men.  Advanc- 
ing prices  without  a  corresponding  advance  in  earning  power,  re- 
8nlts  ultimately  in  a  permanent  decline  in  earnings.  This  is  a 
rule  which  appears  to  have  had  no  exceptions  in  this  country.  It 
18  a  result  greatly  to  be  feared. 

In  Great  Britain  a  strange  thing  has  happened,  which  may  be  in- 
terpreted in  many  ways.     As  the  price  of  wages  in  the  great  iron- 
producing  establishments  has  been  reduced,  so  has  England  begun 
to  feel  Belgian  and  German  competition.     This  has  often  been 
looked  upon  as  a  case  of  cheap  labor  against  that  which  is.higher 
priced.     Others  take  the  ground  that  it  is  the  irrepressible  conflict 
fcetween  machinery  and  man ;  in  which  they  say  that  man  must 
Vye  ground  to  powder  if  machinery  is  tolerated.     Examine  the  case 
^little  further,  and  it  will  be  found  that  it  has  been  a  contest  of 
•machinery  alone.     In  such  a  contest,  the  latest  comers,  and  those 
liaving  the  most  capital,  are  always  winners.     Belgium  and  Ger- 
many had  only  to  construct  superior  plants,  and  employ  as  much  or 
»3iore  capital,  and  they  could  command  the  markets  of  the  world, 
t^he  natural  facilities  being  nearly  similar.     The  only  reply  to  this 
attack  was  to  reduce  wages  and  increase  and  improve  the  machin- 
ery.   But  the  Belgians  could  reduce  wages  even  more  easily  than 
t.he  English,  and  the  improved  machines  of  one  country  could  be 
duplicated  by  the  other  within  a  year  or  two. 

Had  the  English  iron-masters  turned  their  attention  to  the  ira- 
I»ovement  of  their  labor  as  well  as  their  machines ;  had  they  made 
^ne  Englishman  in  their  iron  works  as  good  as  three  Belgians, 
^mpetition  would  have  been  extinguidied.  They  had  not  learned 
*  lesson  which  the  ship  owners  of  the  last  generation  could  have 
^aght  them  ;  that  one  English  or  American  sailor  was  worth  two 
<>f  any  other  nationality,  and  English  and  American  ships,  though 
Paying  high  wages,  cost  less  to  handle  than  those  of  other  nations. 
Ahey  habitually  sailed  with  fewer  men  and  with  greater  safety  and 
^ore  profit.  Labor  of  a  high  class  cannot  be  exported  ;  it  is  not 
^ttplicatod  by  capitalists  of  a  foreign  country,  and  it  is  exempt  from 
'^nipetition  of  machinery  or  men. 
The  general  problem  which  the  employer  of  the  present  day  in 
18 
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this  country  must  solve  is  a  simple  one  in  its  general  form.  It  is 
to  increase  the  earning  powers  of  his  men  from  year  to  year,  and 
to  do  it  in  such  a  way  that  the  men  not  only  earn  more,  but  are 
more  profitable  to  him.  Though  simple  as  a  general  statement,  it 
becomes  complex  when  applied  to  individual  industries.  The 
method  which  has  been  employed  in  a  single  instance  will  serve  as 
an  illustration  of  how  the  problem  may  be  attacked  in  relation 
to  piece-work.  In  a  large  establishment  in  Pennsylvania,  embrac- 
ing a  great  variety  of  ti-ades,  piece-work  is  almost  the  rule.  When 
a  man  devises  any  method  by  which  a  saving  of  time,  labor,  or 
material  is  effected,  he  calls  for  a  trial  of  the  improvement. 
When  it  is  found  successful,  a  new  schedule  for  that  class  of  work 
is  made  and  the  price  is  reduced,  but  the  men  get  one-half  of  the 
gain  and  the  establishment  the  other  half.  Cost  of  production  has 
been  reduced  and  the  earnings  of  the  men  increased.  This  stimu- 
lates every  man  to  study  processes  and  machinery.  Every  motion 
is  criticised ;  the  operation  of  every  machine  watched  with  the 
utmost  care  by  intelligent  and  interested  eyes.  Ambition  is  at 
M'ork,  there  is  an  incentive  for  men  of  skill  to  stay,  because  they 
feel  assured  that  there  is  an  ultimate  market  for  what  they  have  to 
sell.  Every  man  is  as  interested  in  cutting  down  the  price  of 
piece-work  as  the  proprietor  himself.  Under  this  system  no  limit 
is  placed  on  the  sum  a  man  may  earn  by  piece-work.  The  higher 
the  wages  the  more  profitable  is  the  plant. 

When  improvements  in  processes  are  designed  in  the  office  or  by 
the  heads  of  departments — that  is,  when  they  may  be  said  to  origi- 
nate with  the  proprietor — the  establishment  takes  two-thirds  of  the 
saving  effected,  and  the  men  one-third.  It  must  be  understood  that 
such  tools,  appliances,  or  alterations  in  tools  as  may  be  needed  to 
introduce  improvements,  are  made  by  the  works,  for  the  men  ;  hence 
a  man  when  he  has  designed  an  improved  method  of  doing  his  work 
is  not  at  any  expense  in  demonstrating  or  introducing  it.  How 
profitable  this  system  has  proved  for  the  works  can  be  judged  from 
the  fact  that  a  few  years  ago  the  labor  on  one  article  cost  $6,  and 
18  months  ago  the  same  thing,  in  an  improved  form,  M'as  being 
turned  out  .for  $2.50.  The  men  at  the  latter  price  were  earning 
higher  wages  than  before.  This  method  is  capable  of  being 
applied  in  many  lines  of  business.  In  some  it  has  a  w*ider  range 
than  in  others,  but  it  is  profitable  in  all. 

The  underlying  principle,  however,  is  applicable  in  every  line  of 
business,  and  the  employer  will  find  it  profitable  to  enlist  upon  his 
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own  side,  and  virtually  take  into  partnership  with  him,  the  hope, 
Ambition,  and  self-interest  of  liis  men. 

DISCUSSION. 

Mr,  Wm,  E,   Partridge, — (In  opening  the  debate,  and  in  the 
formal   presentation  of  his  paper  to   the   meeting.)     More  than 
3ne  hundred  yeai*s    ago    France  found   herself  in    a  condition 
^ot  unlike   that   which  is   prevailing  to-day.      The   community 
sv^as  separated  by  a  greater  extreme  perhaps  than  at  the  present 
-ime.      The  nobles  and   the  king  were    France.       The  people 
w^ere  animals,  of  which  a  noble  lady  said  "  it  is  doubtful  whether 
they  have  souls."     The  feudal  system  had  thrown  the  money  into 
tlie  hands  of  the  nobles;  the  people  had  nothing,  and  were,  per- 
baps,  infinitely  worse  off  than  the  poorest  of  our  laboring  classes  at 
tlie  present  time.     A  preacher  arose — in  fact,  many  of  them — and 
preached  just  such  a  crusade  as  we  are  hearing  to-day,  and  the  re- 
sult was  1798.     It  is  a  question  which  has  great  interest  to  us 
'whether  1898  will  mark  a  period  of  equally  disastrous  uprising 
^ith  us.     Certainly  there  are  some  things  in  the  history  of  labor 
and  capital  which  make  it  seem  almost  probable.     Then  the  king 
said,  "  I  am  the  State  ;  "  and  the  nobles  said,  "  After  us-  the  del- 
tige;"  and  after  them  the  deluge  came,  and  it  was  by  no  means  a 
pleasant  one.     To-day,  in  the  eyes  of  labor,  capital  is  in  a  position 
not  dissimilar,  but  the  facts  are  that  capital  has  robbed  labor  of 
nothing.     The  workingman  cannot  say  that  in  this  country  any- 
thing has  been  taken  from  him  by  the  wealtliy  class  as  a  body, 
^     He  has  no  right  to  ask  anything  of  capital  and  of  brains,  for  brains 
Jind  capital  must  be  classed  together  to-night  in  this  discussion. 
Ve  then  come  to  a  question  written  in  our  oldest  book — "  Am  I 
Day  brother's  keeper  ? "     No,  perhaps  not ;  perhaps  not  in  a  busi- 
ness sense.     Strict  morality  will  not  ask  you  to  take  your  property 
J^d  give  it  to  some  one  else  ;  but  the  sharp  business  foresight  says, 
in  the  light  of  what  may  happen,  "It  will  be  very  much  better  for 
ns  to  do  something  more  than  our  duty."     The  laborer  to-day  in 
masses  is  not  capable  of  thinking  for  himself.     If  he  was,  he  would 
not  be  a  day  laborer.     If  he  could  do  the  planning  necessary  to 
organize  a  great  railroad  system,  and  bring  it  from  bankruptcy  up 
to  six  per  cent,  on  watered  stock  of  double  its  oi'iginal  value,  he 
^ould  not  be  working  for  you  for  a  dollar  and  a  quarter  per  day. 
If  your  raan  at  the  machine  tool  was  capable  of  inventing  quickly, 
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habitually,  and  well,  he  would  be  getting  his  $3,000,  $6,000,  and 
$7,000  a  year,  instead  of  $18,  $20,  or  $25  a  week.  It  is  the  old 
story  of  McCullough's  asking  the  "  snpe  "  why  he  coold  not  an- 
nounce "My  Lord,  the  King!"  "Can't  you  do  it  as  I  do?" 
"  Naw ;  if  I  could,  I  wouldn't  be  a  '  supe '  on  six  dollars  a  week." 
Now,  the  capitalist  and  the  thinker  must  take  these  men  into  part- 
nership M'ith  them  as  a  matter  of  safety — not  partnership  in  a  busi- 
ness sense,  but  a  partnership  in  a  humanitarian  sense.  Instead  of 
devoting  just  100  per  cent,  of  your  business  time  to  making  yoor 
own  money,  you  must  give  him  a  portion  of  the  time,  and  attempt 
to  make  his  condition  better  for  him.  The  business  man  can  do 
wonders  for  his  men.  I  have  attempted  to  show,  in  the  preceding 
paper,  that  greater  earning  power  is  as  valuable  to  capital  as  it  is 
to  labor.  There  is  not  a  man  I  think  here  who  has  had  charge  of 
a  shop  who  cannot  give,  chapter  and  verse,  that  the  greater  the 
earnings  the  more  valuable  is  the  stock  ;  it  increases  the  value  of 
your  plant — of  your  factories.  But  I  need  not  tell  this;  you  know 
all  about  it.  But  there  is  one  thing  that  you  will  have  to  do  for 
your  men,  and  that  is  to  think  for  them  in  ways  which  will  enable 
them  to  earn  more.  In  other  words,  it  may  be  necessary  here  and 
there  to  follow  the  style  of  some  of  the  French  co-operative  estab- 
lishments. Nominally  co-operative,  they  are  really  establishments 
where  the  owner  has  taken  his  work  people  into  a  participation  of 
the  profits  of  the  business,  and  enabled  their  earnings  to  be  greater 
than  they  possibly  could  be  had  he  stopped  his  thought  al>out  and 
planning  for  them  when  the  six  o'clock  whistle  blew. 

Mr,  John  T.  Hawkins. — In  a  brief  discussion  of  this  paper,  I 
desire,  principally,  to  emphasize  the  position  taken  by  Mr.  Part- 
ridge ;  and,  by  extending  into  slightly  other  channels  the  applica- 
tion of  the  aphorism  given  in  his  first  paragraph,  to  add  to  the 
much-mooted  labor  questions  of  the  day  something  which  may  pos- 
sibly be  of  advantage  to  the  earnest  men  throughout  the  country 
who  are  now  discussing  the  present  or  late  disturbed  and  unsatis- 
factory relations  of  the  employer  and  employee. 

There  is  little,  if  any  doubt,  that  to-day  the  average  employer, 
to  a  great  extent  at  least,  accepts  the  mistaken  axiom :  "The  less 
the  price  paid  for  labor,  the  less  will  the  product  cost ;"  and  it  will 
probably  be  more  emphatically  and  universally  accepted  by  the 
averai^e  mechanic  or  laborer.  I  do  not  think,  however,  so  far  as 
the  employee  sees  it,  that  "  among  mechanical  trades  it  is  a  pretty 
generally  recognized  fact  that  the  easy  way  is  always  the  wrong 
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"way,"  if  applied  to  the  actual  energy  displayed  by  the  average 

'Workman  in  a  given  time ;  and  it  is  the  grand  and  constant  error 

of  his  life  that  the  laborer  does  not  recognize  this  truth  ;  and  that 

lie  does  not,  goes  without  saying  with  every  one  who  has  had  any 

extended  experience  as  an  employer. 

The  two  principal  factors,  in  the  present  strained  relation  be- 
tween employer  and  employed,  are,  I  think  :  First,  that  the  former 
assumes  the  right  to  get  the  greatest  number  of  hours  of  labor  out 
of  the  employee  for  the  least  possible  wages,  disregarding,  in  a  large 
measure,  that  the  dissatisfied  laborer,  working  a  given  number  of 
bours,  18  vastly  less  efficient  than  he  who  is  satisfied  with  his  lot 
and  will  do  a  fair  hour's  work  in  every  hour ;  second  (and  by  far 
the  most  formidable  factor),  that  the  latter  considers  it  to  be  his 
bounden  duty  to  do  the  least  possible  in  the  hours  he  has  agreed  to 
work.     There  is  more  excuse  for  the  laborer  than  the  employer, 
perhaps,  because  in  the  main  he  is  naturally  not  so  situated  as  to 
heeotne  so  well  informed  on  social  economics  as  his  employer,  and 
18  biased  by  all  such  imaginings  as  that,  if  he  does  too  much,  he 
will  be  keeping  some  other  fellow  out  of  a  job ;   or  that,  if  hie 
makes  a  given  labor-saving  tool  produce  all  that  it  is  capable  of 
doing  or  intended  to  do,  he  will  be  adding  to  the  already  untold 
wealth  of  the  employer,  without  anything  accruing  to  him  for  the 
extra  exertion.     "  What  difference  will  it  make  to  me,"  he  reasons, 
"if  I  make  this  machine  bore  ten  of  these  wheels  a  day,  where 
I  have  been  doing  only  five  ?     It  will  only  be  more  money  in  his 
pocket,  which  already  has  so  much  more  than  I,  without  adding  one 
cent  more  to  my  wages  at  the  end  of  the  week.     So  the  less  I  do 
the  better  and  easier  for  me." 

I  do  not  pretend  to  say  that  there  are  not  many  employers  who, 
in  a  rather  general  or  perfunctory  way,  approve  of  paying  not  only 
the  most  skillful,  but  the  most  industrious,  somewhat  in  proportion 
to  their  merits ;  but  that  there  is  a  lamentable  lack  of  a  proper  rec- 
ognition of  this  principle,  on  the  part  of  employers,  there  is,  in  my 
opinion,  not  a  doubt.  But  much  as  I  believe  this  fact  tends  to 
the  restlessness  now  reigning  in  the  world  of  labor,  this  is,  by  far, 
the  less  of  the  two  disturbing  factors  indicated  above.  The  one 
undeniable  fact  that  the  average  workman  or  laborer  to-day  con- 
siders it  to  his  gain  that  he  does  the  least  instead  of  the  ujost  he 
cau  do  in  a  given  time,  is  one  of  the  fundamental  causes  of  the 
present  labor  troubles. 
Not  that   I   think   a   workman   should    be   driven    up   to   the 
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capacity  of  liis  thews  and  sinews  or  his  brains  to  perform,  but 
merely  that  a  man  in  such  a  capacity  ouglit  conscientiously  to  do 
all  he  can  reasonably  and  properly  do  in  the  hours  he  is  employed, 
and  exert  himself  in  everyway  to  increase,  rather  than  to  diminisb, 
the  product  of  his  labor.  If  workmen  would  adopt  tin's  principle 
throughout  the  country  for  one  year,  every  man  honorably  striv- 
ing to  outdo  his  fellow,  and  employers  would,  during  the  same 
time,  reward  in  shape  of  higher  pay  to  the  most  skillful  and 
energetic  and  industrious  men,  as  measured  by  the  quality  and 
quantity  of  the  product,  and  advertise  to  the  men  freely  that  this 
course  would  be  followed,  I  believe  that  greater  good  would  come 
to  both  sides  than  can  be  gained  by  a  century  of  trades-unions  on 
one  side  and  manufacturers'  combinations  on  the  other.  I  quote 
from  a  recent  daily  paper  that  "  the  best  kind  of  a  labor  union 
exists  in  the  man  who  combines  in  himself  pluck,  economy,  fore- 
sight, and  common  sense ; "  and  there  might  be  added  energy  and 
indnstry, 

"Our  present  labor  troubles  largely  come,"  says* Mr.  Partridge, 
"from  the  introduction  of  Old-TV orld  ideas  and  Old-World  meth- 
ods.'' There  is  one  Old-World  method,  however,  which  is  not 
adopted,  to  any  extent,  by  American  workmen ;  and  that  is,  that 
it  is  incumbent  upon  a  workman  of  any  kind  to  do  something 
more  than  the  least  possible  in  working  hours.  It  is  notorious 
that  imported  artisans  or  laborers  are  a  great  deal  more  productive 
than  Americans  when  they  first  find  employment  in  this  country; 
but,  unfortunately,  it  is  equally  true  that  after  they  have  become 
Americanized  in  this  particular,  they  outdo  their  exemplars  and 
become  the  most  assiduous  do-nothings  and  agitators  of  how  not 
to  labor. 

The  greatest  want  of  to-day,  as  I  see  it,  in  this  connection,  is 
that  employers  should  counsel  more  with  their  employees,  and  to 
the  effect  of  letting  every  man  understand  that  energy,  industry, 
and  skill — in  other  words,  productiveness — will  meet  its  reward  in 
increased  wages  and  permanence  of  employment,  and  that  the 
reverse  of  this  will  be  similarly  dealt  with.  If  this  state  of 
things  be  once  fully  appreciated  by  workmen,  and  as  thoroughly 
carried  out  by  the  employers,  the  days  of  trades-unions  and  similar 
organizations  as  now  conducted  and  the  antagonisms  they  engender 
would  be  numbered ;  and  generally  the  employer  who  paid  the 
highest  wages  would  be  he  who  got  his  product  tfhe  cheapest.  So 
that  I  most  emphatically  believe  in  "  capital's  need  for  high-priced 
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labor"  as  the  most  efifective  method  of  cheapening  its  product.     It 

is  one  of  the  most  singularly  perverse  attributes  of  the  wage-earner 

that  ho  does  not  realize  tlie  force  of  this  and  wliat  it  means  to 

him,  as  compared  with  the  work  of  trades-unions  and  the  like, 

attempting  to  force  employers  to  pay  more  for  a  given  amount  of 

product.     If  they  would  organize  for  the  purpose  of  instructing 

one  another  how  to  become  the   most  productive   and   how  to 

Command  the  highest  rates  of  pay,  instead  of  getting  the  most  pay 

for  the  least  product,  there  would  be  a  measure  of  good  for  them 

iisuch  organizations  incomparable  with  their  present  objects  and 

ttiethods. 

I  call  to  mind  a  typical  instance,  although,  perhaps,  an  exagge- 
^■^ted  one,  which  illustrates  very  well  this  conviction,  on  tlie  part 
of  the  average  workmen,  that  they  are  morally  obliged,  in  justice 
^o  themselves,  to  produce  the  least  possible  in  a  given  time  when 
'forking  by  the  hour  or  day.     In  a  certain  machinery  establish- 
'^^ent   in   New  York   city,  there   was   required  to  be  made  and 
finished,  as  a  part  of  the  regular  product,  a  large  quantity  of  a 
<^ertaiD  small  part  of  a  printing-machine,  which  was  common  to 
•Nearly  all  kinds  and  varieties  of  these  machines.     The  time  was 
'^'hea  two  men  were  found  necessary  to  be  constantly  employed 
^ipon   finishing  these  articles  in  sufficient  quantity ;  and,  as  the 
business  increased,  a  third  man  became  necessary.     The  proprietors 
had,  for  a  considerable  time,  been  convinced  that  they  were  cost- 
ing too  high  in  wages;    and,  being  of  that  particular  range  of 
character  which  permitted  of  great  skill  being  acquired  by  long 
pftkstice  on  the  part  of  the  men,  and  feeling  that  the  product  of 
^hese  men  ought  to  be  largely  increased  in  this  way,  concluded  the 
trying  of  making  them  upon  the  piece-work  plan,  employing  the 
*Hme  skilled  men  to  do  the  work,  and  to  which  they  readily  assented. 
The  result  was  that,  after  the  first  week,  two  men  were  found  to 
be  easily  equal  to  the  demand,  and  soon  thereafter  one  man  made 
^oo  many,  although  the  demand  was  constantly  increasing ;  and, 
iu  point  of  fact,  increasing  numbers  were  made.     After  about  six 
^^onths,  this  one  man  asked  for  some  other  work  by  the  piece  with 
^hich  to  fill  in  his  time  ;  and  all  without  any  attempt  on  the  part 
of  the  employer^  to  introduce  labor-saving  methods  or  appliances, 
Wt  considerably  due  to  devices  of  the  man  himself,  which  enabled 
V\m  to  produce  more,  and  which,  added  to  his  increased  assiduity, 
k       Wught  about,  the  above  result.      Of  course,  every  reduction   in 
file  number  of  men  employed  upon  this  work  was  attended  with 
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a  comraensurate  reduction  in  the  price  of  the  piece-work,  which 
was  at  iirst  based  upon  the  need  of  three  men  to  produce  the 
Buiiieient  quantity,  and  was  a  clear  saving  to  tlie  employer.  The 
man  ultimately  reserved  to  make  them  by  the  piece  received  from 
fifty  to  seventy-five  per  cent,  more  pay  than  when  working,  or 
rather  idling,  by  the  day.  The  employer  in  him  had  high-priced 
labor,  and  both  were  benefited  by  the  simple  fact  that  the  work- 
man performed  what  he  was  capable  of  doing  easily,  and  used  his 
brains  to  perfect  and  improve  his  methods.^  Tes,  one  of  capitaFs 
greatest  needs  is  higii-priced  labor ;  and  to  this  end  the  employer's 
next  greatest  need  is  systematic  and  comprehensive  effort  on  his 
part  to  create  it  by  encouraging  and  instructing  workmen  and 
laborers  how  to  become  higher-priced  men  than  they  now  are. 

As  another  very  recent  instance  of  the  workman's  purblind 
deterniination  to  be  less  productive,  and  therefore  a  lower  priced 
laborer,  than  he  might  be  if  he  would ;  and  what  will  be  quickly 
recognized  as  quite  a  typical  one  by  any  one  familiar  with  Iho 
interior  working  of  a  machine-shop,  I  quote  from  the  New  York 
Tribune  of  November  29th  last:  '*Elmira,  November  28. — For 
some  time  trouble  has  been  brewing  between  the  employees  and 
the  proprietor  of  Payne's  machine  and  molding  shops,  one  of  the 
largest  concerns  of  the  kind  in  the  city.  The  Paynes  have  deter- 
mined to  run  their  shops  to  suit  themselves,  and  although  the 
principal  number  of  their  employees  have  been  Knights  of  Labor, 
yet  a  number  of  non-union  men  have  been  employed.  The 
macliinists  say  that  about  a  year  ago  they  were  asked  each  to  run 
two  lathes  instead  of  one  for  the  same  pay  as  for  running  one,  that 
the  best  of  them  left  the  shops,  and  that  the  order  proved  a  failure. 
.Yesterday  a  machinist  was  asked  to  run  two  lathes,  but  refused. 
David  Payne  became  angry,  and  believing  that  the  Knights  of 
Labor  were  fomenting  trouble,  discharged  the  entire  force  in  the 
department." 

To  enter  into  any  argument  here  as  to  the  effect  upon  the  labor- 
ing man.  of  the  employment  of  labor-saving  machinery,  would  be 
out  of  place ;  every  one  who  has  given  this  subject  any  considerable 
thought  is  agreed  as  to  that.  But  here  we  have  men  employed 
by  tlie  hour  or  day  to  operate  labor-saving  machines  in  a  way  to 
permit  of  their  saving  the  labor  they  were  designed  to  do.  They 
delii>ei*ately  undertake  to  insure  that  these  machines  shall  produce 
the  least  they  are  capable  of  keeping  them  down  to,  insisting  that 
the  employer  sliall  pay  double  (or  nearly  so)  for  the  product  for 
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-fclieir  machines  that  which  he  should  pay  if  the  workmen  would 
intelligently  and  willingly  apply  themselves  to  making  them  pro- 
duce the  most  that  could  be  gotten  from  them.  They  refuse  to 
&ee  that  if  they  each  willingly  attended  to  the  running  of  two  or 
t;liree  or  ten  of  these  lathes — if  within  their  reasonable  powers 
to  accomplish  the  task^-they  would  so  far  be  increasing  their 
^value  to  their  employer  as  to  make  it  to  his  interest  to  pay  them 
higher  wages;  and  to  intensify  their  obtuseness^  they  also  play  the 
dog  in  the  manger ;  refusing  to  allow  others  to  gain  what  they 
reject. 

To  be  sure,  the  above-quoted  report  says  that  "  the  men  were 
asked  to  run  two  lathes  instead  of  one  for  the  same  pay  as  for 
running  one ; "  but,  while  the  undeniably  correct  principle  is,  that 
every  man  who  could  as  well  run  two  lathes  as  one,  when  paid  by 
the  day  or  hour,  should  consider  it  his  bounden  duty  to  run*  the 
two  without  any  consideration  as  to  the  amount  of  pay  he  should 
I'eceive ;  who  can  doubt  but  that  the  employers  in  question  would 
be  vastly  more  likely  to  increase  the  wages  of  a  man  who  carefully 
t'an  the  two  lathes  than  if  he  mulishly  insisted  upon  sitting  or 
standing  idly  by  his  one  lathe  when  he  might,  without  any  de- 
privation to  himself,  nearl}'  double  the  product  of  his  labor?  Of 
all  the  antagonisms  between  capital  and  labor,  I  believe  the  great- 
est to  be  that  labor  strives  to  give  the  least  equivalent  for  the 
Wages  it  receives,  while  capital  as  persistently,  perhaps,  operates  to 
keep  the  wages  of  labor  at  a  minimum ;  the  employer  being  as 
blind  to  the  fact  that  by  encouraging  his  labor  to  become  high 
priced  he  puts  dollars  in  his  pocket,  as  the  laborer  is  oblivious  to 
his  own  interests  by  refusing  to  earn  all  that  he  is  capable  of. 

Mr.  Wm,  Kent — We  should  be  obliged  to  Mr.  Partridge  for 
having  brought  this  question  up,  and  I  wish  to  comment  on  the 
fact  that  possibly  this  Society  is  about  as  well  qualiiied  to  discuss 
this  labor  question,  in  its  various  phases,  as  any  body  of  men  in 
this  country.     The  labor  question  has  been  gradually  developed  by 
iiewspaper  articles  and  magazine  articles,  in  which  one  man  writes 
^hat  he  has  to  say  at  one  time,  and  at  another  time  another  man 
writes  something  else,  and  the  country  reads  it.     But  when  wo 
nieet,  as  we  do  to-night,  each  man  rubs  his  ideas  against  another's, 
and  probably  better  results  are  reached   than   by  reading   stray 
articles.     I  think  more  is  to  be  gained  in  the  knowledge  of  this 
subject  by  having  a  discussion,  such  as  we  are  likely  to  have  to- 
night, than  in  any  other  way. 
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The  America])  capitalist  and  employer  has  to  employ  high-priced 
labor  because  he  can  get  nothing  else.  He  employs  inventors,  who 
invent  machines  which  take  the  place  of  the  high-priced  skilled 
labor.  lie  j^ays  enormous  wages  sometimes  for  such  inventors — 
ten  thousand  dollars  a  year,  perhaps,  or  more  ;  which  enables  him 
to  dispense  with  a  large  amount  of  highly-paid  labor,  and  so  to 
reduce  tlie  labor  cost.  After  the  works  are  fully  established,  and 
the  plant  has  become  a  commercial  success,  the  question  arises^ 
what  shall  we  do  to  obtain  a  foreign  market  ?  If  the  company  is 
rich  enough,  it  goes  over  to  England,  or  to  Scotland,  and  duplicates 
its  American  factory  there,  and  turns  out  its  machines  much  more 
cheaply  tliei'c.  The  Yale  &  Towne  Lock  Company,  I  have  no 
doubt,  could  to-day  duplicate  their  plant  in  England,  and  turn  out 
locks  cheaper  than  they  can  in  America.  By  taking  over  to  Eng- 
land the  machines  with  which  they  make  locks,  and  operating 
them  there  with  lower  priced  labor,  they  could  make  locks  cheaper. 

lam  in  full  sympathy  with  the  apparent  object  of  Mr.  Partridge's 
paper.  It  is  certainl}'  commendable  from  the  stand-point  of  the 
philanthropist,  and  many  of  its  statements  are  consistent  with 
sound  political  economy.  That  "  the  workman  who  earns  large 
wages  is  valuable  to  his  employer,  because  he  returns  a  large 
product  for  a  given  outlay,"  is  true  in  a  great  number  of  instances, 
and  the  cost  of  production  in  many  industries  might  be  reduced  if 
this  truth  were  more  genemlly  appreciated.  Capital  is  nndonbtedly 
in  need  of  high-priced  labor.  The  market  is  always  overstocked 
with  low-priced  labor.  In  mechanical  pursuits,  for  instance,  there 
is  rarely  any  difficulty  in  getting  workmen  at  from  two  to  three 
dollars  per  daj^,  who  may  or  may  not  be  worth  what  they  ask,  but 
a  five-dollar-a-day  man,  who  earns  his  wages,  is  harder  to  find,  and 
a  ten-doUar-a-day  man  is  always  scarce. 

Agreeing  thus  far  with  Mr.  Partridge,  I  regret  that  much  of  his 
argument  assumes  a  rather  paradoxical  form,  and  that  his  fancy 
for  a  paradox  leads  him  to  make  assertions  which,  if  trne  at  all,  are 
true  only  to  a  limited  extent,  or  in  a  limited  number  of  special 
instances,  and  not  generally. 

He  states  broadly  that  it  is  a  wrong  theory  that  "  the  leas  the 
price  paid  for  labor,  the  less  will  the  product  cost,"  and  that  the 
correct  theory  is  that  "  high-priced  labor  makes  a  cheap  product." 
It  is  difficult  to  frame  any  argument  to  meet  this  style  of  assertion, 
almost  as  much  as  it  would  bo  to  combat  the  statement  of  a  learned 
mathematician,  that  it  is  a  wrong  theory  that  two  and  two  make 
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four,  and  the  correct  theory  is  that  two  and  two  make  five.  The 
problem  is  simply  one  of  arithmetic.  The  cost  of  a  manufactured 
product  is  made  up  of  rent,  including  royalty,  interest  on  capital, 
wear  and  depreciation  of  plant,  insurance,  taxes,  and  the  wages  of 
laBbr,  including  the  labor  of  superintendence.  Thus  the  costfof  a 
steel  rail  is  made  up  of  the  royalty  on  the  ore,  the  coal  and  the 
other  raw  materials,  as  they  are  found  in  the  earth,  or  the  interest 
and  depreciation  of  value  of  the  land  which  contains  them,  the 
wear  and  tear,  depreciation,  insurance,  and  taxes  on  all  the  plant 
involved  in  the  manufacture,  including  the  mining,  the  transpor- 
tation, and  the  manufacturing  plant  proper,  and  the  labor  of  min- 
ing, transporting,  and  manufacturing.  This  labor  costs  by  far  the 
largest  percentage  of  all  the  items  of  cost.  It  is  a  simple  matter 
of  arithmetic,  then,  that  if  the  cost  of  labor  is  diminished,  the  total 
cost  is  diminished. 

"The  manufacturer,  when  he  wishes  to  lessen  the  cost  of  goods, 
first  considers  the  question   of  a  reduction  of  wages."     If  this 
means  the  daily  wages  of  the  individual  employee,  it  is  very  far 
from  true  in   this  year  1886.     It  may  have  been  true  in  former 
years,  but  this  year,  when  every  manufacturer  is  endeavoring  to 
reduce  the  cost  of  his  product,  a  reduction  in  daily  wages  is  about 
the  last  thing  he  thinks  of,  for  such  reduction,  in  the  iUce  of  strij^es 
of  all  sorts  for  advance  in  wages,  for  reduction  of  hours,  and  for 
control  by  the  employees  of  the  workshops,  is  a  practical  impossi- 
bility.    He  is  glad  if  he  can  consider  the  rate  of  daily  wages  a  fixed 
quantity,  and  his  effort  to  reduce  cost  takes  far  different  forms. 
He  so  organizes  his  factory  that  the  high-priced  man  is  kept  on 
work  requiring   intelligenctv  that  the   average  man   is  kept  on 
average  work,  and  that  the  machines  which  such  average  man  tends 
are  kept  in  good  running  order  and  speeded  up  to  their  maximum 
capacity;  that  machines  which  merely  require  feeding,  and   but 
little  or  no  skill,  arc  manned  by  low-priced  workmen  or  by  boys; 
that  whenever  possible,  the  low-priced  workmen  and  the  boys  are 
both  displaced  by  the  substitution  of  machines  which  feed  them- 
selves.    Mr.   Partridge  mentions  a  case,  of  the  press  for  making 
articles  from  sheet  metal,  requiring  high-priced  labor  to  feed  it.     I 
noticed  a  similar  machine  recently  fed  by  a  cheap,  small  boy,  who 
was  not  very  skillful,  and  commented  on  the  high  labor  cost  of  the 
articles  produced.    A  few  days  later  I  saw  the  same  machine  fitted 
with  an  automatic  feed,  and  the  same  boy,  at  the  same  wages,  turn- 
ing out  about  five  times  as  many  of  the  articles  in  the  same  time. 
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Here  it  was  good  economy  to  employ  a  cheap  boy  rather  than  a 
high-priced  man  to  feed  the  machine,  but  it  was  still  better  to  make 
the  machine  feed  itself.  Mr.  Partridge  mentions  the  sevring- 
machine.  If  he  would  investigate  the  question  of  its  manufac- 
ture a  little  closer,  he  would  find  that,  while  it  is  true  that  its  clieap 
production  has  been  rendered  possible  only  by  the  employment  of 
high-priced  labor  to  design  and  perfect  the  machinery  necessary 
for  its  manufacture,  its  cheap  production  now  depends  upon  the 
operation  of  that  machinery  by  low-priced  labor.  The  most  diflB- 
cult  operations,  apparently,  are  those  which  are  done  by  automatic 
machines,  in  which  the  machine  tender  only  inserts  the  blanks  and 
removes  the  finished  pieces.  In  many  instances,  as  in  making  the 
screws,  a  coil  of  wire  enters  at  one  end  of  a  machine,  and  the 
finished  screws  come  out  at  the  other,  without  any  hand  labor  atall. 
Further,  the  time  was  when  the  Singer  Manufacturing  Company  ex- 
ported sewing-machines  from  America  to  all  parts  of  the  world  ;  a 
grand  instance  of  America  distancing  the  world  in  cheapness  of 
production  ;  but  now  the  same  company  has  a  factory  near  Glasgow, 
Scotland,  much  larger  than  the  American,  which  can  turn  out 
sewing-machines  more  cheaply  than  the  American  factory  can, 
simply  because  labor  is  cheaper  there  than  heros  It  has  another 
factory  in  Vienna,  which  makes  machines  still  more  cheaply,  be- 
cause labor  is  cheaper  in  Austria  than  in  Scotland.  Westinghouse, 
Armington  and  Sims,  and  Corliss  engines;  Westinghouse  air- 
brakes; Worthington  and  Blake  pumps;  Babcock  and  Wilcox  and 
Root  l)oilers,  all  of  which  originated  in  America,  are  now  made 
cheaper  in  England  than  they  can  be  made  here — all  because 
labor  there  is  cheaper.  America  has  the  best  blastfurnaces  and 
the  best  iron  and  steel  works  in  the  world,  yet  it  never  has  been 
able  to  make  iron  and  steel  as  cheaply  as  England,  because  labor 
is  cheaper  in  England.  In  the  same  wa}',  England  has  better  iron 
and  steel  works  than  Belgium,  yet  Belgium  frequently  under- 
bids England  in  English  markets,  and  only  because  Belgian  labor 
is  cheaper.  In  1882,  the  lowest  price  paid  to  unskilled  labor,  re- 
cently imported  Poles  and  Bohemians,  in  the  iron  works  of  Pitts- 
burg was  $1.25  per  day.  The  Ibwest  class  in  a  Scotch  steel  works, 
a  more  intelligent  set  by  far  than  those  Poles  and  Bohemians, 
earned  only  62  cents  per  day.  In  a  Belgium  iron  works,  a  similar 
class,  apparently  fully  equal  if  not  superior  to  the  Scotch,  only  got 
thirty  cents  a  day,  and  the  same  price  was  paid  to  women  in  the 
same  works,  who  were  engaged  in  the  work  of  wheeling  coal,  iron, 
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astes,  etc.,  work  which  in  a  good  English  or  American  works 
wonld  be  done  by  a  locomotive.  According  to  Mr.  Partridge's 
til  eery,  the  cost  of  iron  would  be  lowest  in  America,  and  highest  in 
Belgium,  but  the  facts  were  exactly  tRe  reverse. 

Mr.  Partridge, — As  I  have  to  leave  shortly,  I  will  ask  the  chair- 
man to  allow  me  to  say  a  word  or  two,  which  I  might  claim  to  say 
later,  chiefly  in  reply  to  Mr.  Kent,  who  is,  I  believe,  according  to 
the  law  of  "  foreordination  "  or  "  predestination  "  on  the  other  side 
of    any    ordinary   question.      (Laughter   and   applause.)      How- 
ever, friend  Kent  is  on  the  right  side  this  time.      Perhaps  I  am  a 
little  to  blame  for  not  making  it  a  little  more  clear,  that  "  cheap'' 
and  "high-priced,"   as  I  have  used   them,  should  not  mean  the 
amount  of  money,  but  relatively  how  much  you  get  for  your  value. 
Friend  Kent's  figures  all  fit  my  paper,  and  1  would  have  been  very 
glad  to  have  had  them  while  writing  it.     The  chief  question  is  not 
whether   you   pay  $2.50   or   $5  for  what  you  buy,  but  the   per- 
centage of  value  received  for  the  outlay.     If  $3  worth  of  value 
is  obtained    for   $2.50,   or    $7    for  an   expenditure   of    $5,   the 
purchase  is  cheap.     A  twenty-five  cent  article  is  high  if  its  value 
is  but  six  cents.     It  is  the  percentage  of  value  received.     Some 
low-priced  labor  returns  more  money  than  the  high-priced ;   that 
18,  the  large  wages  return  less  than  the  low.     Usually  the  reverse 
is  true — that  the  large  wages  return  many  times  as  much  value 
to  the  shops  as  the  low  wages.      This  statement  will  meet  all  the 
figures  and  all  the  cases  which  Mr.  Kent  mentions.     (Applause.) 

Mr.  G.  L.  Fowler. — I  had  recently  an  opportunity  of  inquiring 
into  and  examining  a  system  which  is  employed  by  one  of  the  largest 
railroad  companies  in  this  country,  iii  the  treatment  of  their  em- 
ployees in  their  large  shops.  They  do  everything  by  the  piece- 
work system — I  mean  everything,  from  the  work  of  a  day  laborer 
to  that  of  the  most  skillful  machinist.  All  of  the  work  about  the 
shop,  in  taking  in  wheels  from  the  platforms  on  the  outside,  carry- 
ing theui  to  the  lathes,  the  unloading  of  cinders,  the  carrying  of 
boiler  tnl>e8  from  the  boiler  shop  out  into  the  yard,  the  handling 
of  scrap  iron — everything  of  that  kind  is  done  by  piece-work. 
There  is  so  much  paid  for  handling  a  driving  wheel,  say,  from  the 
lathe  out  into  the  yard  where  it  is  kept.  This  work  is  done  by 
gangs;  gangs  of  from  seven  to  nine  work  under  the  charge  of  a 
foreman,  who  works  with  them,  and  the  amount  of  work  which  is 
done  by  a  gang  is  divided  up  among  them  at  the  end  of  the  week, 
and  the  result  is,  that  they  will  not  allow  any  one  in  among  their 
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niitiibcr  who  loafs  and  is  not  willing  to  work  as  hard  as  he  can  all 
the  time.     I  remember  seeing  a  case  of  this  kind  as  I  was  going 
through  the  shop.    A  gang  of  men  were  loading  car  wheels.   There 
was  a  man  iii  the  gang  who  was  an  extra  hand.     There  was  no 
jJace  for  him  to  work  with  the  rest,  and  he  was  on  a  car-load  of 
cinders  unloading  that.     The  very  moment  the  men  had  finished 
with  the  wheels  all  of  them  were  up  on  the  car-load  of  cinders  with 
that  extra  hand  and  at  work.      It  is  just  so  with  the  machin- 
ists.   They  have  a  system  of  piece-work  for  every  individoal  thing 
wliich  can  be  done  about  a  locomotive  or  a  car.  That  is  all  schedaled 
oflE  and  the  men  know  exactly  what  they  are  to  receive  for  it.     Of 
course,  when  you  take  the  work  of  repairing  a  locomotive,  the 
schedule  must  be  very  long.     My  recollection   is  that  it  covers 
about  fifty  pages  of  foolscap  written  on  a  type-writer.     The  pay  of 
the  day  laborers  run   on  an  average   from  $1.65  to  $1.75  a  day. 
Machinists  are  about   $3.50   a   day.     The  superintendent  of  the 
shops,  who  was  showing  me  the  record,  said  that  he  had  a  very 
amusing  incident  occur  some  time  before.     There  were  two  men 
who  before  the  piece-work  system  was  introduced  made  $2.-10  a  day 
apiece.     After  the  piece-work  came  in,  one  of  them  ran  his  wages 
up  to  83.50  and  tlie  other  dropped  back  to  $1.75.     The  $1.75  man 
came  around  and  Siiid  he  thought  his  piece-work  should  be  allowed 
a  little  more;  that  it  was  an  imposition  to  make  a  man  w^ork  for 
$1.75.     He  said,  "  ]lere  is  this  other  man  making  $3.50."     The 
superintendent  said,  "That  doesn't  make  any  difference ;  it  is  none 
of  my  business ;  you  want  to  go  to  God  about  that  matter ;  he  is  the 
person  for  you  to  go  to.    He  didn't  make  you  quite  as  sharp  as  that 
fellow.     You  manage  the  matter  with  him."     Andtl^eman  looked 
at  him  but  didn't  say  anything.     The  superintendent  went  on,  "  It 
is  just  the  same  as  it  is  with  me.     I  have  to  go  to  the  same  au- 
thority.    I  cannot  get  the  same  fees  for  doing  my  work  that  some 
of  the  big  lawyers  in  Now  York  get.     I  ain't  as  smart  as  they  are." 
The  man  said  he  didn't  know  but  what  that  was  so,  and  he  went  off 
perfectly  contented.     (Laughter.) 

The  result  of  that  case  is,  that  the  men  are  unwilling  to  work  on 
anything  but  piece-work.  Of  course,  in  a  large  railroad  corpora- 
tion there  are  continually  arising?  circumstances  where  work  will  be 
coming  in  which  is  outside  of  the  regular  work,  and  is  not  sched- 
uled. A  man  will  look  at  it  and  make  an  estimate  on  it,  and  if 
his  estimate  is  any  way  reasonable,  they  let  him  go  to  work  on  it. 
Nine  times  out  of  ten,  the  men  will  make  a  fair  estimate  on  the 
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wort,  and  work  like  beavers  to  get  it  done.     And  it  is  working 
naore  than  satisfactorily.     When  the  company  made  their  schedule 
price,  of  course  they  wanted  to  reap  some  advantage  from  piece- 
work as  well  as  the  men,  and  after  long  and  careful  consideration 
of  the  subject,  I  think  they  cut  the  rates  down  about  twenty  per 
cent,  below  what  it  was  actually  costing  them  by  the  day,  and 
gave  the  men  this  work  to  be  done  at  those  rates.     While  the  men 
Worked  to  so  much  better  advantage  that  they  have  run  their 
actual  receipts  up  in  the  wa}^  that  I  have  indicated,  averaging 
about  twenty-five  per  cent,  increase  to  the  men,  there  is  a  saving 
to  the  company  of  about  twenty  per  cent.     That  shows  there  is  a 
saving  on  one  side  and  an  increase  of  wages  received  by  the  men 
on  the  other  side.     Everything  is  working  in  tha't  way  with  per- 
fect satisfaction  to  both  sides,  and  the  company  think  that  they 
have,  in  that  way,  rather  solved  the  labor  question.     (Applause.) 

Mr.  T.  Rl  Almond. — In  connection  with  that  subject,  it  has 
seemed  to  me  that  if  you  give  the  workmen  some  incentive  to  do 
better,  they  will  do  better.     I  had  a  good  illustration  of  that  during 
the  past  year.     I  was  getting  dissatisfied  with   certain  help  and 
suggested  that  they  had  better  seek  employment  elsewhere,  unless 
they  were  willing  to  make  the  goods  at  a  price  which  I  had  made 
two  years  previous.     There  seemed  to  be  no  inclination  whatever 
to  make  them,  and  being  displeased  with  the  help,  I  said:  "Now 
you  must  make  those  goods  at  that  price  or  get  work  elsewhere." 
The  result  is  my  machinery  is  in  better  condition,  more  care  is 
exercised  to  keep  it  in  good  condition,  the  help  get  considerably 
better  pay,  and  during  the  last  nine  months  I  am  certainly  $1,000 
better  off  than  I  was,  because  of  that,  and  that  alone.     I  considered 
very  carefully,  prior  to  this  experiment,  the  cost  of  the  goods,  and 
since  making  the  experiment  I  have  found  that  the  help  are — say 
in  the  case  of  four  men — between  $500  and  $600  better  off  them- 
selves, and  I  myself  am  at  least  $1,000  better  otf  because  of  that 
simple  little  experiment. 

I  was  very  much  pleased  to  read  Mr.  Partridge's  paper,  because 
it  was  in  such  strict  accord  with  my  idea,  and  I  believe  that  if  you 
give  any  employee  some  incentive  to  do  better,  he  will  exercise  his 
brains  sufficiently  to  enable  him  to  do  better. 

Mr,  «/.  Z.  Wells. — In  the  matter  of  this  labor  question,  there  is 
no  doubt  but  that  the  true  solution  of  it  is  in  some  system  of 
rewards,  or  some  incentive  for  emulation.  Here  in  New  York,  in 
my  business,  the  whole  incentive  to  competency,  or  to  working  a 
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full  (lay,  is  withdrawn  from  the  men  by  this  trades-unionism.    "We 
are  to  pay  every  man,  big  or  little,  great  or  small,  old  or  yoiing, 
the  same  rate  of  wages  per  day  and  no  less.     The  incentive  to  a 
man  to  do  more  than  his  neighbor  is  lost,  and  we  do  not  seem  to 
have  an}'  redress  for  it.     In   the  scheme  of  a  participation  in  the 
profits,  the  hope  engendered  is  not  followed  out  in  the  distribution. 
You  take  a  hundred  men.     Perhaps  the  legitimate  profits  for  the 
year  would  be  $15,000  or  so,  and  say  you  would  give  them  half  the 
profits ;  that  makes  $75  apiece,  and  it  is  rather  disappointing.     I  do 
not  think  that  that  is  tlie  true  solution,  but  I  think  that  it  is  to  be 
tliat  general  lines  of  business  shall  be  paid  pro  rata.     Take  the 
mason,  or  brick-laying  business  for  instance.     If  a  combination  of 
master-builders  ni  New  York  could  agree  to  make  a  rate  of  wages 
for  laying  1,200  brick,  or  1,500  brick  for  a  day's  work,  at  a  rate 
per  day  which  tiie  business  will  stand,  and  it  could  be  understood 
that  the  man  who  can  laj^  only  1,000  brick  would  get  so  much 
less,  and  have  such  rates  established,  then  you  will  have  an  incen- 
tive for  the  man  who  lays  the  thousand  brick  to  work  so  hard  that 
in  a  short  time  he  will  be  able  to  lay  twelve  hundred  brick,  etc. 
It  seems  to  me  that  that  is  the  true  solution  of  the  business. 

Mr,  Oberlin  Smith. — In  order  to  carry  on  what  has  been  termed 
the  "discussion"  here — though  I  do  not  think  many  of  us  have 
discussed  each  other  much — I  will  say  that  I  believe  all  that  the 
other  fellows  have  said.  We  have  certainly  a  remarkable  unanim- 
ity of  opinion  among  us.  There  is  no  question  in  my  mind  but 
that  some  form  of  piece-work  is  the  true  solution  of  the  difiiculties 
in  question — that  is,  if  it  can  be  carried  out.  It  is  eas}*  in  the 
large  railroad  shops,  or  in  a  gun  or  lock  factory,  where  the  product 
is  made  in  large  quantities  in  duplicate,  but  it  is  very  difficult  in 
the  ordinary  machine-shop — especially  in  small  ones.  I  have 
found,  in  die-making  (a  class  of  work  with  which  I  have  had  much 
to  do),  great  difliculty  in  introducing  any  kind  of  piece-work,  be- 
cause each  article  was  different  from  anything  that  had  been  made 
before,  or  was  likely  to  be  made  again.  The  men  have  refused  to  bid 
upon  them.  They  have  often  been  urged  to,  but  they  would  not, 
because  they  were  afraid  they  would  lose.  Some  improvements 
have  been  made  by  instituting  a  series  of  premiums  to  be  paid 
over  and  above  the  day  wages,  in  proportion  to  the  excess  of  profits 
over  losses  which  have  occurred  in  that  particular  class  of  goods. 
I  believe  it  should  be  the  study  of  every  machine-shop  owner  so 
to  systematize  his  business  as  to  give  all  possible  piece-work,  or,  in 
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fieu  of  it,  to  have  some  arrangements  by  which  the  men  can  have 
a  percentage  of  the  protits.  A  small  percentage  of  the  profit  on 
each  particular  job  may  be  set  over  to  the  premium  account.  This 
may  apply  to  gang-bosses  and  foremen  as  well  as  to  journeymen. 
In  this  way  their  personal  interest  in  each  job  is  more  direct  and 
apparent  than  where  they  get  a  percentage  upon  yearly  profits. 

Mr.  J,  J,  Grant — We  employ  about  three   hundred   men   in 
Philadelphia,  and  there  are  only  nine  men  in  the  shop  who  are  not 
Knights  of  Labor,  who  are  usually  reckoned  among  the  opponents 
of  the  piece-work  plan.     There  is  not  one  who  objects  to  piece- 
work.    They  all  want  it.     They  do  object  to  contract  work  where 
one  man  hires  a  gang  of  other  men ;  but  they  do  want  piece- 
Work. 

Mr.  T.  J.  Borden. — One  of  the  large  industries  of  this  country, 
that  of  cotton  manufacturing,  pays  its  employees  chiefly  by  piece- 
work.   About  three-fourths  of  all  the  operatives  in  such  establish- 
ments have  been  so  paid  for  at  least  forty  years,  but  there  is  as 
much  controversy  among  them  in  relation  to  the  rate  of  wages  as 
prevails  among  other  classes  of  labor.     Piece-work  leads  to  a  much 
larger  product  per  hand  than  can  be  attained  where  payment  is 
made  by  the  day  or  hour,  and  in  that  respect  is  decidedly  benefi- 
cial.    In  lines  of  manufacturing  or  mechanical  work,  in   which 
large  numbers  are  engaged  and  the  nature  of  the  operations  varies 
but  little  from  .year  to  year,  competition  gradually  brings  the  rate 
of  wages  Jo  a  minimum,  and  under  those  conditions  there  is  nearly 
as  much  friction  in  the  adjustment  of  the  rate  of  wages  on  piece- 
work as  on  day  labor. 

In  new  enterprises,  or  where  so  few  are  engaged  in  any  one 
branch  as  to  be  comparatively  free  from  keen  competition,  the 
wage  question  can  be  handled  with  mucli  less  friction  by  piece- 
work than  by  day  labor. 

As  large  a  proportion  of  the  operatives  employed  on  piece-work, 
even  those-  receiving  the  highest  wages  under  that  system,  are 
members  of  the  Knights  of  Labor  and  kindred  organizations,  as 
are  found  among  day  laborers. 

Piece-work  is  not  by  any  means  a  cure-all  for  labor  troubles, 
but  only  a  slight  alleviation  of  the  difficulty.  Controversies  on 
this  subject  will  exist  so  long  as  there  are  two  sides  to  the  question 
dependent  upon  frail  human  nature  to  decide  between  them. 

J/r.   Henry  H,    Towne. — The   intense  present  interest  of   this 
question  is  shown  by  the  discussion  which  we  have  had.     We  have 
19 
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simply  opened  too  large  a  volume  for  us  to  get  throngli  ^^nth  ii 
this  session.  It  is  the  question  of  to-day,  but  it  is  going  to  be  %t\. 
more  the  question  of  to-morrow.  It  is  the  great  question.  B^ 
we  are  not  going  to  see  this  question  treated  and  settled  as  was 
one  Mr.  Partridge  referred  to,  which  was  settled  one  hundred 
ago.  We  are  upon  the  eve  of  a  revolution,  in  my  opinion,  but 
believe  that  it  will  be  a  peaceful  one,  and  that  it  will  be  settl  > 
without  the  world  having  to  pay  so  dear  a  price  for  it  as  for 
one  accomplished  a  hundred  years  ago. 

There  has  been  so  much  time  taken  up  by  this  discussion  that; 
will  not  now  say  what  I  would  like  to,  but  I  will  refer  to  one 
two  points  which,  while  germane  to  the  question  as  originally  pr 
posed,  are  also  quite  within  what  is  covered  by  the  range  of  disc 
sion  since.  And  in  the  first  place,  I  want  to  refer  to  a  little  book 
have  recently  read  which  will  interest  any  one  who  considers  th 
question  at  all.  The  title  of  the  book  is  ProfiUSharing^ 
Sedley  Taylor  pLiondon,  1884].  The  book  is  a  small  one,  of  pe  - 
haps  a  hundred  short  pages,  giving  a  resume  of  the  experiments  i  > 
profit-sharing  in  England,  but  chiefly  in  France,  where  the  pla::^-' 
has  been  tested  longer  and  better  than  anywhere  else.  The  FrencC  - 
system  consists  of  a  plan  by  which  the  entire  corps  of  any  estafci 
lishment,  from  the  head  to  the  youngest  boy,  has  an  interest  in  th^  ^ 
profits  of  the  business,  that  interest  being  divided  at  the  end  of  th*-^ 
year  in  the  shape  of  a  percentage  on  the  earnings  of  each  individ^ 
ual  during  the  year.  In  this  way  the  relative  values  of  the  services^ 
of  diflbrent  men  are  left  entirely  undisturbed.  Thoy  inay  worH 
by  the  day  or  by  the  piece,  but  each  receives  a  percentage  upon  hi  i 
earnings  representing  his  interest  in  the  profits  of  the  businett^ 
In  no  other  way  can  you  so  completely  identify  the  workman  witt* 
the  proprietor,  and  interest  him,  not  merely  in  the  product  of  hff'- 
own  work,  but  in  the  product  of  his  fellows  around  him  and  in  th^ 
entire  economy  of  the  place,  the  economy  of  material,  and  in  everjC 
thing  which  tends  to  reduce  cost.  This,  it  seems  to  me,  is  tt-J 
ultimate  and  final  solution  of  this  question.  But  while  we 
endeavoring  to  reach  some  such  final  solution,  there  are  many  int 
mediate  steps  which  can  be  taken  slowly,  one  at  a  time,  all  tendiirr: 
to  improve  the  condition  of  things.  Obviously,  piece-work  is  tBc^ 
first  and  most  important,  and  it  is  consistent  with  "  profitHsharing  /' 
one  can  exist  within  the  other.  There  is  a  broad  distinction,  ho^"- 
ever,  between  piece-work  and  contract  work.  Many  kinds  of 
business  do  not  admit  entirely  of  the  application  of  piece-work,  in 
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which  each  man  works  for  himself,  but  necessitate  the  introduction 
of  a  system  where  one  man  works  for  himself  and  has  two  or  three 
or  twenty  more  working  with  him  as  assistants,  but  being  paid  by  the 
^ay.  The  piece-work  system,  if  possible,  should  be  applied  through- 
out, simply  for  the  obvious  reason  that  it  makes  every  man  interested 
directly  in  his  work. 

A  good  many  years  ago,  in  organizing  a  piece-work  system,  which 
lias  since  become  somewhat  large,  it  occurred  to  me  that  an  improve- 
ment could  be  obtained  by  adopting  a  specific  time,  a  definite  period 
during  which  piece  rates  should  hold.     Prior  to  that  it  had  been 
^he  practice  to  reduce  piece  rates  whenever  the  earnings  of  the  piece 
^nd  contract  hands  seemed  to  be  larger  than  reasonable.     The  men 
appreciated  that  fact  and  they  knew  perfectly  well  that  when  their 
Earnings  reached  a  certain  point  they*  would  probably  be  cut  down 
in  their  piece  i*ates.     The  result  was  a  tendency,  and  a  very  strong 
oiie,  to  keep  the  men  from  pushing  their  work  beyond  a  certain 
Hrnit.     On  the  first  of  a  certain  January,  a  good  many  years  ago,  I 
i^ad  it  announced  to  the  piece  and  contract  men  that  the  rates  then 
adopted,  which  constituted  a  revision  of  those  previously  in  force^ 
'^ould  hold  for  twelve  months,  and  that  during  that  interval  what- 
ever earnings  the  men  made  would  belong  to  them.     At  the  end 
of  that  twelve  months  we  made  the  heaviest  reduction  in  piece  rates 
^ve  had  ever  made,  simply  for  the  reason  that  the  men,  knowing 
^hat  they  would  keep  all  that  they  got  in  tiie  mean  time,  went  in 
'^ith  a  will  and  did  the  best  they  could,  not  only  in  the  amount  of 
energy  put  into  their  work,  but  tlie  best  also  in  the  way  of  im- 
proving their  appliances  and  methods  of  doing  work.     That  system 
*^a8  now  been  in  continuous  operation  for  some  fifteen  years  or  more 
'^ith  the  most  unqualified  satisfaction,  and  as  jobs  become  old  and 
^he  cost  of  work  pretty  definitely  known,  the  period  during  which 
piece  rates  hold  has  been  increased  in  many  cases  to  two  years  and 
^metimes  to  three  years.     It  seems  as  though  there  was  no  end  to 
the  possible  reduction  in  the  cost  of  work  where  machine  processes 
^ome  in.     Where  the  work  is  purely  manual,  there   is   a   limit. 
Again,  where  new  work  is  to  be  started  by  piece  or  contract  and 
you  have  no  accurate  data  to  go  on,  and  where  you  have  to  recog- 
nize the  timidity  of  workmen  in  incurring  risks  (indeed,  they  have 
^otthe  means,  they  have  not  the  right,  many  of  them,  to  incur  the 
risk  of  losing  money  or  of  earning  much  less  than  their  average), 
that  trouble  can  be  met  by  fixing  limitations.     I  have  pursued  that 
course  in  many  case^  and  with  very  good  results.     The  method  is 
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simply  to  say  that  the  rate  adopted  is  assumed  to  be  tlie  fair  rate 
for  a  particular  job.  If  at  the  end  of  the  period  for  which  the  rate 
is  fixed,  the  workman's  earnings  are  less  than  the  mhiimum  named 
at  the  commencement,  the  difference  will  be  made  up  to  him,  that 
difference  being  usually  the  apiount  required  to  make  good  his 
regular  day  pay  for  the  term.  On  the  other  hand,  if  his  earnings 
exceed  a  certain  maximum^  which  should  be  much  larger  than  the 
minimum,  the  excess  beyond  that  should  belong  to  the  employer. 
The  maxijnum  and  minimum  may  be  put  at  any  reasonable  distance 
apart,  but  they  fix  a  limit ;  they  guarantee  the  workman  against 
loss,  and  they  guard  the  employer  against  the  occurrence  of  a  blun- 
der by  which  he  would  pay  an  extravagant  price  for  the  work.  In 
almost  any  kind  of  productive  work  a  great  portion  of  it  can  be 
done  by  piece-work  or  by  contract,  and  one  element  of  the  ".conflict" 
between  capital  and  labor  be  thus  far  settled,  for  the  present  at 
least.  But  I  do  not  reofard  this  system  as  a  final  one,  for  I  believe 
that  before  long  we  are  going  to  see  the  principal  of  profit-sharing 
introduced  very  much  more  generally  than  has  yet  been  done. 
•  Mr.  Partridge's  proposition  is  abstractly  true,  as  Mr.  Kent  has 
explained.  High-priced  labor,  if  you  get  value  for  it,  is  the  cheap- 
est in  the  end,  for  many  and  obvious  reasons. 

I  dissent,  however,  to  the  statement  that  has  been  made  by  Mr. 
Hawkins  that  it  is  the  disposition  of  workmen  to  do  as  little  as  they  can. 
I  know  that  this  is  true  of  some, — that  it  is  true  of  men  low  down  in 
the  scale  as  mechanics.  But  that  it  is  true  of,  or  generally  applicable 
to,  the  American  mechanic  I  emphatically  deny.  He  is  an  honest 
man ;  he  means  to  do  what  is  right ;  and  in  my  experience  I  have 
found  that,  in  the  long  run,  he  does  fairly  what  is  right.  He  will 
do  more,  however,  when  he  feels  that  he  is  working  for  himself 
and  not  for  an  employer  who  pays  for  his  work  by  the  time. 

J/r.  Fowhr. — I  would  like  to  add  one  word.  This  piece-work 
system  is  used  in  all  the  repair  work  upon  the  road  to  which  I  have 
made  reference.  If  a  man  does  any  work  whatever ;  if  he  only 
tightens  up  one  nut  on  a  car  or  locomotive,  he  has  a  scale  for  tight- 
ening up  that  one  nut,  and  is  credited  on  tire  pay-roll  for  it. 

Mr,  J.  T,  Hawkins, — Mr.  Towne,  I  think,  misapprehends  the 
tenor  of  my  remarks,  if  he  understands  from  them  that  I  impugn 
the  honesty  of  the  American  workman  or  laborer.  I  by  no  means 
intended  to  convey  that  the  tendency  among  workingmen  of  all 
kinds  to  minimize  the  products  of  their  labor  comes  from  anything 
worse  than  ignorance  on  their  part.     It  is  more  or  less  a  matter  of 
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traditional  feeling  with  them  that  a  gain  to  the  emplo3'er  through 
their  efforts  is  a  corresponding  loss  to  thein,  and  it  is  this  practically 
unconscious  or  thoughtless  condition  of  mind  on  their  part  which 
I  deprecate,  and  which  I  have  suggested  might  be  replaced  by  more 
logical  action  through  educational  means  in  their  own  organizations, 
looking  to  making  them  the  most  productive,  instead  of,  as  now, 
aiming  to  give  the  employer  the  least  possible  for  his  money. 

My  remarks,  in  this  connection  also,  should  be  taken  in  a  more 
general  sense  than  Mr.  Towne  has  seemed  to  have  understood 
them ;  but,  while  the  average  American  workman  is  honest  in  his 
intentions  to  do  justice  to  his  employer,  there  are  doubtless  many 
exceptions  which  only  go  to  establish  the  generalization.     There 
^fe,  and  always  will  be,  dishonest  American  as  well  as  other  work- 
men ;  and  there  are  also  many  who  perfectly  understand  that  it  is 
to  their  own   interest  to  render  the  fullest  equivalent  in   effort 
^^adefor  compensation  received  ;  but  fortunately  in  the  first,  and 
Unfortunately  in  the  last  case,  these  both  are  comparatively  rare,  and 
the  rule  is,  as  stated  in  my  remarks,  that  the  average  wage-earner 
thinks  (and  honestly  so,  perhaps),  that  it  is  his  gain  that  he  pro- 
duces the  least  for  a  given  amount  of  wages  received,  or  in  a  given 
dumber  of  hours  worked;  and  any  means  which  can  be  devised 
"^^liich  shall  reverse  the  condition  of  his  mind  in  this  respect  will 
l>o  productive  of  more  good  for  him  than  any  possible  scheme  to 
^fiect  a  reduction  of  the  employer's  profits ;  which  latter  is,  in  al- 
^iost  every  case  of  antagonism  between  capital  and  labor  as  repre- 
uted  by  its  organizations,  if  not  the  main  and  direct  object  in  view, 
least  the  result  of  the  success  of  the  laborers'  organizations  in 
^Uch  contests. 

Mr.    Towne, — After  noting  Mr.  Hawkins's  comments,  I   must 

®till  express  my  dissent  from  the  views  he  holds  as  to  the  average 

disposition  of  workingmen   in  regard  to  their  obligations  toward 

their  employers.     Admitting,  however,  that  they  hold  such  views, 

the  remedy  for  the  evil  resulting  therefrom  lies  in  the  direction  of 

interesting  them  in  the  results  of  their  labor.     This  end  can  be,  in 

gTeat  part,  accomplished  by  the  piece-work  system,  if  so  arranged 

ftat  each  man's  earnings  are  controlled  and  affected  by  the  work 

Accomplished  by  him  individually.      The  final   and  most  perfect 

solution  of  the  case,  however,  lies  in  the  direction  of  "  profit-shar- 

^^g,"  or  its  equivalent ;  that  is,  a  system  in  which  the  interests  of 

Ae  employer  and  employee,  not  only  in  the  results  of  labor,  but  in 

the  entire  economy  of  production,  are  harmonized  and  united. 
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In  closing  the  debate,  I  want  to  call  attention  to  the  fact  tla 
the  two  discnssions  of  to-night  are  practically  in  the  line  approved  1 
the  Society  at  the  meeting  in  Chicago  last  spring,  when  it  waspK 
posed  that  economic  questions  should  be  introduced,  the  suggestL 
being  at  first  that  they  should  be  taken  up  somewhat  as  a  sic: 
issue.  By  practically  unanimous  action  of  that  meeting,  it  ^^ 
decided  that  such  papers  are  as  pertinent  to  our  work  as  any  oth^ 
and  should  be  treated  in  the  same  manner.  The  two  papers  of 
night  both  relate  to  economic  subjects,  and  it  has  been  interestT 
to  see  how  the  Society  considers  their  value  and  interest  to 
pare  even  with  those  of  our  usual  and  ordinary  papers. 
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CCXL. 

TOPICAL  DISCUSSIONS  AND  INTERCHANGE  OF 

DATA. 

XlVth  Meeting. 

No.  240.— 27. 

Does  twisting  an  Lshaped  oil-well  Bucker-rod  prevent  its  sockets 
from  unscrewing  t    Why  t 

Mr.  William  R.  JenhinSy  Jr. — I  take  it  that  in  the  case  of  a 
spiral  rod  moving  in  the  mass  of  the  fluid  which  is  being  raised,  the 
spiral  rod  would  be  subject  to  the  same  action  as  any  propeller.     If 
forced  bodily  through  the  wat^r,  tlie  tendency  is  to  rotate  the  pro- 
peller.   If  the  propeller  is  rotated,  the  tendency  is  to  force  it  through 
the   water.     On  the  down-stroke  of    the  sucker-rods,  they  pass 
through  a  stationary  column  of  water  or  oil.      This  column  of 
liquid,  acting  in  a  measui'e  as  a  nut,  tends  to  rotate  the  rods.     And 
if  the  flat  rods  are  twisted  in  the  proper  direction,  the  action  would 
tighten  the  couplings.     On  first  sight,  it  would  seem  that  on  the 
up-stroke  a  reverse  action  would  take  place  and  the  tendency  be  to 
unscrew  the  couplings.     But  the  same  conditions  do  not  obtain  in 
both  strokes.     On  the  down-stroke  the  column  of  liquid  acts  as  a 
stationary  nut  through  which  the  screw  passes;  while  on  the  up- 
stroke this  liquid  column  or  nut  is  lifted  bodily  upwards  with  the 
rods.     There  being  no  stationary  nut  for  the  rods  to  pass  through, 
the  tendency  to  rotate  does  not  exist  on  the  up-stroke.     Conse- 
quently, if  the  rods  are  twisted  in  the  proper  direction,  the  action 
is  to  turn  or  rotate  on  the  down-stroke,  and  not  to  rotate  on  the 
up-stroke. 

No.  240.— 28. 

How  can  intricate  templets  be  cut  from  very  thin  metal? 

Mr,  Herman  Lndwig. — I  have  had  some  experience  in  this  line. 
We  used  thin  sheets  of  copper  or  brass,  and  coated  them  on  both  sides 
with  a  solution  of  asphalt  in  turpentine.     After  this  was  dry,  we 


294  capital's  need  for  high-priced  libob. 

In  closing  the  debate,  I  want  to  call  attention  to  the  fsn 
the  two  discussions  of  to-night  are  practically  in  the  line  appro^ 
the  Society  at  the  meeting  in  Chicago  last  spring,  when  it  wi 
posed  that  economic  questions  should  be  introduced,  the  sugg 
being  at  first  that  they  should  be  taken  up  somewhat  as ; 
issue.  By  practically  unanimous  action  of  that  meeting, 
decided  that  such  papers  are  as  pertinent  to  our  work  as  any  < 
and  should  be  treated  in  the  same  manner.  The  two  papers 
night  both  relate  to  economic  subjects,  and  it  has  been  intei 
to  see  how  the  Society  considers  their  value  and  interest  to 
pare  even  with  those  of  our  usual  and  ordinary  papers. 
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DATA. 

XrVth  Meeting. 

No.  240.— 27. 

Does  twisting  an  Lshaped  oil-well  sucker-rod  prevent  its  sockets 
from  unscrewing  t    Why  t 

Mr.  William  R.  Jenkins^  Jr, — I  take  it  that  in  the  case  of  a 
^'piral  rod  moving  in  the  mass  of  the  fluid  which  is  being  raised,  the 
Spiral  rod  would  be  subject  to  the  same  action  as  any  propeller.     If 
forced  bodily  through  the  water,  the  tendency  is  to  rotate  the  pro- 
l^eller.    If  the  propeller  is  rotated^  the  tendency  is  to  force  it  through 
^he  water.     On  the  down-stroke  of    the  sucker-rods,  they  pass 
^li  rough  a  stationary  column  of  water  or  oil.      This  column  of 
liquid,  acting  in  a  measure  as  a  nut,  tends  to  rotate  the  rods.     And 
^f  the  flat  rods  are  twisted  in  the  proper  direction,  the  action  would 
"tighten  the  couplings.     On  first  sight,  it  would  seem  that  on  the 
^I>-8troke  a  reverse  action  would  take  place  and  the  tendency  be  to 
unscrew  the  couplings.     But  the  same  conditions  do  not  obtain  in 
l>oth  strokes.     On  the  down-stroke  the  column  of  liquid  acts  as  a 
sta-tiouary  nut  through  which  the  screw  passes;  while  on  the  up- 
stroke this  liquid  column  or  nut  is  lifted  bodily  upwards  with  the 
^ods.    There  being  no  stationary  nut  for  the  rods  to  pass  through, 
^tie  tendency  to  rotate  does  not  exist  on  the  up-stroka     Conse- 
^tiently,  if  the  rods  are  twisted  in  the  proper  direction,  the  action 
^  to  turn  or  rotate  on  the  down-stroke,  and  not  to  rotate  on  the 
^P-stroke. 

No.  240.— 28. 

flow  can  intricate  templets  be  cut  from  very  thin  metal  ? 

^T.  Herman  Ludmig. — I  have  had  some  experience  in  this  line. 
''ensed  thin  sheets  of  copper  or  brass,  and  coated  them  on  both  sides 
^itli  a  solution  of  asphalt  in  turpentine.     After  this  was  dry,  we 
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transferred  the  drawing  to  the  asphalt  by  means  of  red  transl 
paper ;  then  traced  the  lines  with  a  needle-point  and  had  an  ac 
bath  to  do  the  rest  of  the  work.  In  other  instances  we  coated  or: 
those  parts  of  the  metal  which  were  to  form  the  templets,  leavi. 
the  spaces  blank  on  one  side,  and  used  the  acid  bath  as  before. 

21  r.  Oherlin  Smith. — I  also  have  used  the  etching  method  : 
thin  templets,  but  I  find  that  it  is  difficult  to  eat  through,  if  1 
metal  is  of  much  thickness.  Another  method  I  have  used  "i 
punching  press  with  a  pair  of  shear-blades  set  in  it,  of  which  ^ 
vertical  section  is  something  like  my  thumb  nail,  both  for  up] 
and  lower — that  is,  the  cutting  edges  are  both  considerably  con  v 
Thus,  when  the  two  come  together,  each  goes  barely  through 
metal  for  a  very  short  distance.  In  following  curved  lines,  you  4 
by  this  means  get  through  without  mashing  the  metal,  by  takin 
series  of  contiguous  cuts  all  along  the  lines.  A  third  method,  J 
one  which  is  perhaps  the  most  successful,  is  to  use  a  jig-saw. 
once  rigged  up  one  of  those  little  toy  jig-saws  with  a  very  i 
watchmaker's  saw-blade,  and  had  perfect  success  in  jigging  out  t' 
brass  plates — just  as  you  would  a  piece  of  board. 

Mr.  P.  A.  Sangnineiti. — I  have  had  occasion  to  cut  tempi 
from  thin  metal,  and  have  used  very  much  the  same  process  as  E 
Smith,  with  a  little  alteration.  Instead  of  cutting  directly  on  ■ 
metal  with  the  jig-saw,  I  placed^  it  between  two  pieces  of  pop^ 
boards  about  ^"  thick,  with  the  design  to  be  cut  glued  to  the  upp! 
side  of  the  top  board.  By  this  method  I  was  enabled  to  prodc: 
the  templet  without  any  burr  on  the  under  side,  and  perfect" 
straight.     I  used  sheet  zinc. 

Mr.  Oherlin  Smith. — I  accept  the  amendment ;  it  is  a  very  go- 
one. 

No.  240.— 29. 

What  is  the  best  way  to  build  annealing  furnaces  for  small  gr 
iron  castings  ? 

Mr.  J.  M.  Dodge. — ^I  would  like  to  state  to  the  Society  that  aft 
considerable  experience  with  aimealing  furnaces  I  have  found  tfc 
the  reversal  of  some  of  the  accepted  methods  has  been  advantageoi 
In  the  first  place,  suppose  the  castings  are  in  a  pot  two  feet  high  ; 
would  have  the  top  of  the  furnace  five  and  a  half  or  six  feet  hig 
Instead  of  taking  the  heat  in  at  the  bottom,  I  would  bring  it  in  i 
the  top,  and  in  the  next  place  I  would  divide  the  flu^s  at  the  botto; 
so  as  to  2ret  an  even  draft.     An  even  draft  can  be  obtained  with 
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nnitiber  of  flu^s  very  readily  with  pieces  of  brick  to  vary  the  open- 
ings and  a  liandkerchief  as  a  guide  to  the  strength  of  the  draft. 
With  a  natural  draft — no  fire  at  all — a  liandkerchief  held  near  one 
of   the  openings  will  be  deflected,  and  then  you  try  the  others, 
holding  the  handkerchief  in  the  same  relative  position,  and  if  the 
handkerchief  is  deflected  too  much,  place  a  piece  of  brick  partly  over 
the  flue-hole.    The  advantage  is,  that  you  have  even  action,  whereas, 
if  you  draw  the  heat  in  at  the  bottom,  you  will  naturally  have  hot 
streaks  through  your  furnace.     If  you  take  it  in  at  the  top  and  then 
It  leaks  out  at  the  bottom  as  it  has  to,  it  makes  perfectly  even  lieat- 
-ng  all  around ;  and  the  advantage  of  having  this  large  reservoir 
Over  your  castings  is  simply  that  you  get  this  soaking  action  of  the 
*i€at  with  perfectly  even  distribution  and  very  little  loss ;   because 
your  radiation,  after  all,  amounts  to  very  little  compared  with  the 
Amount  of  lieat  which  you  actually  use  in  annealing.     If  you  do 
Jose  a  per  cent,  more  or  less  by  radiation,  it  does  not  make  much 
<iifference.      You  gain  more  by  paying  proper  attention  to  the 
<iaraper. 

Mr.  H.  H.  Towne. — I  may  mention  briefly  an  experience  of  my 

Own  in  this  particular  direction.     Some  five  years  ago,  I  built  an 

^xinealing  furnace  in  which  I  took  the  gases  from  the  combustion 

chamber  over  the  bridge-wall  into  the  heating  chamber  on  top  of 

t\\Q  pots,  as  Mr.  Dodge  proposes.     The  down-takes  into  the  flue 

>^ere  in  the  floor,  so  that  the  heated  gas  came  in  at  the  top  and 

flowed  down  and  went  out  at  the  bottom.    It  worked  well  in  some 

i*espect8,  but  had  this  defect,  that  the  boxes  in  the  upper  part  of  the 

olaamber  were  heated  more  rapidly  and  to  a  higher  degree  than  the 

others.     The  chamber  contains  twenty-four  boxee,  in  rows  three 

liigh,  and  the  upper  tier  of  boxes  always  showed  a  different  result 

from  those  at  the  middle  and  bottom.     Last  spring  I  altered  the 

"furnace  by  having  the  bridge-wall  carried  up  to  the  top  of  the 

chamber,  and  checker-board  openings  made  through  it,  so  that  the 

gas  was  delivered  in  a  number  of  small  jets  through  the  whole 

furnace,  the  down-takes  being  left  in  the  original  condition.     We 

^ow  get  uniform  work  from  each  pot,  regardless  of  its  position.     I 

^m  at  present  designing  a  new  furnace,  but  am  going  to  make  the 

Outlets  correspond  with  the  inlets,  the  areas  of  the  different  open- 

ings  in  the  checker-board  bridge-walls  being  proportionate  to  the 

intensity  of  the  draft  at  the  top  and  bottom  of  the  furnace,  and  I 

tlmik  that  this  will  give  a  still  better  result. 

Mr.  A,  II.  Emery, — One  excellent  point  in  regard  to  the  method 
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irrying  the  draft  which  Mr.  Dodge  has  mentibned  is  thi 
in  carrying  off  at  the  bottx>ni  he  is  all  the  time  taking  off  the 

.est  gases  instead  of  the  hottest ;  in  this  consists  mneh  of  the 

nomy  of  taking  off  the  gases  at  the  bottom. 

No.  240.— 30. 

Which  do  you  prefer,  a  feed-pump  or  an  injector? 

The  Chairman, — I  presume  the  point  of  tlie  inquiry  is  to  know 
wrhich  is  the  better  to  adopt  for  ordinary  pui'poses.  For  any  im- 
portant steam  plant  the  question  is  already  settled  pretty  con- 
clusively. But  it  is  not  always  clear  to  persons  who  have  occasion 
to  buy  small  steam-engines  or  boilers  whether  they  need  a  steam 
pump  or  injector,  and  I  take  it  that  that  is  the  point  of  this  in- 
quiry. 

Mr.  W,  C.  Kerr, — We  furnish  both  of  these  articles  in  connec- 
tion with  steam  power  plants.  Our  experience  has  been  that  we 
furnish  more  pumps  than  injectors.  It  is  also  our  experience  that 
sometimes  engines  and  boilers  are  put  into  incompetent  hands, 
and  that  in  such  cases  the  feeding  will  be  better  done  by  an  injec- 
tor. It  is  merely  a  fact  without  any  reason  why.  1  think  one 
reason  why,  is,  that  small  pumps  are  generally  so  cheaply  built  We 
have  had  occasion  in  buying  small  pumps  for  several  purposes  to 
ship  a  pump  from  the  factory  to  the  repair  shop  and  have  it  re- 
paired first  and  then  send  it  out  for  use. 

Mr.  (7.  M.  Giddings. — It  has  been  pretty  hard  for  us  to  decide 
which  we  like  best ;  we  have  now  conje  to  putting  on  both.    In  our 
electric  light  plants  we  put  on  both  as  a  matter  of  caution  and  neces- 
sity. We  find  it  diflScult  to  get  a  small  pump  well  enough  made  fo 
us  to  be  willing  to  pin  our  whole  faith  to  that  alone.     As  to  th 
amount  of  trouble  we  get  with  injectors  and  pumps,  it  is'pret 
nearly  divided  after  the  observation  of  several  years.     We  canr 
find  any  kind  of  jet  apparatus  or  pump  which  will  give  us  1 
trouble  than  the  other  one.     We  cannot  trust  either  alone,  and 
tendency  seems  to  be  pointing  towards  the  adoption  of  two. 
now  prefer  two  injectors  of  the  simplest  possible  type  to  run 
lieving    that   we  are   escaping  much    of   the    trouble  whic 
common  to  the  average  cheaply  made  pump. 

M7\  J.  W.  Cole. — Some  years  ago,  I  favored  putting  in  the 
of  the  ordinary  engine  driver  and  fireman,  for  a  boiler  fee 
small  steam  pump,  and  to  have  it  a  plunger  pump,  simply  f 
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reason :  that  if  a  piston  in  the  water  cylinder  began  to  leak,  the  man 
who  was  firing  the  boiler  and  mning  the  engine  frequently  dis- 
covered it  first  by  having  low  water  in  his  boiler  ;  but  if  he  had  a 
plunger  pump,  there  would  be  a  spurt  of  water  coming  out,  and  he 
would  find  it  out  before  his  boiler  had  low  water. 

Mr,  W.  B.  Lc  Van, — About  ten  years  ago,  I  made  a  seriefs  of  ex- 
periments in  regard  to  the  economy  of  belt-driven  and  steam  pumps 
and  also  injectors.     With  the  original  Giffard  injector,  which  was 
first  made  in  this  country  by  William  Sellers  &  Co.,  I  found  that 
the  excess  of  cost  with  an  injector,  by  actual  test,  was  ten  per  cent. 
over  that  of  the  belt-driven  pump,  and  over  that  of  the  Worthing- 
ton  pump,  in  good  condition,  it  was  twenty  per  cent.     The  advan- 
tage of  the  injector  over  the  belt  pump  was,  that  it  could  be  run  at 
anytime.     The  injector,  by  partially  acting  as  a  heater,  and  heating 
the  water  up,  proved  the  better  one  of  the  two,  although  it  was  a 
little  more  expensive.      The  steam  pump's  loss  was  due  to  the  fact 
tliat  the  exhaust  was  not  utilized  for  heating  as  with  the  injector. 

No.  240.— 31. 

What  is  the  best  way  to  separate  grit  from  grinding  rooms  and 
prevent  its  dissemination  in  yards  and  shops  ? 

Mr.  J.  M.  Dodge, — I  would  state  that  we  exhaust  all  the  dust 
from  tumbling  barrels  and  emery  wheels.     The  first  method  which 
we  used  was  to  take  pipes  from  the  barrels  right  to  the  exhaust 
fans,  but  now  we  have  introduced  this  change,  that  between  the 
fan  and  the  barrels  we  built  a  room  thirty-five  feet  long  and  ten 
feet  square,  and  made  it  air  tight.     I  brought  the  pipes  into  the 
room,  and  from  a  crevice  on  the  other  side  I  brought  a  fan-shaped 
pipe  to  the  exhaust  fan.     The  dust  would  come  into  that  room  with 
just  as  much  velocity  as  though  it  was  a  small  pipe,  and  when  it 
got  in  there  it  would  come  to  rest.     It  would  settle  there,  and  then 
the  air  would  go  on  out  through  this  long  slit  The  consequence  was 
that  the  fan  did  not  wear  out,  and  what  little  dust  went  past  that 
was  caught  by  running  over  a  series  of  boxes  where  there  were  al- 
ternately hanging  partitions  and  upright  partitions,  and  finally  the 
current  was  blown  on  the  surface  of  water. 

Mr,  C.  M.  Oiddings, — I  would  say  in  regard  to  this  subject 
that  at  Massillon,  our  people,  after  having  been  guilty  of  man- 
slaughter for  several  years,  determined  to  adopt  some  method  of 
abating  the  dust  nuisance.     We  covered  each  one  of  our  tumbling 
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barrels  and  grindstones  with  boxes.  From  tlie  exhauBt  fan  we 
caiTied  it  outside  of  tlie  bnilding  to  an  eigliteen-incli  slieet-iron  pipe 
leading  out  into  a  vertical  diitnney  (Fig.  104),  of  about  eight  feet 
in  diameter,  tlie  total  lieiglit  of  which  would  be  in  the  neighbor- 
hood of  eighteen  to  twenty  feet,  A  B  repreeenting  the  ground 
line.  The  inlet  pipe  was  brought  into  the  chamber  a  little  below 
the  center  and  opened  at  a  right  angle.  A  half-inch  water  pipe 
with  .1  pressure  of  about  forty  to  fifty  pounds  per  square  inch,  hav- 
ing a  cap  at  the  end,  with  an  ^  hole  in  it,  opened  directly 
against  a  small  plate  under  the  apex  of  the  cone.     This  served  to 


divide  the  water  into  a  spray  thronghont  the  entire  croBs-Bcction  of 
the  chamber  which  moiBtcnod  the  dust.  The  result  is,  that  a  very 
great  proportion  of  it  falls  to  the  bottom  in  the  shape  of  &  thin  mud 
which  can  easily  be  washed  out  with  a  hose.  The  portion  of  the 
dust  not  moistened  sntGeiently  to  be  precipitated  was  caught  Hgain 
in  the  filtering  chamber  (C),  there  being  two  perforated  plates,  one 
above  and  one  below,  a^  shown,  filled  with  coke  and  similar  suit- 
stances  from  the  size  of  a  man's  fist  down  to  the  size  of  an  egg  or 
larger,  with  some  fine  material  mixed  in  among  it.  This  should 
be  renewed  in  about  sixty  days.  In  connection  with  this  we  were 
enabled  to  get  rid  of  nineteen-twentietha  of  the  dust,  the  balance. 
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lich  went  through  the  escape-pipe,  being  so  slight  as  to  form  no 
jectiou  whatever.  That  has  been  running  successfully  for  the 
.Bt  eight  or  ten  months,  which  is  due  in  a  very  large  measure  to 
ir  worthy  member,  Mr.  Charles  Bauer,  of  Springfield,  who  gave 
le  suggestion.  I  have  used  it  very  successfully,  so  much  so  that  I 
m  well  recomihend  it  to  others. 

Mr.  W.  E,  Partridge, — Excelsior  has  very  successfully  replaced, 
1  a  small  scale,  the  combination  of  coke  and  other  materials  in  the 
pper  part  of  the  chamber.  The  excelsior  is  usually  placed  on 
ire  gratings,  so  as  to  keep  it  from  packing  and  to  enable  it  to  be 
oistened  uniformly.  The  air  is  forced  through  it  as  in  the  case 
entioned ;  the  great  extent  of  moist  surface  acts  in  the  same  way 
lat  prepared  cotton  does  in  sifting  germs  from  atmospheric  air. 
;  takes  up  the  dust  and  holds  it  very  closely,  and  where  it  has  been 
>ed  in  very  dusty  air,  and  a  large  quantity  going  through,  a  com- 
iratively  small  amount  of  excelsior  has  done  very  much  good, 
he  excelsior  does  a  greater  amount  of  separating  than  would  be 
:pected  by  one  wjio  has  had  no  previous  acquaintance  with  it. 
he  use  of  the  material  in  some  such  way  may  be  valuable  in  the 
mstniction  of  separators  in  a  large  way. 

Mr.  Henry  R,  Towne. — Both  methods  which  have  been  described 
nbody  a  common  feature  which  I  have  used  for  a  long  time  with 
)od  results,  namely,  that  of  a  settling  chamber,  a  great  enlarge- 
lent  of  the  pipe  with  the  proportionate  decrease  in  the  velocity  of 
le  cun*ent,  thus  allowing  more  or  less  of  the  material  to  settle. 

have  used  this  plan  in  connection  with  emery  wheels  and  with 
•nffing  wheels  for  various  kinds  of  metal.  There  are  still  difficul- 
ies  remaining,  however,  which  make  it  no  easy  matter  to  extract 
he  whole  of  the  metal  from  a  current  of  dust-laden  air. 

Perhaps  at  another  session  I  will  have  something  more  to  say  on 
his  subject,  supplementing  what  Mr.  Giddings  has  presented. 

No.  240.— 32. 

How  may  drawings  be  made  and  the  contraction  and  expansion 
f  the  paper  be  avoided  ? 

Mr.  Oherlirt  Smith. — I  have  found  by  experience  that  the  best 
aj  to  prevent  drawings  from  expanding  is  to  let  them  expand, 
id  the  best  way  to  prevent  them  from  contracting  is  to  let  them 
►ntracr.  If  you  do  not  let  them,  they  will  do  it  anyhow, 
-aughter.) 
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The  next  question  is,  how  to  get  rid  of  the  evils  due  to  the  expan- 
sion and  eontraction,  I  know  of  no  kind  of  drawing  paper — ^I  wish 
there  was  some — which  is  not  very  materially  affected  by  the  hydro- 
metric  condition  of  the  atmosphere.  I  have  recently  had  my 
attention  called  to  tiiis  matter  in  a  very  practical  way  by  having  to 
deal  with  gangs  of  dies  for  cutting  plaj'ing-cards,  fifty-six  at  a  time, 
from  22"  x  28"  paper.  In  thus  cutting  cards  out  of  such  large 
sheets,  it  was  found  that  a  slight  difference  of  dampness  in  the 
paper  while  lying  piled  in  different  parts  of  the  room — or  in  differ- 
ent positions  in  the  pile — some  of  it  with  air  blowing  on  it  from 
windows,  etc.,  made  a  difference  of  about  twenty  hundredths  of  an 
inch  between  the  largest  and  smallest  of  the  various  sheets.  In  this 
work  they  print  both  sides  of  the  cards  before  cutting,  either,  from 
a  stone  or  from  a  relief  plate;  then  they  pile  them  up  and  get  them 
as  nearly  of  a  uniform  dryness  as  possible.  If,  however,  they  are 
not  cut  perfectly  true  by  the  printing,  there  is  a  nice  chance  to 
make  money  ])y  players  w^ho  watch  the  backs  of  the  cards,  a  fact  with 
which  you  are  all  doubtless  practically  familiar.  (Laughter.)  Cards 
whicli  are  cut  unevenly  with  the  printing  of  the  backs  have  to  be 
sold  as  "  seconds  "  and  "  thirds,"  at  a  low  price.  The  way  decided 
upon  for  the  case  in  question  was  to  sort  the  paper  into  four  or  five 
different  grades,  just  before  cutting,  and  then  bring  it  to  one  gang 
of  dies  for  one  degree  of  expansion  and  to  another  set  of  dies  for 
another  degree,  and  so  on — using  five  gangs  of  dies  varying  by 
about  five  hundredths  of  an  inch  from  each  other  in  total  length. 

Many  years  ago — I  think  over  twenty — Professor  Webb  and  I, 
who  were  then  in  partnership,  started  a  system  of  using  cross-ruled 
paper  for  drawings.  This  is,  of  coui-se,  frequently  used  by  civil 
engineers  and  others  for  profile  work,  but  we  got  up  our  system 
for  ordinary-  machine-shop  practice.  I  have  used  it  ever  since  with 
great  succcess,  and  would  not  be  without  it  now,  on  any  account. 
My  paper  is  ruled  in  inches  and  eighths  usually,  the  latter  marks 
being  the  finest,  and  all  of  them  in  a  pale  pink  color,  so  that  at  a 
distance  they  are  not  noticed  enough  to  disfigure  the  drawing. 
This  is  very  convenient  for  quarter-scale  or  for  eighth-scale  draw- 
ings ;  or  it  can  be  ruled  to  order  to  suit  any  particular  kind  of  work. 
The  measurenjents  do  not  get  wrong;  you  do  not'  have  a  number 
of  errors  added  together  in  a  long  dimension — I  mean  in  cases 
where  the  drawings  lie  about  a  good  while  and  have  nut  been  "fig- 
ured up."  And  this  ruled  paper  is  of  great  advantage  in  laying 
off  work  rapidly,  especially  in  symmetrical  work,  where  any  one  of 
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the  red  lines  running  through  the  paper  can  be  selected  as  an  axis, 
and  work  laid  off  either  side  of  it  by  the  eye,  witliout  having  to 
measure.  I  think  for  ordinary  laying  out  purposes,  an  average  of 
half  the  time  is  saved.  This  is  an  important  advantage,  in  addition 
to  its  merits  in  regard  to  expansion  and  contraction.  I  would  not 
make  scale  drawings  on  plain  paper  at  all.  It  is,  moreover,  not 
only  useful  for  permanent  scale  drawings,  but  for  sketching  free 
haud,  approximately  to  size. 

A  Member'. — Do  you  know^if  there  is  such  a  paper  in  the  market  ? 

Mr.  Smiih. — I  have  not  been  able  to  find  any,  except  some  that 

Queen  in  Philadelphia  had,  ruled  in  tenths,  which  he  charged 

fifteen  cents  a  sheet  for,  where  it  costs  me  about  six.     The  paper  I 

nee  is  the  heaviest  Western  ledger-paper,  and  is  sold  at  $50  a  ream, 

in  some  very  large  sized  sheets  which  I  have  cut  to  24"  by  36".    It 

is  strong  and  tough ;  I  had  it  ruled  to  order  and  sent  a  draughtsman 

to  the  place  where  the  ruling  was  done  to  superintend  the  work. 

He  took  steel  scales  with  him  and  spoiled  several  sheets  of  paper 

until  he  got  the  rulings  right.     I  intend  some  time  to  make  a  plate 

by  which  I  can  print  the  lines  accurately.     I  attempted  to  have  it 

printed  by  the  steel-plate  process;  either  sinking  the  lines  in  a  steel 

or  brass  plate,  or  in  a  lithographic  stone.     I  finally  decided  on  the 

latter,  but  was  told  by  the  lithographic  printer  that  the  paper  would 

shrink  nearly  a  quarter  of  an  inch,  on  account  of  the  exceeding 

dampness  necessary  for  the  printing.     I  think  there  ought  to  be 

some  good  relief  plates  made  to  different  scales,  for  dry  printing, 

by  somebody,  at  any  necessary  expense.     These  should  be  accurately 

and  carefully  made,  and  a  paper  printed  and  put  upon  the  market 

for  the  benefit  of  all  machinists.    It  would  be  a  very  valuable  boon, 

I  think,  to  all  those  designing  people  called  draughtsman. 

Prof.  J.  B,  Webh. — As  Mr.  Smith  has  used  my  name,  I  would  like 
to  say  something  on  this  subject.  In  giving  instruction  in  technical 
schools,  I  have  felt  the  necessity  of  using  cross-section  paper  in  a 
variety  of  ways,  and  believe  it  is  desirable  that  the  student  should 
commence  to  use  it  at  once,  and  learn  the  many  uses  which  it  will 
serve,  not  only  in  making  drawings  to  scale,  but  in  working  all  sorts 
of  graphical  problems,  such  as  getting  the  strains  on  a  bridge,  where 
we  wish  to  measure  the  results  to  scale.  I  found  no  paper  in  the 
market  which  was  at  once  accurate,  cheap,  and  in  sheets  small  enough 
for  class  instruction  ;  I  therefore  got  up  a  ruling-machine  of  my  own, 
and  put  it  in  charge  of  a  student,  and  so  got  along  for  a  number  of 
years.    The  paper  was  ruled  in  ten  per  inch  squares  with  a  set  of 
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accurately  made  bookbinders'  pens,  kept  for  the  purpose  ;  but  it  was 
not  as  good  as  I  wanted,  and  I  liave  therefore  had  engraved,  for  use 
in  this  Institute,  a  relief  plate  as  accurate  as  could  be  made;  to  en- 
able you  to  judge  of  it,  I  will  pass  some  of  the  sheets  around. 
Tou  will  notice  that  the  lines  are  numbered  along  the  edges,  so  that 
I  can  give  a  definite  problen)  to  a  class;  I  can  say  "Draw a  bridge; 
put  one  abutment  at  10-23,  and  the  other  at  25-23,"  etc.,  etc.,  and 
so  I  can  lay  out  the  problem  in  such  a  way  that  when  the  student 
works  it  he  will  not  find  that  part  of  Iris  drawing  runs  off  the  paper. 
This  paper  can  be  furnished  for  two  or  three  cents  a  sheet.  There 
is  another  eize  twice  as  large  as  the  sheets  you  are  examining. 
When  we  get  out  an  edition,  at  the  same  time,  and  on  the  same 
paper,  we  print  a  few  sheets  with  darker  ink,  and  these  are  cut  up 
for  scales.  I  was  led  to  this  by  finding  that  the  paper  scales  in  the 
market  would  agree  neither  with  w^ooden  scales  nor  with  any. paper. 
I  found  also  that  if  we  made  the  scale  of  our  paper  half-inch,  some 
students  would  make  their  drawings  partly  with  a  paper  scale  and 
the  rest  with  a  wooden  one,  if  it  happened  to  be  at  hand,  and  tell 
me  they  didn't  know  that  it  would  make  any  difference.  Students 
will  make  all  the  mistakes  they  can,  you  know,  so  as  to  find  out 
something.  Now,  I  did  not  want  to  be  troubled  in  that  -way,  so  I 
made  the  scale  of  the  paper  half  way  between  the  centimeter  and 
the  half-inch.  The  smallest  division,  therefore,  is  slightly  larger 
than  a  millimeter,  of  which  you  can  estimate  tenths,  and  thus  get 
easily  as  great  a  degree  of  accuracy  as  is  practical  in  working  on 
paper. 

3I/\  W,  E,  Partridge. — There  are  a  good  many  more  advantages 
in  paper  of  this  kind  to  the  advanced  engineer  than  are  seen  in 
first  taking  up  the  paper.  Two  years  ago,  I  had  occasion  to  ask 
a  draui::htsman  to  make  me  a  scale  drawin<?  from  a  machine. 
The  first  thing,  of  course,  was  to  make  a  free-hand  sketch,  and 
then  ])ut  the  dimensions  on  it.  He  had  started  and  got  an 
elevation  partly  finished.  I  found  that  his  estimate  of  four  or 
five  days'  labor  was  absolutely  correct.  I  felt  perfectly  satisfied  at 
tlie  price  I  was  to  pay  for  the  job,  but  I  did  object  to  waiting  so 
long  for  my  sketches.  I  therefore  obtained  some  ordinary  cross- 
section  ])aper,  and  suggested  that  he  make  a  free-hand  sketch  to 
scale.  The  result  was  that,  instead  of  five  days  of  drawing,  the 
first  set  of  drawings  were  finished  in  three  days,  and  were  accurate 
enough  for  the  engraver.  If  the  professor  would  have  the  paper 
printed  in  Prussian  blue,  a  drawing  made  in  India  ink  can  be 
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finished  np  to  any  extent,  and  then,  by  the  use  of  a  weak  alkali,  the 
lining  can  be  bleached  out,  leaving  the  drawing  on  white  paper. 

The  question  of  the  expansion  and  contraction  of  drawing  paper 

is  much  more  irregular  than  most  of  us  suppose.     Some  of  the 

finest  English  drawing  paper  has  been  tested  during  the  past  two 

years,  mounted  in   various  ways  and  stretched,  and  the  rate  of 

expansion  and  contraction   in  different  parts  of  the  same  sheet 

plotted  as  a  very  irregular  curve.     No  two  parts  of  a  large  sheet 

of  say  Whatman's  paper  would  keep  up  the  same  rate  of  expan- 

aion  and  contraction.     It  varied  not  only  in  different  hours  of  the 

day,  but  in  different  days  of  the  month,  and  in  different  months 

of  the  year,  and,  unfortunately,  there  was  no  end  to  it.     For  many 

purposes,  a  sheet  of  paper  which  would  stay  in  place  is  highly 

desirable,  and  if  cross-line  paper  may  not  always  answer,  a  good 

strong  drawing-board,  or  a  good  board  of  narrow  white  pine  strips, 

can  be  depended  upon  to  make  a  very  uniform  rate  of  shrinkage 

tlirough  a  long  time,  and  if  properly  shellacked  or  varnished  on 

the  side  away  from  the  drawing,  is  as  nearly  accurate  as  any  surface 

on  which  we  can  make  drawings  if  we  except  sheet  zinc,  sheet  brass, 

or  sheet  copper.     On  two  occasions  I  have  found  it  necessary  to 

have  my  paper  so  that  I  could  plot  on  it  to  a  thousandth  of  an  inch, 

and  recognizing  the  fact  that  Mr.  Smith  spoke  of,  that  the  best 

way  was  to  let  it  expand  when  it  wanted  to,  and  contract  when   it 

wanted  to,  I  concluded  I  would  do  neither,  and  I  used  a  strong 

white  glue,  glued  the  whole  surface  of  the  paper  and  board,  and 

put  the  paper  down  as  one  would  put  on  a  veneer. 

Mr.  W.  11.  Weightma7i, — My  opinion  in  regard  to  this  paper  of 
Professor  Webb's,  based  upon  some  twenty  or  more  years  of  ex- 
perience, is  that  I  should  not  care  to  use  it  very  steadily,  even  for 
a  few  days  at  a  time.  Since  1863  I  have  been  making  drawings, 
fine  and  coarse,  ornamental  and  mechanical,  and  %o  far  have  not 
been  forced  to  use  eye-glasses.  I  should  not  care  to  insure  the 
ejes  of  any  one  using  this  paper,  should  they  attempt  to  work  it 
steadily  any  length  of  time. 

Mr,  G.  IL  Babcock, — There  is  one  point  in  regard  to  the  shrink- 
age of  paper  which  I  have  not  heard  mentioned,  and  which  is  not 
generally  appreciated ;  and  that  is  that  the  same  piece  of  pai)er 
does  not  shrink  equally  in  different  directions.  My  attention  was 
first  called  to  this  by  the  late  J.  Morton  Poole  some  years  since. 
He  was  making  some  paper  rolls  for  calender  work,  and  he  told 
me  that  the  disks  of  paper  piled  upon  an  arbor,  compressed,  turned 
20 
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off,  and  then  accurately  ground,  would  shrink  so  differently  that 
the  roll  would  be  all  ridges  and  hollows  in  a  very  short  tima 
The  only  remedy  was  to  be  very  careful  that  the  disks  were  placed 
with  the  lengthwise  direction  of  the  sheet  all  one  way,  so  that 
when  they  contracted  through,  the  roll  was  not  round,  it  was 
smooth  on  the  surface. 

Mr,  Z.  Ilerman. — As  an  improvement  on  Mr.  Partridge's  method, 
I  would  suggest  the  use  of  the  white  of  eggs  instead  of  glae.  This 
is  spread  uniformly  on  the  back  of  the  paper  after  beating  it  to  a 
foam,  or  dissolving  with  a  little  ammonia.  The  paper  is  then 
stretched  on  the  board  and  allowed  to  dry.  While  the  sheet  so 
treated  will  adhere  firmly  to  the  board  for  any  length  of  time,  it 
can,  when  desired,  be  easily  removed  by  lifting  it  from  one  corner. 

Mr,  W,  B,  Le  Van. — The  difference  of  shrinkage  along  and 
across  the  sheet  is  due  to  an  unequal  tension  of  paper  on  the  dry- 
ing rolls.  A  friend  of  mine  found  that  a  paper  machine  would 
vary  the  lengthwise  shrinkage  by  increasing  or  decreasing  the 
tension  of  the  sheet  in  drying.  By  carefully  manipulating  the 
tension,  he  found  that  he  could  make  the  paper  shrink  on  an  aver- 
age nearly  equally  in  both  directions. 

Mr,  A,  H,  Emery, — I  have  been  using,  for  a  number  of  ycars^ 
a  paper  called  linen  woven  paper,  made  by  Byram,  Weston  &  Co., 
of  Dalton,  Mass.  The  size  which  I  have  been  using  is  31  inches 
by  23.  I  use  this  on  a  white  pine  drawing-board,  and  I  find  that 
my  white  pine  drawing-board  will  shrink,  in  a  year,  several  times 
as  much  as  the  paper  will.  The  paper  changes  itself  but  very 
little.  It  will  change,  from  time  to  time,  between  morning  and 
noon,  and  noon  and  night,  as  much  as  it  does  change  in  the  whole 
year.  If  I  take  the  Whatman  papers,  we  have  a  different  experi- 
ence; the  drawings  figure  up  wrong.  They  shrink  and  change 
dimensions  greatly.  But  from  the  paper  I  speak  of  I  can  take  off 
measurements  with  the  scales  after  years  of  preservation  with 
accuracy. 

Mr,  W,  0,  Webber, — I  would  like  to  say  that  we  have  been  using 
the  same  paper  which  Mr.  Emery  speaks  of  in  our  shop  for  nearly 
four  years,  and  I  can  corroborate  exactly  what  he  said.  Besides,  it 
has  the  advantage  that  we  are  able  to  make  blue  prints  from  it 
without  making  any  tracing. 

Mr,  C,  T,  Porter. — I  would  like  to  ask,  Is  this  matter  of  bq 
much  consequence  as  it  M'ould  seem  to  be  from  the  discussion! 
As  all  drawings  are  or  ought  to  be  completely  figured,  and  no 
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workman  ought  ever  to  put  a  scale  on  a  drawing,  is  it,  except  in 
rare  cases,  of  any  consequence  whether  a  drawing  shrinks  or  not,  or 
shrinks  unequally  more  or  less?  Is  it  really  a  point  of  much  im- 
portance ? 

With  respect  to  drawing-boards,  I  would  say  that  I  have  found 

drawing-boards  shrink  still  more  than  paper.     I  had  a  board  lately 

four  feet  wide,  and   it  shrank  an  inch  and  a   quarter  in  width 

withui  two  years.     I  found  that  it  was  an  inch  and  a  quarter 

narrower  than  it  was  originally.     This  was  in  the  winter,  when 

there  was  steam-heat  in  the  room.     Last  summer  1  went  to  show  a 

friend  that  it  had  shrunk  an  inch  and  a  quarter,  and  it  had  gone 

back  three-eighths. 

Mr.  A.  C.  Campbell, — I  have  found  some  diflSculty  of  the  same 
sort, and  made  sets  of  drawings  right  through  on  card-board  (22"  x 
28"),  not  Bristol-board,  but  a  tinted  board,  something  like  that  used 
in  making  mats  for  pictures.  I  coated  them  with  white  shellac  on 
both  sides.  They  have  been  in  use  for  two  years,  and  as  far  as  you 
can  see,  they  hold  their  own  right  along.  There  seems  to  be  no 
variation  from  the  original  scale.  The  drawings  are  all  figured  to 
show  this.  I  only  speak  of  this  to  show  the  posssibility  of  using 
paper  of  an  extra  heavy  grade.  When  we  first  shellac  them,  they 
expand,  as  a  matter  of  course,  but  on  drying  return  to  their  original 
size. 

Mr,  Oherlin  Smith, — I  w^ill  say,  in  answer  to  Mr.  Porter,  that  it 
does  not  make  very  much  difference  about  the  paper  being  a  differ- 
ent size  from  normal  as  regards  the  workman  reading,  after  dimen- 
sions have  been  all  put  on  (if  they  have);  but  it  does  make  a  won- 
derful difference  when  a  man  commences  designing  a  machine  and 
has  the  drawings  lying  around  for  days,  weeks,  and  months,  as 
is  often  the  case,  and  cannot  remember  all  his  own  distances. 
Whether  on  a  damp  summer  morning,  with  the  windows  open,  they 
have  grown,  or  on  a  crisp,  cool  moniing,  with  the  room  heated,  they 
have  diminished — perhaps  a  sixteenth,  perhaps  nearly  half  an  inch 
— it  does  make  a  difference.  When  a  man  has  a  lot  of  meas- 
nrements,  and  finds  the  next  morning  tlmt  they  have  all  changed, 
it  makes  him  mentally  profane. 

No.  240.-33. 

Can   you  give  any  data  from  your  own  experience  as    to    the 
power  required  to  drive  modern  American  machine  tools? 
Mr,  Wilfred  Lewis, — We  have  made  a  few  experiments  in  this 
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direction,  and  what  we  have  done  began  in  connection  with  onr 
experiments  on  gearing,  to  determine  the  power  required  to  drive  a 
48''  lathe,  so  as  to  compare  the  efficiency  of  spur  and  worm  gearing. 
In  making  tliose  experiments,  1  noticed  a  peculiar  phenomenon, 
which  scorned  altogether  paradoxical,  but  which  was  nevertheless 
repeatedly  confirmed,  ixamely,  that  when  running  at  full  speed,  it 
required  more  power  to  drive  the  lathe  empty,  with  the  cone  dis- 
connected and  loose  on  the  spindle,  than  it  did  to  drive  with  the  back 
gear  and  the  spindle  thrown  in.     In  the  former  case,  the  belt  pull 
on  the  small  step  of  the  cone  14"  diam.  was  27.5  lbs.,  and  in  the 
latter  25. 8  lbs.     The  face  plate  and  spindle  were  very  heavy,  and  the 
reduction  was  about  38  to  1.     The  only  explanation  I  can  suggest 
is,  that  the  extra  work  of  driving  the  back  gear  and  spindle  was 
more  than  oflFset  by  the  improved  lubrication  of  the  cone  pulley, 
due  to  the  revolving  spindle.     A  similar  phenomenon  was  again 
noticed  in  the  machinery  for  driving  a  traveling  crane,  in  which 
a  cut-off  was  used  to  stop  the  motion  of  a  long  train  of  gearing, 
allowing  the  first  set  of  geare  to  stand  upon  a  revolving  sleeve, 
when  it  was  found  that  the  friction  of  the  sleeve  alone  was  very 
often  sufficient  to  start  up  the  whole  train  of  gearing.     The  ex- 
periments on  the  lathe  were  continued  to  determine  the  power 
required  for  cutting  various  metals  and  the  relative  amount  of 
power  with  different  forms  of  tools,  but  I  do  not  know  whether  that 
question  is  in  order. 

The  Chairman. — We  should  be  very  glad  to  hear  from  you,  Mr. 
Lewis,  on  the  subject. 

Mr,  Lewis, — The  power  required  to  remove  a  given  amount  of 
metal  dej>ends  very  much  on  the  shape  of  the  cut  and  the  shape  of 
the  tool  used.  If  the  cut  is  very  nearly  square  in  section,  the  amount 
of  power  required  would  be  a  minimum.  If  it  is  very  wide  and  thin, 
it  would  be  a  maximum.  The  amount  of  j>ower  I'equired  to  take  a 
cut  depends  upon  the  sharpness  of  the  tool  and  upon  the  form  of 
the  cut.  If  it  is  comparatively  square  in  section,  if  the  feed  is 
about  equal  to  the  depth  of  the  cut,  it  is  not  a  very  serious  matter 
to  have  a  dull  tool.  The  metal  is  broken  away  from  the  head  of 
tlie  tool  as  though  it  were  a  wedge,  and  the  edge  of  the  tool  hardly 
reaches  the  metal  at  that  point.  It  piles  upon  the  edge  of  the  tool 
and  forms  a  wedge.  The  resistance  per  square  inch  in  the  metal 
varied  in  these  experiments  from  700,000  to  180,000  for  steel;  csast 
iron,  about  (me-third. 

The  Chairman, — That  is,  per  square  inch  of  section  removed? 
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Mr.  Lewis. — Per  square  inch  section  removed.  I  think  the  best 
form  of  tool  is  one  in  which  the  principal  amount  of  cutting  is  done 
in  advance  of  the  point.  The  point  ought  to  droop,  so  as  to  split 
oflE  the  heavy  amount  of  metal  and  leave  only  tlie  liglit  amount 
that  remains  for  the  point  of  the  tool.  The  dullness  of  a  tool  affects 
but  little  the  power  required  with  a  very  heavy  cut.  It  affects  it 
with  a  light  cut,  but  not  so  much  with  a  heavy  cut. 

Jlr,  A.  C,  Hohha. — I  do  not  know  that  I  can  give  you  anything 

very  scientific  on  this  question,  but  I  can  give  you  some  data  from 

my  own   experience   as  to  the  power  required   to  turn   modern 

A^merican  machine  tools.     We  have  an  engine  with  an  eighteen 

foot  flv-wheel,  on  which  are  two  loose  runnino:  belts,  each  three  feet 

wide.     Around  through  the  factory  I  have  belts  which  I  know  will 

drive  anv  machines  that  we  have  to  work.     I  find  that  verv  satis- 

factory.     I  think  if  the  gentlemen  put  on  their  belts  wide  enough, 

and  bave  them  good,  that  they  will  find  all  their  tools  cut  right. 

(Laughter.) 

Prof.  Gaetano  Lanza. — I  have  at  home  a  few  data  which  bear 
upon  one  phase  of  this  question.  Last  year  there  were  two  of  our 
students  who  took  up  as  an  investigation  the  question  of  the  pres- 
sure on  different  shop  tools  used  in  a  lathe  and  planer.  The  lathe 
and  planer  were  of  medium  sizes,  and,  of  course,  the  chips  were  not 
very  heavy,  and  they  weighed  the  presssure  of  the  tools,  taking  a 
number  of  different  shaped  tools.  I  merely  mention  it  so  that  if 
there  is  any  one  present  who  is  interested  in  these  data  I  shall  be 
happy  to  let  him  see  them. 

Mr.  T.  S.  Crane. — The  power  required  I  think  could  be  readily 
deduced  from  the  speed  of  the  belt  and  the  width  of  it.  It  is  very 
well  known  that  some  lathes  will  not  run  with  a  two-inch  belt ;  you 
have  to  put  on  a  three-inch  belt.  So  it  seems  to  me  that  any  one 
who  is  interested  in  determining  the  power  required  to  drive 
different  sized  lathes  already  in  operation,  with  maximum  resist- 
ance, could  ascertain  that  readily  by  ascertaining  the  speed  of  the 
bolt  used  and  its  width. 

Mr.  G.  n.  Babcock. — I  do  not  suppose  tliat  any  of  us  have  ex- 
perimented sufficiently  to  answer  this  question  with  tlie  degree  of 
accuracy  desired  in  these  discussions.  "  The  older  class  of  engineers 
have  been  in  the  habit  of  depending  on  the  "  rule  of  thumb  "  a  good 
deal,  and  have  mostly  used  guess- work  to  determine  how  many  horse- 
power to  put  in  to.  drive  a  certain  machine-shop.  Those  who  have 
made  investigations  find  that  the  power  required  to  drive  the  tools 
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in  such  a  shop  is  very  small.  I  have  driven  a  good-sized  machine- 
shop  with,  I  should  think,  not  less  than  twenty  men  at  work,  with 
two  horse-power.  I  have  a  sort  of  a  rule  for  general  work,  wliich 
of  course  has  to  be  varied  accordinor  to  the  kind  of  work  done  and 
the  character  of  the  tpols.  At  an  average  in  ordinary  mac'iine 
work  we  may  calculate  roughly  that  one  horse-poweV  is  snflicient 
to  drive  machine  tools  necessary  to  keep  ten  men  fit  work.  This 
does  not  necessarily,  however,  include  shafting,  engine,  etc.,  nor 
blowere  for  foundry  work. 

Mr.  A,  B.  Couvh. — The  question  of  how  much  power  is  required 
to  drive  modern  machine  tools  is  alx)nt  as  indefinite  as  any  that 
could  be  put.  (Laughter.)  What  a  machine  tool  is,  is  slightly  in 
doubt.  Wliat  a  modern  one  is,  is  very  much  in  doubt ;  and  what 
a  modern  machine  tool  is  required  to  do,  is  still  moi-e  so.  It 
appears  to  me,  at  least  I  am  in  the  habit  of  regarding  the  matter 
in  that  light,  that  the  power  which  can  be  profitably  and  properly 
supplied  to  any  machine  tool  should  be  measured  by  that  which 
can  be  transmitted  to  it  by  the  belt  by  which  it  is  driven  under 
ordinary  tension  and  under  ordinarily  favorable  circumstanecs; 
that  the  first  thing  that  should  happen,  in  case  too  mncli  were 
required  of  it,  should  be  the  slipping  of  the  belt  That  would 
require  a  separate  answer  for  each  individual  tool.  I  cannot  see  how 
it  would  be  possilile  to  arrive  at  any  definite  statement  of  the 
power  rei^uired  to  drive,  for  instance,  a  given  number  of  planing- 
machines  or  lathes.  For,  in  business  of  some  kinds,  all  of  them 
will  be  in  nearly  continuous  use  and  to  nearly  their  full  capacity; 
while  in  other  cases,  the  duty  demanded  of  them  would  be  light^ 
and  perhaps  intermittent. 

The  matter  of  drilling  can  be  considered  somewhat  more 
definitely.  For  instance,  if  the  product  of  the  diameter  of  a  pulley 
in  inches,  by  the  width  of  its  belt,  by  the  ratio  of  its  velocity  to 
that  of  the  spindle,  be  about  sixty,  there  will  be  belt  force  snflicient 
to  drill  one-inch  holes  in  steel.  And  that  product  should  vary 
about  as  the  squares  of  the  diameters  of  the  holes,  since  the  metal 
removed  at  a  revolution  of  the  drill  thus  varies;  and  when  the 
velocit}'  of  the  drill  appears  as  a  factor,  it  will  be  found  that  the 
velocities  being  nearly  inversely  as  the  diameters,  the  power  re- 
quired will  vary  about  as  the  diameters  ;  and  though  the  force  in- 
volved in  drilling  cast  iron  is  less,  yet,  a  greater  velocity  being 
admissible,  the  power  actually  expended  remains  mnch  the  same. 
So  that,  the  work  intended  for  a  drilling-machine  being  known, 
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til. «  required  power  may  be  stated  very  approximately.  Bnt  as  for 
axiewering  the  question,  What  amount  of  power  is  requisite  to 
Arrive  modern  machine  tools,  I  give  it  up.     (Laughter.) 

Jfr.  Wm,  Kent, — Mr.  Babcock,  I  tliink,  gave  an  instance  where 

t'^wenty  men  in  a  machine-shop  required  two  horse-power.     I  have 

an  instance  in  my  own  experience  where  the  power  required  was 

only  forty  times  as  much  as  that.     There  was  only  one  workman, 

and  the   tool  was  an  emery  planer.     When  the  steam   pressure 

iu   the  boiler  registered  sixty-five  pounds,  the  planer  would  run ; 

when  it  got  to  sixty  pounds,  the  planer  would   stop  by  slowing 

down  a  four  horse-power  engine. 

Mr.  W.  H.  Doane. — I  think  we  ought  to  have  the  maker's  name 
of  that  first  engine,  as  well  as  the  manufacturer  of  the  tools,  placarded 
where  we  all  could  see  it,  and  order  a  few  when  we  get  home. 

The  establishment  with  which  I  am  connected,  I  regret  to  say, 

have  not  yet  been  able  to  secure  such  refiults.     I  do  not  think  it 

possible,  with  two  horse-power,  to  run  any  shop  equipped  with 

modern  iron  tools,  and  do  the  work  sufficient  to  give  employment 

to  ten  men,  or  the  amount  of  work  every  first-class  shop  isexpc^cted 

to  produce  in  a  certain  length  of  time  with  its  tools.     It  may  have 

been  done  twenty-five  years  ago  when  one  eighth  of  an  inch  cut 

in  wronglit  iron    with  a  planer  was  considered  unusual.      With 

modem  first-class  tools,  we  are   not  satisfied  with   this  limited 

amount,  and  cuts  even  in  steel  are  made  in  some  cases  now  from 

one  to  two  inches  wide  at  one  cut.     To  do  this  requires  power. 

The  size  of  the  belt  and  its  amount  of  slippage  are  not  the  only 

conditions. 

It  is  well  known  that,  with  two  tools  of  the  same  size,  but  of  differ- 
ent designs,  with  the  same  work  given  to  each  to  do,  the  result  is 
different.  One  requires  more  power  to  displace  the  same  amount 
of  metal  than  the  other.  You  ask,  why  this  is  so  ?  It  may  be 
accounted  for  in  the  more  perfect  construction,  as  well  as  better 
adaptation  for  the  work  which  it  lia^  to  accomplish,  and  which  gives 
it  greater  ability  to  perform  the  allotted  work. 

The  works  of  J.  A.  Fay  &  Co.  use  fully  one  hundred  and  fifty 
horse-power  to  drive  their  tools,  and  with  this  power  the  productive 
ability  of  the  tools  is  about  sufficient  for  furnishing  the  work  for 
four  hundred  men  only,  and  I  think  these  results  about  as  good  as 
the  average  of  best  shops. 

Now,  while  I  am  much  gratified  to  hear  the  report  given  of  the 
success  of  the  two  horse-power  engine,  I  am  also  so  much  sur- 
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prised  to  hear  that  there  are  shops  where  two  horse-power  is  suffi- 
cient to  run  tools  sufficient  to  get  out  the  work  for  so  many  men, 
tliat  I  would  like  to  secure  the  receipt  for  the  process  and  put  it 
into  application. 

Mi\  Wm,  Kent — I  want  to  placard  the  name  of  the  man  who 
built  that  four  horse-power  engine.  It  was  Mr.  Babcock.  (Laugh- 
ter.) 

Mr.  babcock. — Mr.  Chairman,  von  will  allow  me  to  answer  the 
question  of  Mr.  Doane.  The  engine  which  drove  the  maehine- 
shop  I  was  speaking  of  was  a  Wilcox  caloric  engine,  which  could 
not  by  any  possibility  do  more  tlian  two  horse-power,  and  it  drove 
the  shop.  Of  course,  it  was  not  doing  such  work  as  Mr.  Doane  has 
to  do  in  his  shop.  The  power  required  depends  on  the  kind  of 
work  yon  are  doing  and  the  tools  used,  so  tliat  in  general  yon 
must  "  cut  and  allow"  more  or  less  if  you  are  going  to  do  close 
guessing.  (laughter.)  For  instance,  milling  tools  require  more 
power  than  lathes  and  planers,  and  they  will  do  more  work  in  a 
given  time.  I  have  an  example  in  point.  The  Singer  Manu- 
facturing Company  turn  out  a  thousand  or  more  sewing-machines 
per  day.  The  work  is  largely  done  by  special  tools,  very  many  of 
which  are  milling  machines,  and  each  man  attends  a  number  of 
toolF.  There  are  in  the  machining  department  some  2,200  men,  and 
460  horse-power  is  used  to  drive  the  tools.  This  is  nearly  five  men 
to  the  horse-power,  under  circumstances  where  a  minimum  of  men 
for  the  work  done  is  carefully  maintained. 

Mr.  A.  H.  Raynal. — At  the  works  where  I  am  engaged,  there 
are  employed  about  500  men,  working  at  tools,  which  are  driven 
by  two  engines,  one  of  T5  the  other  of  about  80  horse-power. 
The  principal  part  of  this  force  is,  however^  consumed  in  the  trans- 
mission of  po\\*er,  and  in  the  driving  of  large  traveling  cranes  and 
elevators.  I  have  tested  the  power  absorbed  by  large  tools  when 
running  loaded,  without  doing  work,  and  again  while  cutting,  and 
have  found  the  difference  hardly  perceptible. 

Mr.  Daniel  Ashworth. — I  agree  with  one  of  the  speakers  who 
preceded  me  in  stating  that  a  small  amount  of  power  will  be  ab- 
sorbed under  ordinary  circumstances.  When  we  oome  to  the  factor 
of  a  fan,  then  that  of  course  changes  very  radically  tlie  power 
absorbed  in  an  establishment,  and  the  question  brings  to  my  mind 
a  personal  experience  of  my  own.  In  an  establishment  where  it 
was  represented  by  the  maker  that  a  fan  would  take  six  horse- 
j)owcr  at  a  certain  speed,  an  engine  of  fifteen  horse-power  was  pur- 
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cWaeed  with  a  view  to  introducing  at  a  future  period  an  electric  light 
system.    It  was  found,  when  everything  was  erectecj,  that  it  was  as 
much  as  a  fifteen  horse-power  engine  would  do  to  drive  this  fan 
alone ;  and  careful  tests  made  showed  that  this  fan  absorbed  15^^ 
borse-power.     This  is  a  very  common  error  as  legards  rating  the 
power  necessary  to  drive  high  speed  machinery.     Wood-working 
machinery  requires,  of  course,  a  great  deal  more  power  than  that  of 
the  iron  tool  departments.     In  the  case  of  the  Rochester  Tumbler 
Company,  of  Western    Pennsylvania,  a  large  fan   was  rated   as 
needing  twenty  horse-power   to  drive  it,  but  when   tested   it  ab- 
sorbed nearly  fifty  horse-power — 48  and  a  fraction,  I  think.     The 
statement  and  the  tests  were  questioned  very  much,  and  immediately 
afterward  an  independent  engineering  company  tested  that  plant 
again  without  any  knowledge  of  the  previous  test,  and  the  test  re- 
vealed the  fact  that  it  actually  took  fifty  horse-power  to  drive  that 
fan  alone.     So  in  estimating  the  power  necessary  to  drive  these 
tools  there  is  a  wide  departure  from  the  idea  of  driving  simple 
lathes  and  iron-working  tools.     There  is  nothing  so  erroneous,  as 
the  masses  take  it,  as  the  idea  of  the  power  absorbed  in  the  driving 
of  high  speed  machinery  and  fans.     I  know  of  one  case  of  a  fan 
with  a  44-inch  wheel,  driven  at  1,005  revolutions,  absorbing  44  horse- 
power.    The  engine  to  drive  that  establishment  in  all  its  depart- 
ments would  have  very  little  effort  to  do  it;  but  throw  the  fan 
npon   it  and  it  is  greatly  taxed  ;   so  that  these  points  are  very 
irapoitant  in  considering  the  power  necessary  to  drive  machines. 

Mr.  G,  Z.  Fowler, — I  have  in  mind  a  little  shop  I  had  charge  of, 
about  which  I  can  give  very  accurate  data.  The  engine  was  a  5"  x 
12",  with  a  cut-off  at  }  stroke.  The  boiler  carried  75  pounds  of 
steam.  We  had  two  lines  of  shafting  not  more  than  20  feet  long 
each,  and  undenieath  there  were  a  42-inch  swing  lathe,  two  lathes 
with  20  inches  swing,  and  two  with  10.  Besides  this,  there  was  a 
drill  and  planer  and  a  Sturtevant  fan  capable  of  supplying  the  air 
for  three  ordinary  blacksmith's  forges.  That  engine  would  run 
125  turns  with  perfect  ease,  but  right  near  the  engine  was  a  little 
nine-inch  emery  wheel  belted  down  from  a  countershaft,  which, 
when  thrown  on,  would  lag  the  engine  every  time.  We  had  taken 
all  the  power  out  of  the  engine  ^ve  could  possibly  get,  and  the  addi- 
tion of  a  single  emery  wheel  would  invariably  decrease  the  speed. 

Mr,  Arthur  Falkenau. — It  is  possible  I  may  be  able  to  give  some- 
thing that  may  be  somewhat  reliable.  I  had  a  shop  out  at  Leadville, 
Colorado,  and  had  an  engine  there  which  I  indicated  at  seventeen 
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lioi-se-power,  running  all  the  tools,  A^'hich  were  three  lathes  of 
ordinary  size,  from  fifteen  to  twenty-six  inches,  planer,  bolt-ciitter, 
emery  wheels,  and  a  fan  for  supplying  a  cupola;  and  when  taking 
that  diagram,  I  found  that  it  was  all  I  could  do  to  keep  the  engine 
to  its  work.  15ut  as  another  gentleman  just  remarked,  fans  generally 
require  more  [)0wer  than  is  supposed,  so  that  I  stopped  all  the  ma- 
chinery, suspecting  that  the  fan  was  probably  taking  more  power 
tlian  everything  else,  and  I  api)lied  the  power  solely  towai"d  driving 
the  fan.  It  was  a  Sturtevant  fan  said  to  require  ten  Iiorse-power. 
I  was  satisfied  that  it  required  more,  and  I  found  that  my  fan  took 
about  twelve  horse-power,  leaving  about  five  horse-power  to  drive 
the  tools. 

It  should  be  said,  by  the  waj-,  that  it  takes  there  a  greater  )X)wer 
and  higher  velocity  to  acquire  a  certain  pressure — the  altitude  of 
Leadvillc  being  ten  thousand  feet — than  it  would  here,  although  in 
that  instance  I  was  not  able  to  verify  the  question.  I  had  occasion 
in  a  smelting  works  to  observe  that.  I  calculated  in  Advance  that 
it  should  take  a  higher  speed  and  more  power  than  the  Sturtevant 
people  rated  their  fan  as  needing  at  the  sea  level,  but  the  mining 
engineer  thought  that  he  would  base  his  work  on  the  data  given  by 
the  Sturtevant  people.  When  the  fan  came,  they  had  to  increase 
their  power. 

J/>'.  ir.  //.  WeigJdman. — From  my  own  experience  I  find  that  the 
answer  to  this  question  dej>cnds  considerably  upon  a  second  question 
as  to  who  wants  to  know  ?  I  had  a  case  some  time  since  in  wliich 
the  dispute  was  between  a  landlord  and  tenant.  "When  the  regular 
measurement  was  made,  all  the  tools  were  apparently  in  good  use 
and  working  to  good  capacity — the  landlord  and  his  representatives 
being  on  hand.  The  test  developed  some  five  horse-power  required. 
Two  or  three  days  later,  thinking  this  five  horse-power  rather  small, 
I  made  a  second  test.  This  time  the  landlord  was  not  around.  1 
found  that  with  the  same  tools  in  operation,  same  busy  appearance 
and  capacity,  there  was  a  demand  for  over  twelve  horse-power. 
Upon  such  experiences  as  this  we  may  safely  aflirm  that  the  answer 
to  the  question  under  discussion  depends  greatly  upon  "  who  wants 
to  know? " 

The  Chabnynui, — I  mav  mention  that  in  the  Yale  and  Towne 
Works  we  use  from  125  to  150  horse-power,  and  are  in  the  habit 
of  inilicating  it  weekly.  By  reason  of  the  large  number  of  fan 
blowers  in  us<^  through  the  works,  our  constant  resistance,  including 
friction  of  shafting,  etc.,  is  more  than  one  half  of  the  total  power 
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used,  60  that  the  remainder,  which  will  vary  from  60  to  75  horse- 

pOMrer,  is  all  which  is  utilized  in  the  driving  of  machine  tools. 

We  are  employing  over  five  hundred  hands;  a  considerable  part  of 

the  work  is  light,  but  two  of  the  shops  are  running  on  heavy  work. 

I  agree  with  some  of  the  previous  speakers  as  to  the  fact  that  the 

amoiuit  of  power  required  is  often  overestimated.     Undoubtedly 

it  is  due  in  part  to  the  fact  that  there  is  hardly  ever  a  time  when  all 

the  tools  are  in  operation  at  once;   the  work  is  intermittent  with 

each,  and  is  thus  averaged. 

No.  240.-34. 

What  are  the  best  conditions  for  flying  rope  for  transmission  of 
power?     Are  there  limitations  to  its  use? 

Mr.  T.  8.  Crane, — In  using  such  ropes,  I  have  been  annoyed  more 
by  the  vibration  of  the  ropes  between  pulleys  than  anything  else. 
If  any  species  of  support  were  put  up  to  catch  it,  I  found  it  would 
cut  it  away.  If  any  one  has  been  able  to  use  such  a  construction 
without  meeting  that  difficulty,  or  has  learned  how  to  overcome  it, 
I  would  be  glad  to  hear  it. 

Mr.  C.  C.  Hill. — I  do  not  know  what  the  effect  would  be  of  what 
I  am  about  to  suggest :  but  a  little  simple  remedy  occurs  to  me 
which  is  sometimes  employed  on  band  saws,  that  is,  to  put  a  disk 
pretty  clcsely  in  contact  with  the  flying  rope  with  its  flat  iace 
against  the  rope  and  the  center  of  motion  of  the  disk  either  below 
or  above,  so  that  you  will  have  the  whole  face  of  the  disk  to  wear 
away  instead  of  having  the  groove  in  a  pulley.  It  would  be  con- 
tinually changing  its  face,  and  probably  give  pretty  fair  results.  It 
does  on  band  saws  I  know. 

Mr.  AUan  Stirling. — ^^Some  years  ago,  I  arranged  to  run  a  small 
machine  and  blacksmith  shop  (using  a  power  hammer,  a  fan,  and  a 
few  machine  tools)  from  a  mill  which  was  driven  by  a  large  water- 
wheel.  Wire  rope  transmission  was  adopted  as  the  best  thing.  It 
was  soon  after  it  had  been  brought  out  by  Mr.  Hirn,  and  everything 
was  arranged  to  the  very  best  advantage  from  the  latest  information 
obtainable.  Large  sheaves  with  leather  filling  were  used.  The 
whole  arrangement  proved  unsatisfactory  and  troublesome,  and  the 
ropes  wore  rapidly.  I  have  had  more  experience  of  the  same  kind 
since,  and  my  impression  is  that  the  advantages  to  be  derived  from 
this  mode  of  transuiissipn  have  been  very  much  overestimated. 

Mr.  J.  T.  Hawkins, — In   answer  to   the  question  of   the   first 
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speaker  on  this  subject,  I  would  sa}*^  that  I  have  never  seen  any 
experiments  tried  for  the  purpose  of  doing  away  witli  the  vibrating 
movement  whicli  is  generally  found  in  such  ropes,  but  I  have 
observed  them  very  frequently,  and  noticed  that  this  is  a  great 
detriment  to  their  proper  action  ;  but  it  has  occurred  to  me  several 
times  in  connection  with  them  that  the  most  feasible  thing  to  do 
in  such  cases,  to  prevent  that  peculiar  pendulous  motion  they 
acquire,  would  be  to  put  some  guide — either  pulleys  or  some  other 
form  of  lateral  guide — at  certain  points  in  the  length  of  the  rope 
between  the  pulleys.  It  would  break  up  that  oscillating  or  vibra- 
tory movement  which  is  set  up  in  the  rope,  due  to  its  length, 
probably  conjoined  with  its  velocity.  There  appeal's  to  be  no 
doubt  that  in  such  ropes  we  do  get  something  like  the  vibration 
of  a  musical  string ;  that  there  are  certain  nodal  points  in  them, 
and  a  certain  vibration  is  set  up  as  governed  by  the  tension  of  the 
catenary  and  the  velocity.  The  methods  used  to  avoid  that,  I  notice, 
are  to  place  some  lateral  guiding  object  near  the  pulleys,  and  it 
invariably  fails,  by  the  ropes  cutting  into  the  guide.  It  fails  even  if 
they  put  lateral  pulleys  at  that  point.  The  rope  continues  to  sway 
at  other  points,  simply  because  they  do  not  carry  the  point  of 
contact  of  the  lateral  guides  to  the  place  in  the  rope  which  will 
break  up  the  vibrations  of  the  rope  due  to  its  length,  and  the 
condition  of  the  curve  and  the  velocity.  My  idea  is,  that  it  might 
be  advantageous  to  place  one  or  more  lateral  guides  in  such  posi- 
tions as  to  divide  it  up  in  such  a  way  as  to  prevent  the  nodal 
points  forming  under  any  conditions  of  speed  to  which  it  is  sub- 
jected. 

Mr.  (7.  M,  Giddings. — In  the  early  history  of  Sibley  College, 
Cornell  University,  we  had  the  probleni  of  transmitting  power  by 
a  §"  wire  rope,  a  distance  of  eleven  hundred  feet  from  a  water- 
wheel  in  the  gorge  below,  and  I  remember  very  well  the  difficul- 
ties encountered,  first,  in  putting  up  the  rope,  but  more  especially 
in  maintaining  it,  and  in  keeping  it  in  running  order,  and  in  get- 
ting it  to  last  a  reasonable  length  of  time.  I  regret  that  Professor 
Sweet  is  not  here  to  give  the  facts  connected  with  it  It  took  us 
in  the  neighborhood  of  two  or  three  years  to  find  out  how  to  rnn 
that  long  line  and  to  avoid  vibrations,  and  by  repeated  splicing 
and  renewing  of  cables,  and  finding  they  would  last  but  a  short 
time,  we  finally  attempted  to  discover  the  ret^son  of  this  by  looking 
into  the  cause  of  the  vibrations.  Some  thought  it  was  due  to  the 
wheel  itself,  and   the  professor  suggested  the  idea  of  refilling  the 


TOPICAL  DISCUSSIONS  AND  INTERCHANGE  OP  DATA.  817 

wheels,  then  putting  up  a  rest,  driving,  the  shaft  and  its  wheel  by 
any  outside  appliance,  and  turning  the  groove  (with  the  wheel  in 
its  own  bearings)  so  that  it  ran  absolutely  true.  We  found,  in 
putting  the  rope  on  then,  that  there  were  no  vibrations,  and  that 
the  wheel  was  not  the  cause  of  the  trouble,  but  it  was  simply  due 
to  a  slight  tremor  in  the  groove  of  the  wheel,  and  when  that  was 
turned  true,  it  obviated  nine-tenths  of  the  trouble.  I  have  been 
able,  in  the  last  year  at  our  works,  to  corroborate  this.  We  have 
had  no  trouble  whatever  in  the  vibration  of  the  cable  in  a  span  of 
250  feet,  but  did  have  trouble  from  another  source.  The  cable 
was  used  for  driving  the  machinery  connected  with  a  pneumatic 
molding-machine,  and  we  could  not  afford  to  lose  a  day's  time 
on  it,  and  in  the  extremity  of  the  cable's  parting,  we  put  up  an 
inch  and  a  quarter  Manilla  rope.  Alter  protecting  that  from  the 
weather,  we  have  obtained  the  most  satisfactory  results  from  it. 
We  find  that  it  is  flexible,  enabling  it  to  endure  the  short  bends 
made  necessary  by  the  location  of  the  driving  pulleys.  It  is  still 
running  very  successfully,  and  its  life  is  not  determined  yet.  To 
be  sure,  the  load  is  not  great,  probably  not  over  22  to  25  horse- 
power; but  I  am  so  happily  disappointed  with  it  that  I  should  not 
think  again  of  putting  up  a  wire  rope  to  drive  the  same  amount  of 
power  the  same  distance. 

Mr.  Crane. — Were  the  ropes  put  in  the  same  sheaves  ? 
Mr.  Giddings. — Run  into  the  same  sheaves,  but  with  the  groove 
altered. 
Mr.  Crane. — Made  larger,  I  suppose  ? 

Mr.  Giddings. — Yes,  sir ;  the  grooves  were  filled  with  alternate 
layers  of  leather  and  rubber  on  end,  and  turned  true  in  their  own 
bearings*. 

Mr.  A.  H.  Raynal. — I  have  charge  of  three  lines  of  rope  trans- 
mission, which  are  all  in  successful  operation.  The  ropes  have  a 
long  life,  except  at  the  splices,  where  there  is  always  additional 
thickness.  Projecting  fibers  are  pulled  out  in  passing  the  grooves 
of  the  pulleys,  are  torn,  and  the  splice  gradually  wears  out.  The 
quality  of  the  ropes  employed  is  of  the  utmost  importance.  The 
maker  should  know  the  purpose  for  which  they  are  intended,  as 
pliability  more  than  strength  ip  the  requisite.  For  a  one  and  a 
quarter  inch  diameter  rope  I  find  a  three-ply  Manilla  preferable 
to  a  four-ply. 

Mr.  A.  C.  Hobhs. — When  I  went  to  the  works  with  w^hich  I  am 
connected,  we  had  a  Manilla  rope  of  about  sixty  feet  crossing  the 
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yard.  Sometimes  it  was  very  good,  and  sometimes  very  bad.  I 
made  up  my  mind  that  it  was  bad  so  often  that  I  got  rid  of  it.  I 
hiid  a  shaft  two  and  three-quarter  inches  in  diameter  across  the 
yard,  took  the  Manilla  rope  down,  put  the  shaft  in,  and  everything 
has  worked  right  ever  since. 

Mr.  II .  It.  Towne, — I  happen  to  have  had  a  somewhat  wide 
experience  with  rope  transmission,  and  it  leads  me  to  concur 
heartily  with  everything  which  Mr.  Giddings  has  said.  Tlie 
trouble  with  wire  rope,  in  nineteen  cases  out  of  twenty,  is  lack  of 
perfection  in  the  parts.  The  rope  is  running  at  a  pretty  high 
speed  usually.  The  wheels  are  also,  of  course,  and  any  original 
irregularity  tends  to  enlarge  and  increase,  and  to  reproduce  itself. 
That  irregularity  may  come  from  slight  eccentricity  of  a  wheel, 
from  slight  want  of  truth  in  the  other  sense — not  being  a  true 
])lane — is  still  more  likely  to  come  from  irregularity  in  the  "  fill- 
ing" of  the  rim,  which  is  always  used  for  wire  rope,  usually  rubber, 
although  wood  or  lead  makes  a  better  filling — the  least  irregular 
of  any ;  and  these  conditions  set  up  a  vibration  in  the  rope  which 
is  increased,  and  under  some  conditions  I  have  seen  becomes  really 
terrific,  sufticient  to  pull  down  the  structure,  almost,  if  not  checked. 
The  trouble  almost  alwavs  arises  from  want  of  balance,  or  want  of 
I'egnlarity,  in  the  parts.  That  corrected,  the  trouble  will  disappear. 
Of  course,  where  the  rope  is  of  great  length,  it  may  be  necessary 
to  put  in  intermediate  idlers  to  take  up  the  slack  of  the  rope. 
Where  that  is  properly  done,  it  tends  to  check  vibration,  and  should 
introduce  no  other  trouble.  As  Mr  liavnal  has  stated,  the  kind  ot 
wire  rope  is  a  very  important  factor,  and  persons  proposing  to  use 
wire  rope  transmissions  should  always  study  the  conditions  with 
the  maker  of  the  rope.  A  roj^e  which  is  to  be  used  for  sucli 
})urposes  is  very  different  from  the  rope  used  for  standing  rigging. 
A  rope  of  small  wire,  and  many  parts  to  the  strand,  is  a  great  deal 
better  than  <;ne  of  large  wire  and  few  parts.  Again  a  soft  core  is 
sometimes  used,  and  is  thought  to  be  advantageous — ^a  hemp  core 
instead  of  wire.  Where  the  use  of  the  rope  is  in-doors,  and  it  is 
not  exposed  either  to  the  weather  or  to  heat,  my  experience  is,  that 
a  cotton  rope  is  very  much  more  satisfactory  than  a  wire  rope.  It 
involves  a  much  higher  speed,  in  order  to  reduce  the  tension  to 
the  limit  which  is  practicable  with  cotton.  I>ut  the  higher  speed 
brings  with  it  ordinarily  no  difficulties.  The  counter-shafting,  of 
course,  must  lie  well  made  and  well  ]>ut  up;  for  I  have  seen  a  cage 
of  rope  transmission  fail  where  the  ])arts  themselves  were  all  good, 
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but  where  the  framing  to  which  one  of  the  shafts  was  attached 
was  not  snfficientlj  stable,  and  a  vibration  was  established  in  the 
driving-wheel  which  was  transmitted  to  the  rope.     With  cotton 
rope  we  get  rid  of  a  great  source  of  trouble  found  with  wire  rope, 
and  also  a  very  considerable  item  of  expense,  namely,  the  packing 
or  filling  of  the  rims  of  the  wheel.     With  cotton  rope  we  can  use 
cast-iron  wheels,  the  driving  and  driven  wheel  having  a  V-shaped 
groove  in  which  the  rope  nips,  while  the  idlers  have  a  round- 
bottomed  groove  slightly  larger  in  radius  than  the  radius  of  the 
rope,  so  that  the  rope  bottoms  in  it  and  does  not  nip.    The  relative 
speed  which  practice  shows  can  be  utilized  for  these  two  kinds  of 
rope  is  practically  as  two  to  five,  that  is  to  say,  a  wire  rope  run- 
ning at  2,000  feet  a  minute  can  be  replaced  by  a  cotton  rope  run- 
ning about  5,000  feet  a  minute,  the  tension  being  proportionately 
altered.     The  cotton  rope  does  not  so  readily  take  up  the  vibratory 
motion  which  is  complained  of,  and  the  wheels,  being  entirely  of 
metal,  can   be  made  true  in  the  first  place,  and  once  true  will  re- 
main so,  except  as  to  the  wear  of  the  shafts,  and  that  can  be  easily 
taken  care  of.    The  matter  of  splicing  these  ropes  is  of  considerable 
consequence,  and  it  is  not  every  rigger  even  that  knows  how  to  do 
it.     Two  kinds  of  splice,  which  sailors  and  riggers  use,  are  known 
as  the  long  and   the  short  splice.      The  short  splice  involves  a 
thickening  of  the  rope ;  the  two  ends  of  the  rope  are  partly  un- 
coiled, and  are  put  together  and  interlocked  again — laid  np,  as  it 
is  called— -cutting  oflE  of  a  portion  of  the  strands  on  each  end,  but 
the  result  is  a  thickening  of  the  rope  at  the  splice.    In  the  case  of  a 
cotton  rope  about  five-eighths  or  one-half  quarter  in  diameter,  the 
short  splice  would  be,  perhaps,  three  or  four  feet  in  length.     What 
is  technically  known  as  the  long  splice,  on  the  contrary,  is  formed 
by  uncoiling  the  strands  of  the  two  ropes,  removing   an  equal 
portion  from  each,  and  putting  the  two  together  again  and  laying 
up  the  strands  precisely  as  the  original  rope  was  made.     This,  if 
done  neatly  by  an  experienced  hand,  can  be  so  well  done  as  to  be 
hardly  perceptible,  not  at  all   perceptible  when  the  rope  is  in 
motion.     A  long  splice  in  such  a  rope  as  I  have  spoken  of,  should 
be  not  less  than   fifteen  feet,  and  it  should  always  be  resorted  to 
with  high  speed  ropes,  for  the  reason  that  any  thickening  of  the 
rope  at  the  splice  tends  to  establish  vibration  of  the  rope  itself  and 
of  the  wheels.     It  involves  a  serious  shock  or  blow  to  the  wheels 
each  time  that  the  splice  passes  over  them,  and  that  itself  tends 
to  disturb  the  balance  of  the  wheels  and  causes  trouble.     So  far  as 
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my  experience  goes,  where  the  circii  in  stances  admit,  cotton  rope  is 
more  satisfactory  than  wire,  but,  with  a  proper  proportion  of  the 
parts  and  reasonable  care  in  maintaining  their  condition,  either  can 
be  resorted  to  with  entire  confidence.  All  that  is  required  is  good 
workmanship  and  proper  attention  and  care. 

Mr,  liaynal. — Do  you  use  any  soaps  on  your  cotton  rope — 
I  mean  a  mixture  of  tallow  and  black-lead,  or  something  of  that 
sort? 

The  Chairman, — Always ;  we  use  not  tallow,  but  beeswax, 
which  is  much  better  than  tallow.  The  purpose  of  any  dressing  on 
a  cotton  rope  is  simply  to  prevent  the  fiber  from  rising,  and  also, 
to  some  extent,  to  prevent  the  absorption  of  moisture  by  the  rope. 
This  coating  is  water-proof ,  practically,  and  it  keeps  the  interior  of 
the  rope  in  a  perfectly  dry  condition.  1  have  taken  a  cotton  rope 
which  has  run  for  more  than  a  year,  which  is  perfectly  black  on  the 
outside,  looking  like  a  bar  of  iron,  with  a  smooth  polished  coat,  and 
on  cutting  it  squarely  across,  it  would  show  the  entire  interior  of  the 
rope  to  be  as  clean  as  the  day  it  was  made,  the  coat  of  beeswax  and 
black-lead,  with  a  little  tallow,  serving  to  protect  the  core. 

Mr.  ^V,  E,  Partridge, — At  the  town  of  Proctor,  in  Vermont,  ropes 
have  been  used  largely  in  transmitting  power  from  central  stations 
over  considerable  distances,  for  the  purpose  of  running  mills  for 
sawing  marble,  carrying  power  to  derricks,  hoisting  and  various 
purposes  in  and  about  a  marble-sawing  establishment  and  quarry. 
The  distances  there  were  great ;  the  angles  were  sometimes  very 
sharp,  in  one  case  up  a  hill  at  an  angle  of  45  degrees,  and  unless  the 
rope  was  completely  protected,  no  amount  of  balancing  which  they 
were  prepared  to  do  would  prevent  disastrous  whipping  in  the 
winds  of  the  winter  and  spring.  In  other  seasons  of  the  year  they 
had  more  or  less  trouble  with  it.  They  transmitted  power  ap  a 
bank  from  the  top  of  a  75-foot  tower,  and  while  I  do  not  know  the 
exact  amount,  it  was  the  power  of  a  turbine  supplied  by  a  penstock 
six  feet  in  diameter,  and  a  head  of  water  of  something  like  fifty  or 
sixty  feet.  The  shaft,  I  think,  was  six  inches  in  diameter;  the 
conditions  were  rather  peculiar;  tlie  tower  in  which  the  turbine  was 
j)hiced  was  at  the  bottom  of  a  ravine,  from  the  top  of  which  the 
])ower  was  to  be  taken  up  a  bank  275  feet,  I  think,  at  an  angle  of 
approximately  45  degrees.  The  bank  goes  down  very  sharply. 
The  roj)e  having  failed  completely,  they  laid  a  shaft  from  the  tower 
up  the  bank  to  the  mill ;  it  was  four  or  five  inches  in  diameter,  had  ex- 
pansion couplings  and  thrust-blocks  in  each  bearing.    It  was  carried 
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in  a  house  extending  the  whole  distance,  the  lower  part  of  whieli 
was  carried  on  a  truss.  Their  problem  was  to  extemporize  a  pro- 
peller shaft  of  extraordinar}^  length  and  running  in  very  curious 
conditions.  While  the  top  of  this  building,  which  is  stone,  was 
perfectly  firm,  and  they  had  a  fairly  firm  foundation  on  half  way  up, 
they  had  never  taken  pains  to  balance,  their  shaft  properly.  The 
rule  in  a  marble  quarry,  which  is  applied  to  everything  around  it, 
is,  that  it  has  to  run  until  it  is  cut  out  or  absolutely  refuses  to  turn, 
and  then  it  is  replaced  by  something  else,  A  wire  rope  sometimes 
gives  out  and  will  not  run  to  its  last  strand,  and  so  at  present  I 
think  there  is  only  one  rope  transmission  in  the  town.  The  power 
is  run  from  the  top  of  the  thirteen  lengths  of  this  shaft,  by  aline 
shaft  the  whole  length  of  the  mill ;  there  is  a  cross  lino  of  shafting 
of  several  feet,  and  another  line  across  the  yard  at  right  angles  to 
it  of  75  or  100  feet.  This  is  supported  on  the  trusses,  and  fur- 
nishes power  for  a  large  mill. 

The  shafting  can  be  forced  to  work  under  all  conditions,  but  the^ 
wire  rope  in  a  gale  of  wind  became  unmanageable  and  suspended 
operations: 

Mr.  P.  A.  Sanguinetii, — The  ground  has  been  so  well  covered 
with  regard  to  the  good  workmanship  necessary  to  produce  good 
results  with  wire  rope,  that  I  will  not  add  any  more  to  the  discus- 
sion in  that  direction.     But  I  would  like  to  refer  to  a  fact  which 
has  come  under  my  notice,  namely,  that  phosphor  bronze  has  been 
used  in  the  manufacture  of  wire  rope.     It  is  more  pliable  when  so 
applied  than  iron  or  steel,  and  when  it  is  worn  out  or  broken,  it  can 
be  melted  up  and  drawn  out  again,  the  makers  allowing  60^  on  the 
price  of  the  rope  for  the  old  metal.    Cables  of  raw  hide  have  also  been 
used  very  successfully  for  the  transmission  of  power.     I  know  of  a 
shipbuilding  establishment  in  Europe  where  a  5()-ton  traveling  crane, 
mounted  over  a  dock  300  feet  long,  was  operated  with  a  raw-hide 
cable  about  1\"  in  diameter,  and  it  worked  continuously  for  more 
than  five  3'ears  without  showing  any  signs  of  wearing  away. 

Prof,  Hutton, — I  might  add,  Mr.  Chairman,  that  the  members 
will  find  in  the  Library  of  the  Mechanical  Engineers  a  recent  contri- 
bution by  Prof.  Rouleaux  to  this  question  of  wire  rope  and  Manilla 
rope  transmission,  where  the  principle  is  carried  to  an  extreme. 
Prof.  Rouleaux  proposes  that,  starting  from  the  central  source  of 
power,  the  rope  shall  be  endless,  going  all  over  the  building,  finish- 
ing at  the  end.  The  paper  is  in  German,  but  I  think  before  long 
a  translation  of  it  will  be  accessible  to  the  members.  But  it  cer- 
21 
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tainly  shows  that  he  at  any  rate  has  tlionght  of  earrying  the  thing 
a  <]:ood  deal  farther  even  than  we  have  dared  to  do  on  this  side  of 
tlie  water. 

Jlr.  W.  F.  Durfee. — There  is  one  form  of  rope  transmission 
which  is  not  vei*y  generally  known  ;  I  refer  to  the  form  used  in 
manufactories  of  cordage.  There  are  many  "  rope-walks,"  which 
are  one-quarter  of  a  mile  in  length,  in  which  the  whole  power  for 
"twisting"  and  "  laying  up  "  the  ropes  is  conveyed  from  one  end 
of  the  building  to  the  other  by  ordinary  Manilla  ropes.  Starting 
from  a  driving  pulley,  or  its  equivalent,  near  the  source  of  power 
at  one  end  of  the  building,  the  rope  passes  to  the  other  end^  sup- 
ported at  intervals  by  grooved  pulleys,  turning  in  standards 
bolted  to  the  floor; — thence  returning,  it  is  taken  three  or  four 
times  around  a  conoidal  head,  or  a  series  of  horns,  on  the  extremity 
of  the  driving  shaft  of  the  rope-twisting  engine,  and  thence  the 
rope  passes  to  and  around  a  pulley  on  a  weighted  tightening  frame, 
and  then  in  its  original  direction  to  the  driver  whence  it  started. 
Endless  Manilla  ropes  have  been  iised  in  the  way  described  with 
great  success  for  the  past  tifty  years,  and  it  would  practically  be 
impossible  to  run  the  older  form  of  rope-walk  without  this  method 
of  transmitting  the  required  power.  The  use  of  ropes  or  cords  for 
transmitting  power,  instead  of  being  a  modern  invention,  is  among 
the  oldest  known  mechanical  devices,  and  was  used  for  that  pur- 
pose long  before  the  invention  of  leather  belts.  The  earliest  ap- 
plication of  ropes  or  cords  as  power  convej^ers  is,  doubtless,  found 
iti  the  bow-string  of  the  savage  races.  We  then  And  the  cord  used 
in  the  primitive  reciprocating  mandrel  lathe  and  in  the  bow-string 
drill,  followed  by  its  employment  in  the  modem  rotating  lathe 
and  spinning-wheel,  and  ropes  for  the  "running rigging"  of  ships, 
and  for  funicular  machinery  generally,  which  have  been  used  from 
the  beginning  of  history.  Among  the  more  modern  applications  of 
ropes  as  power  conveyors,  has  been  classed  the  use  of  moving 
cables  as  actual  bearers  of  burdens  from  place  to  place ;  but  this, 
even,  is  much  older  than  is  generally  supposed. 

In  a  work  published  in  London  in  the  year  1702,*  we  find  the 

*  Mechanic  Powers;  or.  the  Mystery  of  Nature  and  Art  uwtexVd,  Show- 
ing what  Oreat  Things  may  be  perform'd  by  Mocbanick  EDgines,  in  remov- 
ing and  raising  Bodies  of  va»t  Weights  ;  with  littie  Strength  or  Force  ;  and  also 
the  making  of  Macliines  or  Enginesi,  for  raising  of  Water,  draining  of 
GroundH,  and  several  other  Use;*.  Together,  Witii  a  Treatise  of  Cirevlar  Mo- 
tion   artificially  fitted  to  Meclianick  use,  and  tlie  making  of  Cloek-work,  and 
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cnt  reproduced  in  Fig.  92,  and  the  following  description  :  "  Let  the 
mountain  or  hill,  or  heap  of  stones  be  A,  to  be  removed  to  the  place 


B 


TTrn 


B  ;  to  save  time  in  going  and 
returning  from  one  place  to  the 
other,  as  also  that  the  motion 
whereby  the  earth  or  stones  is 
transferred  from  A  to  B  may  be 
switl,  we  make  use  of  the  follow- 
ing industry:  Erect  at  the  foot 
of  the  mountain  or  in  its  middle, 
a  great  and  solid  wooden  col- 
umn, or  piece  of  timber,  C  D, 
and  erect  such  another  in  B,  viz.,  E  F,  aflSx  at  the  top  of  each 
piece  or  column,  the  wheels  D  and  F,  and  make  hollow  each  wheel  in 
the  circumference,  and  put  about  them  a  great  strong  rope,  extended 
parallel  to  the  horizon ;  but  if  the  distance  from  A  to  B  be  great, 
least  the  rope  should  be  too  much  stretched  or  bent,  raise  other  such 
like  pieces,  or  columns,  in  the  middle,  with  their  wheels  made 
hollow,  as  aforesaid,  to  sustain  the  rope  parallel  te  the  horizon  ;  on 
the  rope  thus  doubled,  here  and  there  hang  baskets,  which  must  be 
so  far  distant  from  each  other  that  they  hinder  not  one  another;  and 
the  ends  of  the  pieces  must  be  so  placed  that  the  power  applied  to 
the  levers  G  and  H  may  be  turned  about  their  centers,  for  so  the 
whole  rope,  with  the  baskets  hanging  on  it,  will  be  turned  about 
successively.    Wherefore,  if  men  keep  filling  the  baskets  in  A,  and 
others  unload  them  in  B,  the  whole  hill  will  be  easily  transferred 
from  A  to  B.     Where  note,  that  the  greater  the  wheels  D  and  F 
are,  the  swifter  the  rope  and  baskets  will  be  turned  about ;  which 
motion  about  the  axis,  or  piece  of  timber,  being  easy,  may  be  accom- 
plished by  means  of    short  leavers,  that  so  the   motion    of    the 
baskets  may  be  greater  than  the  motion  of  the  power  about  the 
piece  of  timber.     Besides  the  saving  of  labor,  and  the  gaining  of 
time,  which  is  effected  by  this  engine,  it  hath  likewise  this  conven- 
ieucy,  that  if  between  the  two  places,  A  and  B,  there  should  be  a 
river  or  stream,  or  such  like  inaccessible,  as  if  the  earth  were  to  be 


otlier  Engines.  A  work  pleasant  and  profitable  for  all  sorts  of  Men,  from  the 
Vighest  to  the  lowest  Degree  :  And  never  treated  of  in  English  but  once 
before,  and  that  but  briefly. 

The  whole  comprised  in  Ten  Books,  and  illustrated  with  Copper  Cuts.  By 
Venteri  Mandey,  Philomat.  London.  Printed  for  Tho.  Shelraerdine,  at  the 
Bose  tree,  and  Tho  Ballard,  at  the  Kising  Sun  in  Little  Brittain,  1702. 
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transferred  from  a  mound,  or  hill,  to  the  next  adjoining  fields,  and 
there  were  a  large  deep  mote  or  ditch  between  them,  yon  could 
scarcely  obtain  your  desire  any  other  way." 

No.  240.— 35. 

What  is  the  ]>ractical  value  of  the  sand-blast  process  for  sharpen- 
ing old  and  new  files  ? 

Mr,  Chtu.  N.  Truvip. — The  sand-blast  has  a  very  great  ad- 
vantage in  the  sharpening  of  either  new  or  old  files.  As  applied 
to  new  files,  it  has  the  eJBEect  of  removing  the  burr  which  is  formed 
by  the  chisel,  thereby  preventing  the  future  breaking  of  the  teeth, 
and  in  addition  to  the  sharpening  of  the  teeth  it  adds  about  fifty 
per  cent,  to  the  life  of  the  file  in  use.  He-sharpening  in  the 
majority  of  instances  will  cause  the  file  to  do  more  work  than  a 
new  file  not  sand-blasted  ;  and  if  again  applied  to  the  same  file, 
the  eecond  re-eharpening  will  cause  it  to  do  more  work  than  the 
first  sharpening.  I  have  records  of  files  which  were  tested  in 
Trump  Brothers'  shop,  and  in  the  shops  of  the  Betts  Machine  Com- 
pany, and  the  English  records  are  also  in  print;  I  know  nothing 
of  the  last  except  in  that  way.  The  files  which  I  liave  tested 
through  the  hands  of  w'orkraen  in  our  own  shop  (I  refer  particularly 
to  what  is  ordinarily  known  as  a  mill-saw  file)  were  taken  new  to 
finish  j)ieces  which  were  first  turned  to  gauge,  merely  to  put  a  sur- 
face on  them.  The  amount  of  surface  finished  was  4-45  square  feet. 
That  file  was  sand-blasted  after  it  was  too  dull  to  use,  probably  at  a 
cost  of  a  cent  and  a  half.  The  result  of  that  test  of  the  file  was  66 
feet  of  surtace.  The  second  re-sharpening  enabled  it  to  finish  107 
feet.  It  was  simply  brushed  up  the  thiixl  time,  finishing  t31  feet. 
The  following  statement  shows  the  details  of  the  test: 

No.  1.  New  American  file  (not  sand-blasted)  finislied  the  surface  of  fiyepaUeySy 

14"  X  4"  face  diam. 
No.  2.  Worn  '*  Moss  and  CJambel"  file,  re-sbarpeDcd  by  sand-blast,  eleven  pul- 
leys, 14"  X  4"  face  diaui. 
No.  3.  New  "Spencer"  file,  not  sand-blasted,  tbree  pulleys,  14"  x  4"  face  diam. 
Nos.  1  and  2,  re-sliarpened,  did  about  equal  aiuouiits  of  work  on  a  second  lot 
of  larger  pulleys. 
No.  3  was  probably  hoft. 
Files  tested  in  Hetts  Macbino  Co.'s  sbopit* 

About  double  the  quantity  of  metal  is  removed  by  tliesame  nnm 
ber  of  strokes  under  the  same  pressure  by  the  new  file,  which  is 
sand-blasted,  as  compared  with  the  file  as  it  comes  from  the  temper- 
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ing  bath.     The  process  is  merely  one  of  grinding.      It  does  not 
amonnt  to  anything  more  than  that. 

Mr,  77.  i?.  Towne, — In  regard  to  the  present  subject,  I  can  say 
that  in  tlie  Yale  &  Towne  works  we  have  adopted  the  sand-blast 
for  sharpening  files,  and  have  had  it  in  use  for  some  six  njonths 
with  ver}'  satisfactory  results,  but  I  am  not  able  to  state  any  per- 
centage of  economy.  There  is  an  unquestioned  value  in  applying  it 
to  new  files.  A  new  file  will  wear  longer  by  sand-blasting  it  before 
you  begin  using  it.  The  reason  for  this  is  very  simple.  The  edge 
of  the  tooth,  as  cut  by  the  chisel,  has  a  little  burr  left  upon  it — a 
thin  fin  of  metal,  and  this  fin,  as  soon  as  the  file  is  put  into  use, 
bends  down  and  clogs  the  cutting  edge,  just  as  a  thin  fin  of  metal 
on  the  edge  of  a  chisel  would  bend  over  and  dull  it.  The  sand- 
blast removes  this  thin  fin  of  metal  and  leaves  a  fine,  sharp  edge. 
Examining  a  file  which  has  been  used,  you  find  somewhat  the  same 
effect — a  burr  raised  on  the  edge  of  the  teeth  ;  subjecting  it  to  the 
sand-blast  removes  this  burr.  Of  course,  there  is  a  limit  to  the 
number  of  times  that  this  can  be  done,  as  the  teeth  gradually  decrease 
in  depth,  and  the  file  becomes  useless. 

It  would  be  very  interesting  if  any  one  could  tell  us  from  records 
what  the  actual  economy  of  the  process  is,  so  as  to  compare  that 
with  the  cost  of  providing  the  apparatus. 

Mr.  F,  W,  Taylor, — In  the  Midvale  Steel  Company  we  have  had 
the  sand-blast  in  use  between  three  and  five  years.  During  that 
time,  our  works  have  largely  increased  in  size ;  and  our  file  bills 
have  been  less  since  having  the  sandblast  in  use  than  they  were 
before.  Just  what  the  economy  is  I  don't  know.  We  have  experi- 
enced a  very  decided  economy  in  its  use,  however. 

Prof.  J.  B.  Webb. — The  explanation  which  you  have  made  natu- 
rally raises  the  question  as  to  the  comparative  value  of  this  process 
and  the  method  of  taking  off  the  burr  by  biting  the  file  with  acid. 
The  Cliah^man, — That  is  being  done.  Professor  Webb.  I  am  not 
able  to  answer  from  experience  with  both;  but  I  can  say  I  looked 
into  both  before  adopting  either,  and  was  quite  satisfied  that  the 
sand-blast  was  better  to  adopt. 

i/r.  Trump, — I  think  I  can  give  some  points  in  reference  to  the 
acid  process.  Tlie  Singer  Sewing  Machine  Company,  at  the' time 
the  apparatus  was  put  up  there  for  sand-blasting  files,  concluded  to 
trs'a  process  which  was  introduced  by  one  of  tlieir  chemists,  which 
was  the  application  of  a  galvanic  battery  in  connection  with  the 
acid  for  eating  away  the  teeth  of  the  file,  and  he  thought  that  he 
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had  accomplislied  the  purpose  so  that  the  sand-blast  was  thrown 
out.  Since  that  time,  a  large  lot  of  files  was  put  on  the  market,  but 
it  was  found  that  the.y  were  files  that  had  been  bought  as  scrap 
from  the  sewing-machine  company ;  they  had  been  shaipened  by 
that  acid  process,  rejected,  and  sold  as  old  iron.  Some  sharp  man 
got  hold  of  them  and  put  them  on  the  market  as  new  files. 

Mr.  W.  H.  Uoane. — I  would  like  to  ask  Mr.  Trump  to  state  what 
amount  of  power  is  necessary  to  drive  a  sand-blast  machine  for  sharp- 
ening a  file  up  to  its  full  capacity. 

Mr,  Trump. — I  can  answer  that  question  in  several  ways.  The 
pressure  is  of  considerable  importance;  from  65  to  75  pounds  will 
work  nicely,  90  or  even  100  pounds  is  better.  The  amount  of 
power  required  is  given  by  Tilghman  in  some  of  his  experiments 
in  England  as  being  about  six  hoj'se-power.  I  have  run  the  sand- 
blast, and  run  it  cflEectively,  from  an  agricultural  boiler  out  West 
which  was  rated  at  six  horse-power.  In  our  own  factory  we  used 
a  twelve  horse-power  boiler,  and  we  supposed  that  we  were  using 
about  eight  horse-power  for  the  shop.  At  noon,  which  is  the  time 
that  I  sometimes  take  for  sand-blasting  files,  I  have  had  to  close 
the  ash-pit  doors  in  order  not  to  have  the  steam  run  up  on  me  too 
high.  I  think  Park  Benjamin  wrote  an  article  for  the  Amerioan 
Encyclopivdia  in  reference  to  this  matter.*  He  gives  four  as  the 
horse-power  required.  The  application  of  the  blast  to  the  file  is  an 
intermittent  one,  so  that  the  steam  is  not  actually  being  used,  more 
than  half  the  time,  while  the  operator  is  standing  by,  as  the  file 
must  be  tested,  and  perhaps  taken  out  of  the  holder  more  than  once. 

Mr,  Doane, — We  carry  eighty  pounds  of  steam  on  our  Babcock  & 
Wilcox  boiler,  but  did  not  get  the  best  results.  We  supposed  it 
was  because  the  apparatus  used  sonnuch  steam  that  it  reduced  pres- 
sure below  what  we  desired  to  carry.  Not  having  a  sufficient  steam 
pressure,  we  estimated  it  took  about  twelve  to  fifteen  horses-power  to 
work  it  properly. 

I  asked  the  question  for  information,  as  we  have  not  been  able  to 
obtain  quite  as  good  results  as  we  had  anticipated. 

Mr,  G,  II,  Balxiock, — If  the  gentleman  will  tell  us  the  size  of 
opening  required  with  a  given  pressure  of  steam,  we  could  tell 
ap])roxinmtely  how  much  steam  will  be  used. 

The  C/iairman, — If  Mr.  Trump  will  allow  me,  I  can  answer  that 
question  briefly.  In  the  first  place,  the  apparatus  is  driven  by  a 
direct  jet  of  steam.     There  is  no  intermediate  mechanism,  and  a 

*  Ap2)lcto7i's  Cyclopcedia  of  Applml  Mechanics,    Page  698,  Vol.  2. 
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small  valve,  I  think,  of  not  over  |-inch  pipe  is  used  for  the  steam 
connection,  and  the  valve  is  opened  a  very  small  way  the  most  of 
the  time. 

Mr.  Babcock. — Does  the  steam  escape  through  an  open  pipe  or 
through  a  small  nozzle  ? 

The  Chairman. — The  steam  is  delivered  through  an  injector,  so 
that  a  combined  column  of  steam  and  sand  is  thrown  on  the  file. 

Mr.  Babcoch. — But  there  is  a  certain  amount  of  opening  in  the 
ejector  1 

Mr.  Trump. — A  quarter  of  an  inch. 

Mr.  Babcoch. — According  t6  Bankine's  ready  rule,  the  steam 
flowing  out  of  an  opening,  into  a  pressure  less  than  two-fifths  of 
the  original  pi'essnre,  will  be  equal  to  one  seventieth  of  tiie  absolute 
pressure  in  pounds  per  second,  per  square  unit  of  area.  That  is, 
with  a  pressure  of  seventy-five  pounds,  or  ninety  pounds  absolute, 
If  pounds  of  steam  per  second  will  flow  through  an  inch  of  area ; 
with  a  quarter  of  an  inch,  it  would  be  one-sixteenth  of  that,  or  in 
round  figures,  -^oi2k  pound  per  second.  This,  multiplied  by  3,600 
and  divided  by  30,  will  give  the  horse-power  of  steam  which  that 
opening  would  deliver.  These  figures  give  ten  horse-power,  which 
would  be  reduced  slightly  by  the  friction  of  the  passage. 

No.  240.— 36. 

How  should  a  laboratory  of  mechanical  engineering  be  equipped! 

Prof.  Gaetano  Lama. — The  equipment  of  a  mechanical  engineer- 
ing laboratory  must  depend  on  the  more  fundamental  question  as  to 
what  are  the  objects  to  be  accomplished  by  such  a  laboratory.     Of 
coarse,  the  requirements  of  different  schools  will  make  more  or  less 
difference,  but  it  seems  to  me  that  the  tendency  of  the  age  points 
to  specializing  as  much  as  we  can,  and  the  more  specializing  we  do, 
as  a  rule,  the  better  we  can  do  our  work.     Consequently  when  I 
speak  of  a  mechanical  engineering  laboratory,  I  do  not  mean  a  shop 
nor  a  laboratory  where  shop  work  is  taught.     I  believe  thoroughly 
'  in  the  importance  of  shop  work  for  the  student,  but  a  mechanical 
engineering  laboratory  is  a  separate  thing  from  that.     In  my  own 
case,!  make  also  a  distinction  between  the  mechanical  engineering 
laboratory  and  the  laboratory  of  applied  mechanics  wliich  is  devoted 
to  testing  the  strength  of  materials ;  nevertheless,  what  1  have  to 
say  will  apply  to  this  latter  also. 

I  think  that  the  objects  of  the  mechanical  engineering  laboratory 
are  three.     The  first  is,  of  course,  the  education  of  the  students. 
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and  the  thing  of  first  importance  is,  that  the  student  should  receive 
instruction  in  that  class  of  work  which,  as  an  engineer,  he  is  very 
liable  to  be  called  npon  to  perform.  He  shonld  learn  how  to  make 
boiler  tests,  engine  tests,  dynamometrical  measurements,  calorinicter 
tests,  and  such  otlier  work  as  an  expert  engineer  is  constantly  liable 
to  he  called  upon  to  perform  in  the  industrial  world.  He  must 
become  a  careful  and  accurate  observer,  be  able  to  get  his  resalts^ 
to  work  them  out,  to  draw  his  conclusions  without  bias  and  without 
prejudice.  The  above  is  of  course  the  first  thing  that  a  laboratory 
must  accomplish. 

The  second  object  is,  it  seems  to  me,  to  teach  the  students  to  make 
original  investigation.  Taking  up  some  subject  which  needs  investi- 
gation, they  should  seek  to  determine  what  experiments  are  needed, 
and  then  proceed  to  make  them,  and  from  them  deduce  correct 
conclusions. 

The  third  object  is  that  of  carrying  on  investigation  in  the  labor- 
atory. Now,  in  carrying  on  investigation  when  you  have  a  large 
number  of  students,  you  have  at  any  rate  a  large  number  of  hands 
to  use,  and  can,  therefore,  make  investigations  which  can  not  be  made 
well  in  other  places. 

The  three  objects  then  it  seems  to  me  are :  first,  to  teach  the 
student  to  make  such  tests  as  he  will  have  to  make  when  he  goes 
into  the  practice  of  his  profession,  giving  him  such  a  drill  as  will 
make  him  a  I'eliable  experimenter;  secondly,  to  teach  him  to  make 
investigations;  and,  thirdly,  to  carry  on  investigations  on  engineer- 
ing subjects  and  publish  results.  The  equipnient  must  be  such  as 
to  enable  us  to  accomplish  those  objects.  One  of  the  requisites  is, 
that  the  machinery  and  the  apparatus  used  shonld  be  on  a  practical 
scale.  It  does  not  do  to  make  tests  in  miniature,  as  such  tests  do 
not  generally  ijive  results  applicable  to  practical  eases.  As  to  the 
details  of  the  equipment,  this  will  be  determined  by  the  objects  to 
be  accomplished,  and  the  means  of  the  institution.  If  steam  work 
is  to  be  (lone,  there  should  be  as  many  and  as  large  engines  as  the 
institution  can  afford  ;  there  should  be,  of  course,  dynamometers, 
brakes,  indicators,  gauges,  and  other  needed  apparatus,  such  as  will 
readily  suggest  itself  at  once  to  any  of  you,  and  there  shonld.be  the 
ai)paratus  needed  for  the  work  and  for  the  lines  of  investigation 
wliich  it  is  decided  to  pursue,  for  the  number  of  possible  lines  of 
investigation  is  almost  infinite.  Jn  my  own  laboratories,  we  have 
undertaken  several  steam  investigations;  also,  investigations  on 
belting,  strength  of  materials,  etc.     The  institution  ought  to  take 
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up  jnst  as  much  as  it  can  do  thoroughly,  and  then  it  would  be  very 
desirable  if  there  were  a  number  of  laboratories  in  different  parts 
of  the  country,  all  pursuing  investigations  in  mechanical  engineer- 
ing subjects,  and  keeping  a  correspondence  with  each  other,  so  as  to 
play  into  each  other's  hands,  and  thus  by  their  united  efforts  to 
accomplish  much  more  than  could  possibly  be  done  by  one  alone. 

Prof.  6r.  /.  Alden, — It  seems  to  me  that,  as  has  been  said,  the 
equipment  must  be  such  as  to  enable  you  to  carry  out  the  work  you 
are  required  to  do.  I  thought,  upon  seeing  that  4opic,  that  the  en- 
gineers here  might  perhaps  make  some  suggestions  which  would  be 
valuable  to  teachers  in  the  schools,  by  showing  what  kinds  of  work 
they  would  like  to  have  graduates  able  to  do  when  they  come  out 
to  work  for  them  ;  and  seeing  that  our  time  in  technical  schools  is 
verj'  limited,  they  might  aid  us  by  suggesting  what  kinds  of  me- 
chanical laboratory  work  should  take  precedence  of  other  kinds  in 
the  short  course.  Of  course,  if  the  technical  schools  could  keep 
their  students  longer,  and  have  time  to  enter  in  small  classes  into 
investigations,  that  would  be  a  thing  they  would  like  very  much  to 
do,  but  cannot  now  do  to  any  great  extent.  If  the  practical  engineers 
present  would  say  what  they  would  like  to  have  the  graduates  know 
of  engineering,  each  one  in  his  own  department,  it  might  possibly 
be  suggestive  to  teachers  as  to  what  they  should  attempt  in  starting 
a  laboratory,  which,  I  understand  with  Professor  Lanza,  is  not  a 
shop;  it  is  an  entirely  different  department.  These  suggestions 
would  be  valuable  to  teachers  as  indicating  what  they  should  do  first 
in  steam  engineering,  electrical  engineering,  strength  of  materials, 
and  various  other  investigations  of  that  kind — and  how  in  importance 
these  subjects  are  related  one  to  the  other. 

The  Chairman. — In  answer  to  Mr.  Alden's  question,  all  that  can 
be  said,  I  think,  is  that  the  field  of  investigation  is  too  wide  and  too 
varied,  in  different  shops  and  under  different  circumstances,  to 
specify  easily  what  the  student  is  likely  to  be  wanted  to  do  after 
he  has  graduated.  The  main  thing  is,  to  teach  him  how  to  do  any 
experimental  work  which  may  be  wanted ;  to  teach  him  how  to 
reason  and  investigate,  and,  after  all,  that  is  the  chief  aim  of  almost 
all  instruction  ;  it  is  not  alone  the  teaching  him  how  to  do  the  school 
Work,  but  how  to  do  other  work. 

No.  240.— 37. 

What  are  the  best  problems  for  students  in  mechanical  engineer- 
ing in  the  last  year  of  their  regular  course  ? 
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Mr.  T.  S.  Orane, — In  my  experience  in  carrying  on  a  consult- 
ing business  and  designing  machinery  for  various  purposes,  I  have 
frequent!}'  had  assistants  who  were  graduates  of  technical  schools. 
I  found  that  they  were  constantly  embarrassed  in  attempting  to 
design  anything,  by  not  knowing  the  proportion  of  various  parts, 
aiid  it  has  occurred  to  me  if  thev  could  be  forced  to  exercise  their 
originality  in  the  last  year  of  their  course,  in  making  various  de- 
signs for  various  purposes,  and  having  an  instructor  competent  to 
point  out  the  do/ects  in  those  designs,  the}'  might  be  helped  to 
think  and  use  their  knowledge  more  usefully  atlterwai'd.  I  do  not 
know  how  long  it  would  take,  or  how  much  time  could  be  allotted 
in  an  ordinary  course ;  but  if  the  student  could  be  required 
to  design  a  pedestal,  for  instance,  to  design  a  train  of  gearing,  to 
design  some  simple  tool,  to  design  the  simplest  form  of  turning- 
lathe,  or  the  simplest  form  of  planing  machine  that  he  could  think 
of,  and  throw  in  the  strength  of  the  metal  in  different  parts 
according  to  his  own  judgment,  some  one  of  experience  might  point 
out  the  defects.  It  seems  to  me  that  a  few  days  would  suffice  for 
a  student  to  sketch  out  some  design  such  as  that,  and  the  criticism 
which  he  would  afterwards  receive  would  be  extremely  valuable  to 
him. 

J/a  Wm,  Kent. — ^This  subject  is  very  much  like  the  one  in  the 
thirty-sixth  question.  It  is  a  very  large  one.  The  problems  are 
so  many  that  you  can  not  get  them  in  in  the  last  year.  The  teach- 
ing of  designing,  I  should  say,  ouglit  not  to  be  done  in  the  last  year, 
but  in  the  junior  year;  but,  unfortimately,  on  account  of  the  de- 
fects in  our  educational  systems,  before  the  students  get  into  the 
technical  schools,  they  do  not  know  enough  of  drawing,  of  geome- 
try or  anything  of  that  kind,  so  that  you  have  to  spend  the  first  two 
years  in  giving  them  elementary  instruction  in  geometry  and 
drawing  before  they  can  enter  into  a  course  of  designing.  As  Mr. 
Crane  has  pointed  out,  even  after  they  have  graduated  they  have 
not  got  the  instruction  in  designing.  We  ought  to  begin  down  at 
the  beginning,  in  the  primary  schools,  almost,  to  educate  the  boys  to 
think  witli  pencils  in  their  hands.  Starting  thus  early  with  ele- 
mentary drawing,  we  may  be  able  to  expect  that  in  the  technical 
schools  we  can  teach  designing  in  the  junior  year.  I  think  that 
in  the  senior  year  we  should  pick  out  the  problems  requiring  diffi- 
cult calculations,  which  are  most  apt  to  arise  in  practice.  If  pos- 
sible, I  should  say  that  the  senior  year  should  be  the  hardest  in  the 
whole  course.     The  use  of  the  indicator,  the  use  of  the  brake,  the  test 
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of  boilers — those  problems  wliich  require  thinking  power,  should 
be  the  work  of  the  senior  year,  so  that  the  student  would  get  in 
the  senior  year  those  things  which  he  is  most  likely  to  get  in  his 
earlier  practice.  In  the  colleges  there  are  certain  facilities  offered ; 
there  are  dynamometers  and  indicators  and  testing-machines  of  all 
kinds,  and  mechanical  laboratories,  which,  after  a  man  goes  into  the 
machine-shop,  he  does  not  iind.  So,  I  .would  say,  give  him  in  the 
senior  year  those  things  which  he  ought  to  have  as  an  engineer,  but 
which  he  is  not  likely  to  get  in  the  first  ten  years  of  practical  life 
afterward,  until  he  has  leisure  to  devote  himself  to  some  of  these 
problems  which  can  bo  best  thought  out  in  the  senior  year  in  the 
schools. 

Prof.  Gdetano  Lama. — This  subject  is  a  great  deal  broader  than 
the  preceding  topic,  because  it  opens  up  not  merely  the  laboratory 
question,  but  the  question  of  design  and  the  question  of  the  studies 
of  the  senior  year.     I  will  first  say  a  few  words  in  reference  to  de- 
sign, which  I  consider  to  bo  a  matter  of  very  great  importance, 
and  I  will  state  what  we  are  doing  in  that  regard  at  our  school. 
The  subject  of  design  is  introduced  at  the  beginning  of  the  senior 
year,  when  the  students  devote  to  it  e"ight  hours  per  week.     At  that 
time,  they  have  had  instruction  in  mechanism,  in  thermo-dynamics 
and  steam,  including  steam  boilers,  and,  of  course,  have  had  a  con- 
siderable amount  of  drawing  and  some  laboratory  practice,  and  they 
have  also  had  the  mathematical  side  of  the  strength  of  materials. 
They  begin  usually  with  the  design  of  a  boiler.    Professor  Schwamb, 
who  has  charge  of   that  work,  is  with  them  most  of   the  time, 
passing  from  one  to  the  other,  criticising  their  work  and  showing 
them  where  the  designs  are  faulty  and  might  be  improved,  making 
them  realize  the  fact  that  in  practice,  when  a  man  has  made  a 
drawing,  he  must  not  hesitate  to  rub  it  out  and  begin  all  over  again. 
When  they  have  made  their  boiler  designs,  they  proceed  to  other 
designs,  the  character  of  which  is  intended  to  be  practical  and  not 
of  too  great  extent.     We  should  not  approve  of  giving  a  design 
on  such  an  extensive  scale  that  they  could  not  make  a  thorough 
study  of  all  parts.     By  way  of  example,  a  design  that  has   been 
nsedby  us  is  one  for  the  main  shaft  of  a  mill  from  which  power  is 
to  be  taken  off  at  different  places,   the  student  being  required  to 
consider  that  sliaft  with  reference  to  its  strength,  to  the  friction  of 
the  bearings,  etc.     Another  example  of  a  design  which  may  pos- 
sibly be  given  this  year  is  the  following:  Make  a  thorough  and 
careful   design  of   a   hanger  with   reference  to  strength,  bearing 
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surface,  etc.  Then  deduce  from  this  one  the  suitable  dimensions 
for  a  whole  set  of  regular  hangers.  Now,  of  course,  we  cannot  go 
to  a  very  great  extent  in  this  kind  of  work  for  lack  of  time;  but  if, 
as  the  Chairman  has  so  well  said,  we  can  succeed  in  making  the 
students  begin  to  think,  as  men  outside  have  to  think,  we  are  doing 
so  much  toward  preparing  them  for  their  future  work. 

In  regard  to  the  other  studies  of  the  senior  year,  I  dare  not  go  into 
details,  or  I  shall  consume  too  much  time;  I  will,  therefore,  only 
state  two  or  three  general  principles.  In  my  opinion,  the  senior 
year  siiould  be  the  student's  busiest  j-ear.  They  should  get  as 
much  of  their  theory  as  they  can  during  the  second  and  third  years, 
80  that  (although  a  considerable  amount  of  theory  must  still  remain 
for  the  fourth  year)  they  should  be  in  as  good  condition  as  possi- 
ble to  take  up  and  discuss  practiced  questions  in  the  light  of  the 
elementary  theor}-,  and  not  be  troubled  at  that  time  to  go  back  and 
study  the  elementary  parts  of  the  theories  on  which  the  subject 
depends.  We  try  to  bring  the  questions  of  the  senior  year  as  near 
the  questions  of  practice  as  the  advancement  of  the  student  will 
warrant,  and  try  to  teach  him  to  look  at  them  from  the  point  of 
view  which  must  be  taken  by  a  man  in  the  practice  of  his  profes- 
sion. 

•  J/y.  W.  E.  Partridge. — There  is  one  thing  that  stands  in  the 
way  of  all  instructors  in  mechanical  engineering,  and  that  is  the 
attem))t  to  impart,  at  one  and  the  same  time,  experience,  knowledge, 
and  theory.  The  student  is  turned  out,  and  the  effort  is  too  often 
made  to  put  him  into  the  w^orld  in  such  a  shape  that  he  can  do 
something  at  once.  In  other  words,  there  is  an  attempt  made  to 
combine  a  post-graduate  course  M'ith  one  which  is  elementery  and 
one  which  is  intermediate.  The  student  comes  out  without  suffi- 
ciently understanding  the  difference  between  having  a  chest  of  well- 
sharpened,  properly  fitted  tools,  and  a  trade.  The  boys  in  our 
schools  can  get  very  little  more  than  a  chest  of  tools  with  theoreti- 
cal directions  as  to  how  to  use  them.  To  learn  the  trade,  they  have 
got  to  take  hold  of  the  work  in  the  shoj),  or  they  must  have  a  very 
extensive  post-graduate  course.  The  boy  usually  graduates  too 
young  to  be  expected  to  design  intelligently,  even  though  ho  has 
been  designing  under  instructors  during  the  whole  of  his  last  year. 
It  is  not  altogether  a  mistake  which  those  schools  make  when  they 
abandon  to  some  extent  what  we  think  so  important — the  practice 
— and  say  to  the  boys,  AVe  will  give  you  all  the  theory  that  yon 
need;  wc  will  give  you  all  the  experimental  results  and  tlieexperi- 
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mentation  which  we  can  ;  but  for  the  practical  application  of  these, 
you  must  go  into  the  engineering  establishments  and  come  in  con- 
tact witli  work  which  is  made  to  sell.  If  we  bear  in  mind  the  dis- 
tinction between  designing  to  sell  and  designing  to  please  the 
teacher's  ideas,  we  shall  find  that  the  problems  to  be  laid  out  for 
the  boys  are  a  good  deal  easier  for  the  teachers,  and  perhaps  quite  as 
valuable  to  the  youngsters  themselves. 

No  matter  how  well  prepared  a  young  man  may  be  in  the 
schools,  he  must  serve  an  apprenticeship  in  the  shop  before  he  can 
be  valuable.  The  sooner  the  shops  recognize  this  and  stop  asking 
for  impossibilities,  the  better  it  will  be  for  both  shops  and  graduates. 
A  higlier  class  of  apprenticeship  is  unavoidable  whenever  an  inex- 
perienced man  steps  into  any  department,  and  well-organized 
establishments  are  beginning  to  recognize  this  fact,  and  to  see  that 
the  schools  cannot  teach  practice. 

Mr.  G.  C.  Henning, — ^I  think  the  remarks  made  heretofore  show 
that  we  have  two  things  to  contend  with  :  fii*st,  the  great  amount  of 
work ;  and,  secondly,  the  average  age  of  those  who  want  to  prepare 
themselves  for  a  professional  life ;  and  I  think  that,  although  our 
common  schools  are  not  as  high  as  they  might  be  in  order  to  allow 
the  graduate  to  go  directly  into  a  technical  school,  the  right  course 
has  been  pursued  by  one  place  of  study  to  help  get  over  this  diflS- 
culty.    We  cannot  think  of  improving  our  public  schools  through- 
cut  the  country  so  as  to  make  the  graduates  fit  for  a  technical  course ; 
60  we  must  do  this — call  for  snch  requirements  of  admission  that 
none  but  those  prepared  to  undertake  the  work  specially  laid  down 
in  the  schools  can  enter.    Of  course,  it  is  conceded  that  before  a  man 
can  undertake  professional  work  he  must  be  prepared  for  it.     The 
only  way  he  can  be  fitted  for  taking  up  such  work  is  to  get  a  good 
foundation  for  it  by  devoting  all  his  spare  time  to.  examinations  of 
actual  work,  and  studying  the  principles  involved — giving  his  prin- 
cipal attention  to  those  problems  which  he  will  be  most  unlikely  to 
meet  with  in  the  first  years  of  his  professional  life.     I  think  if  we 
look  at  what  the  Stevens  Institute  is  doing,  and  has  planned  to  do 
next  year,  we  have  the  basis  for  educating  engineers  so  that,  when 
they  leave  the  school  and  enter  upon  actual  work,  they  will  be  well  fit- 
ted for  it.    There  they  admit  men  not  less  than  eighteen  years  of  age. 
There  are  so  many  to  apply  that  only  a  part  of  those  who  pass  the 
examinations  can  be  admitted,  and  such  are  selected  as  seem  to  be  best 
fitted,  from  their  general  knowledge  and  the  training  of  their  minds, 
to  do  the  work  tlioroughl}^,  rather  than  those  who  have  shown  the 
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surface,  etc.  Then  deduce  from  this  one  the  suitable  dimensions 
for  a  whole  set  of  regular  hangers.  Now,  of  course,  we  cannot  go 
to  a  very  great  extent  in  this  kind  of  work  for  lack  of  time;  but  if, 
as  the  Chairman  has  so  well  said,  we  can  succeed  in  making  the 
students  begin  to  think,  as  men  outside  have  to  think,  we  are  doing 
so  much  toward  preparing  them  for  their  future  work. 

In  regard  to  the  other  studies  of  the  senior  year,  I  dare  not  go  into 
details,  or  I  shall  consume  too  much  time;  I  will,  therefore,  only 
state  two  or  three  general  principles.  In  n>y  opinion,  the  senior 
year  siiould  be  the  student's  busiest  year.  The}"  should  get  as 
much  of  their  theory  as  they  can  during  the  second  and  third  years, 
so  that  (although  a  considerable  amount  of  theory  must  still  remain 
for  the  fourth  year)  they  should  be  in  as  good  condition  as  possi- 
ble to  take  up  and  discuss  practical  questions  in  the  light  of  the 
elementary  theor}-,  and  not  be  troubled  at  that  time  to  go  back  and 
study  the  elementary  parts  of  the  theories  on  which  the  subject 
depends.  We  try  to  bring  the  questions  of  the  senior  year  as  near 
the  questions  of  practice  as  the  advancement  of  the  student  will 
warrant,  and  try  to  teach  him  to  look  at  them  from  the  point  of 
view  which  must  be  taken  by  a  man  in  the  practice  of  his  profes- 
sion. 

'Mr,  W.  K,  Partridge, — There  is  one  thing  that  stands  in  the 
way  of  all  instructors  in  mechanical  engineering,  and  that  is  the 
attemj)t  to  impart,  at  one  and  the  sjvme  time,  experience,  knowledge, 
and  theorv.  The  student  is  turned  out,  and  the  effort  is  too  often 
made  to  put  him  into  the  w^orld  in  such  a  shape  that  he  can  do 
something  at  once.  In  other  words,  there  is  an  attempt  made  to 
combine  a  post-graduate  course  with  one  which  is  elementary  and 
one  which  is  intermediate.  The  student  comes  out  without  suffi- 
ciently understanding  the  difference  between  having  a  chest  of  well- 
sharpened,  properly  fitted  tools,  and  a  trade.  The  boys  in  our 
schools  can  get  very  little  more  than  a  chest  of  tools  with  theoreti- 
cal directions  as  to  how  to  use  them.  To  learn  the  trade,  they  liave 
got  to  take  hold  of  the  work  in  the  shoj),  or  they  must  have  a  very 
extensive  post-graduate  course.  The  boy  usually  graduates  too 
young  to  be  expected  to  design  intelligently,  even  though  lie  has 
been  designing  under  instructors  during  the  whole  of  his  last  year- 
It  is  not  altogether  a  mistake  which  those  schools  make  when  they 
abandon  to  some  extent  what  we  think  so  important — the  practice 
— and  say  to  the  boys,  AVe  will  give  you  all  the  theory  that  yoa 
need;  w-e  will  give  you  all  the  experimental  results  and  theexperi- 
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mentation  whicli  we  can  ;  but  for  the  practical  application  of  these, 
you  must  go  into  the  engineering  establishments  and  come  in  con- 
tact with  work  which  is  made  to  sell.  If  we  bear  in  mind  the  dis- 
tinction between  designing  to  sell  and  designing  to  please  the 
teacher's  ideas,  we  shall  find  that  the  problems  to  be  laid  out  for 
the  boys  are  a  good  deal  easier  for  the  teachers,  and  perhaps  quite  as 
valuable  to  the  youngsters  themselves. 

No  matter  how  well  prepared  a  young  man  may  be  in  the 
schools,  he  must  serve  an  apprenticeship  in  the  shop  before  he  can 
be  valuable.  The  sooner  the  shops  recognize  this  and  stop  asking 
for  impossibilities,  the  better  it  will  be  for  both  shops  and  graduates. 
A  higher  class  of  apprenticeship  is  unavoidable  whenever  an  inex- 
perienced man  steps  into  any  department,  and  well-organized 
establishments  are  beginning  to  recognize  this  fact,  and  to  see  that 
the  schools  cannot  teach  practice. 

Mr.  G.  C.  Henning. — ^I  think  the  remarks  made  heretofore  show 
that  we  have  two  things  to  contend  with  :  fii*st,  the  great  amount  of 
work ;  and,  secondly,  the  average  age  of  those  who  want  to  prepare 
themselves  for  a  professional  life ;  and  I  think  that,  although  our 
common  schools  are  not  as  high  as  the}'  might  be  in  order  to  allow 
the  graduate  to  go  directly  into  a  technical  school,  the  right  course 
has  been  pursued  by  one  place  of  study  to  help  get  over  this  diflS- 
culty.    We  cannot  think  of  improving  our  public  schools  through- 
cut  the  country  so  as  to  make  the  graduates  fit  for  a  technical  course ; 
80  we  must  do  this — call  for  such  requirements  of  admission  that 
none  but  those  prepared  to  undertake  the  work  specially  laid  down 
in  the  schools  can  enter.    Of  course,  it  is  conceded  that  before  a  man 
can  undertake  professional  work  he  must  be  prepared  for  it.     The 
only  way  he  can  be  fitted  for  taking  up  such  work  is  to  get  a  good 
foundation  for  it  by  devoting  all  his  spare  time  to.  examinations  of 
actnal  work,  and  studying  the  principles  involved — giving  his  prin- 
cipal attention  to  those  problems  which  he  will  be  most  unlikely  to 
meet  with  in  the  first  years  of  his  professional  life.     I  think  if  we 
look  at  what  the  Stevens  Institute  is  doing,  and  has  planned  to  do 
next  year,  we  have  the  basis  for  educating  engineers  so  that,  when 
tliey  leave  the  school  and  enter  upon  actual  work,  they  will  be  well  fit- 
ted for  it.    There  they  admit  men  not  less  than  eighteen  years  of  age. 
There  are  so  many  to  apply  that  only  a  part  of  those  who  pass  the 
examinations  can  be  admitted,  and  such  are  selected  as  seem  to  be  best 
fitted,  from  their  general  knowledge  and  the  training  of  their  minds, 
to  do  the  work  thoroughl}-,  rather  than  those  who  have  shown  the 
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most  book  learninir;  those  men  who  have  trained  minds  are  pre- 
ferred, as  only  they  can  do  the  work  well.  At  that  place,  in  the 
junior  year  the  young  men  must  go  out  and  see  the  shops  in  a  great 
many  places,  and  then  describe  what  they  see,  and  work' up  special 
problems — not  large  problems,  but  parts  of  large  problems,  perhaps, 
dividing  the  work  amongst  several  students.  In  that  way,  the 
graduating  class  obtain  actual  experience  such  as  they  require  when 
they  enter  upon  professional  work.  They  begin  to  see  and  think 
for  themselves  what  is  needed  to  undertake  and  execute  a  certain 
piece  of  work. 

Mr,  P,  A.Satigiiinetti, — I  quite  agree  with  Mr.  Crane,  who  spoke 
in  the  early  part  of  this  debate,  as  to  the  desirability  of  students  in 
engineering  being  well  grounded  in  the  proportions  of  parts  of 
machinery.  I  have  noticed  that  young  draughtsmen  who  have  had 
a  workshop  training  give  better  service,  and  are  more  proficient  in 
designing,  than  those  who  have  graduated  from  Polytechnic  Schools 
where  such  practice  was  not  afforded.  Generally  junior  dranghts* 
men  are  given  the  details  of  machines  to  work  out,  and  while 
they  are  able  to  produce  finely  executed  drawings,  there  is  sume 
difficulty  experienced  in  getting  them  to  make  a  plain  working  draw- 
ing which  the  men  in  the  shop  can  readily  understand.  In  trying 
to  account  for  this,  I  have  been  led  to  conclude  that,  whilst  tliey 
have  paid  great  attention  to  shade  lines  and  scientific  projections, 
they  lack  the  knowledge  of  constructive  detail  which  close  contact 
with  the  parts  of  machinery  imparts.  For  that  reason,  I  think  that 
the  last  course  for  the  student  in  engineering  should  be,  if  not  act- 
ual practice  in  the  workshop,  at  least  such  familiarity  with  the  pro- 
portions of  parts  of  machinery  as  will  give  him  the  confidence 
necessary  sooner  to  become  useful  to  himself  and  to  those  parties 
with  whom  he  seeks  employment. 

In  this  connection,  I  would  like  to  mention  an  incidental  subject 
whicii  has  occupied  my  attention  for  some  time.  I  find  among 
draughtsmen  the  greatest  divergence  of  opinion  as  to  how  a  draw- 
ing should  be  projected,  and  the  results  arising  from  it  are  some- 
times very  serious.  Xow,  as  this  Society  is  endeavoring  to  secure 
uniform  standards  in  engineering  matters,  it  would  not  be  out  of 
place,  in  my  opinion,  if  its  good  offices  could  be  interposed  to  further 
the  adoption  of  a  universal  manner  of  projecting  working  drawings. 
Mr.  Coleman  Sellers  has  advocated  the  idea,  which  I  think  a  most 
natural  one,  that  having  made  a  front  elevation  of  a  machine,  the 
projection  of  the  end  view  to  the  right  of  the  front  elevation  should 
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be  shown  on  paper  on  the  right-hand  side  of  snch  elevation ;  but 
as  I  have  met  with  some  gentlemen  who  express  opinions  at  vari- 
ance with  this  theory,  I  for  one  would  be  very  glad  if  the  Society 
would  use  its  influence  toward  reconciling  the   differences. 

Mr.  J,  L.  Gcbedle, — I  think  one  of  the  problems  should  be  to 
design  simple  machines  to  do  special  work.  I  have  found  that  a 
young  man  just  out  of  a  technical  school  is  very  apt  to  make  a  ma- 
chine with  four  spindles  where  two  spindles  would  do  better,  and  I 
think  they  should  be  required  to  design  a  tool  for  a  special  purpose, 
in  the  simplest  possible  manner,  so  that  when  they  get  in  their  po- 
sitions as  engineers  (it  will  not  probably  be  in  charge  of  works),  they 
can  use  those  positions  as  a  post-graduate  course,  and  liearn  the  more 
intricate  things  in  machine  design. 

Prof.  tr.  /.  Ald^n. — In  regard  to  this  matter  of  machine  design- 
ing, I  think  it  is  the  point  where.all  graduates  will  be  likely  to  be 
called  on  for  more  than  they  can  do.  It  is  where  they  show  their 
weakness  first.  At  tlie  Free  Institute,  where  I  am,  in  connection 
with  the  shop,  we  do  a  little  work  for  the  students  which  I  think 
meets  this  case.  Some  of  their  practice  is  in  the  draughting-room 
of  the  shop,  where  they  take  a  problem  like  the  designing  of  some 
simple  tool,  and  they  work  and  rub  out  until  they  get  it  done,  and 
as  the  tool  is  going  to  be  made  and  used,  the  work  of  designing  it 
proves  admirable  practice.  We  only  need  more  time  to  do  it;  and 
I  know  of  no  attainment  which  would  improve  the  value  of  the 
students,  as  tliey  go  out  to  work,  more  than  greater  proficiency 
in  machine  design.  The  higher  work  of  engineers  they  may  not, 
aa  has  been  said,  be  called  to  do  for  ten  years. 

No.  240.— 38. 

la  aluminium  bronze  corroded  by  exposure  to  weather,  etc.  ? 

ifn  Tho8,  D,  West. — It  seems  to  be  well  established  that  alumi- 
uinm  bronze  will  withstand  the  action  of  moisture  and  oxygen  better 
than  any  other  known  metal,  except  gold  and  platinum.  Nor  does 
thesnlphurons  acid  gas  of  the  air  attack  it  as  it  does  silver.  A  very 
slight  tarnish  forms  over  the  surface,  which  does  not  alter  materially 
the  beauty  of  the  buniished  surface.  It  is  due  more  to  dirt  than  to 
chemical  action  on  the  metal.  Mr.  Eugene  Cowles,  of  the  firm 
^hich  is  making  this  bronze  in  Lockport,  N.  Y.,  called  on  Dr.  Percy, 
^n  London,  a  couple  of  weeks  ago,  and  the  Doctor,  during  conver- 
sation, opened  a  drawer  in  his  desk  which  he  said  had  not  been 
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opened  fur  fourteen  years,  and  lie  took  out  some  burnished  samples 
of  aluminium  bronze,  and  ordinary  brass  which  had  not  beeo  pro- 
tected with  lacquer.  The  bronze  was  as  bright  as  when  placed  in 
the  drawer.     The  brass  was  black  and  covered  with  verdigris. 

Mr.  P.  A.  SanffHinetii. — I  remember  about  fifteen  years  ago 
seeing  in  London  specimens  of  what  was  called  then  aluminium 
gold,»which  was  probably  the  same  thing  as  the  metal  under  dis- 
cussion. It  was  made  up  into  propelling  pencil  cases,  the  advan- 
tages claimed  being  that  the  metal  would  not  corrode  nor  tarnish, 
and  had  all  the  appearance  of  gold  without  being  as  expensive. 
I  purchased  one  of  the  pencil  cases  and  carried  it  in  my  pocket 
for  several  years,  and  found  it  was  all  that  the  makers  chiimed 
for  it. 

Tlic  Chairman, — The  opportunity  is  so  unique,  and  the  subject 
so  pertinent,  that  I  am  going  to  ask  Professor  Thurston  to  show  us 
a  model,  now  in  this  room  at  the  Stevens  Institute,  which  I  believe 
he  originated,  indicating  the  values  of  the  different  alloys  of  copper, 
tin,  and  zinc. 

Prof.  jti.  IL  Thurston, — The  model  exhibited  by  the  Chairman 
is  one  which  belongs  to  the  collections  of  the  Stevens  Institute  of 
Technology,  and  was  devised  by  myself  a  good  many  years  aga 
In  making  the  researches  on  the  copper-tin-zinc  alloys  for  the  United 
States  Test  Commission,  it  was  found  very  difficult  to  express  the 
law  connecting  the  mechanical  properties  with  the  composition  of 
the  alio}',  so  that  any  one  studying  the  results  of  the  work  should 
be  able  to  say,  with  confidence,  what  would  be  the  pi'ecise  character 
of  any  possible  alloy  of  the  three  metals  which  he  might  propose 
to  make. 

It  seemed  evident  that  the  only  system  of  collating  results  which 
would  attain  these  essential  objects  was  some  graphical  method. 
To  represent  with  satisfactory  precision,  completeness,  and  intelli- 
gibility a  series  of  researches  on  the  character  of  triple  alloys  of  all 
dc>irc(l  proportions  appeared,  at  first,  a  most  difficult,  if  not  insolv- 
able  problem.  A  v(iry  perfect  and  most  satisfactory  method  was, 
however,  finallv  devised: 

In  any  triangle,  as  at  A,  Fig.  106,  let  fall  perpendiculars  upon 
the  three  etjual  sides.  The  area  of  the  whole  triangle  B,  C,  D, 
is  measured  by  the  product  of  the  altitude,  C  E,  by  one-half 
the  base,  I>  1).  Di*aw  lines  A  B,  A  C,  A  D,  to  the  vertices 
of  the  triangle,  thus  forming  three  smaller  triangles,  the  sum 
of   which  equals,  in  area,  the  original  triangle.     We  now  have: 
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Kg.  106. 


CEx4BD  =  AFxlBD  +  AGxtBC  +  AHxJCD;or, 
the  sides  of  the  triangle  being  equal,  CExiBD  =  (AF  + 
A  G  +  A  H)  i  B  D.      Hence,   A  F  +  c 

AG  +  AH  =  CE. 

Bnt  the  fti'ea  of  the  whole  triangle  may 
be  conceived  to  represent  a  triple  alloy  com- 
posed  of  the  three  components  in  propor- 
tions represented  by  the  area  of  the  three 
several  small  triangleR  which  together  make 
np  its  total  area.  Bnt  these  smaller  triangles 
have  areas  proportional  to  their  altitndes, 
A  F,  A  G,  A  H  ;  the  proportions  in  which  the  three  metals  are  com- 
bined to  form  the  given  triple  alloy  maj',  therefore,  be  measured 
by  the  ratio  of  their  representative  triangles  to  tlie  whole  triangle 
in  area  and  in  altitude.  Then,  dividing  the  height  of  the  large 
triangle  into  one  hundred  equal  parts,  the  altitudes  of  the  small 
triangles,  measured  in  the  same  units,  will  represent  the  j^ercentages 
of  the'three  elements  in  the  given  alloy. 

Every  point  in  the  triangle  thus  represents  some  certain  triple 
alloy ;  there  is  no  possible  triple  alloy  which  has  not  its  representa- 
tive point  in  onr  triangle. 

Let  it  be  proposed  to  discover  what  is  the  strength  of  all  the 
possible  alloys  of  copper,  zinc,  and  tin  :  lay  ont,  within  the  principal 
figure,  a  series  of  concentric  triangles,  as  in  Fig.  107,  of  which  the 
vertices  are  placed  at  distances  representing  ten  per  cent.,  twenty 
per  cent,  thirty  per  cent.,  and  so  on,  from  the  vertices  of  the  large 
triangle;  select  along  the  sides  of  these  triangles,  excluding  the 
exterior  figure,  points  ten  per  cent,  apart  for  exa'mination.  The 
point*  taken  in  the  outline  of  the 
principal  triangle  represent  the 
double  alloys-  of  copper-zinc, 
copper-tiTi,  and  tin  zinc,  in  pro- 
portions also  varying  ten  per 
cant.  They  are  alloys  in  each 
of  which  the  proportion  of  the 
third  element  of  the  variable 
triple  combination  to  be  studied 
lias  become  zero.  Now,  deter- 
mine the  strength  of  each  of 
Kg.  107.  these  alloys,  and,  upon  the  point 

*liich  represents  it  in  the  figure,  erect  a  periK-'iidicnlar  iiaving  a 
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height  proportional,  on  any  convenient  Bcale,  to  that  strength 
Having  completed  this  work,  we  have,  npon  our  triangular  base 
plane,  a  forest  of  verticals,  each  of  which  is  an  ordinate  of  a  poin 
in  a  surface  which  may  now  be  conceived  to  pass  through  them  all 
Curves  of  sections,  running  in  any  desired  direction  across  this  field 
may  now  be  made,  and  they  will  be  the  graphical  representation; 
of  the  law  which  connects  cohesion  and  composition  in  the  serie 
of  alloys  so  selected ;  just  as  the  surface  is  representative  of  th< 
law  for  all  possible  alloys  of  the  three  metals  selected  for  experi 
ment. 

Lines  connecting  points  of  equal  altitude  may  be  drawn,  as  oi 
topographical  maps,  and,  on  these  lines  of  alloys  of  equal  strength 
that  which  meets  any  given  requirement  in  other  respects,  as  ii 
cheapness  or  in  ductility,  may  be  selected.  The  same  method  wil 
evidently  answer  equally  well  in  the  representation  of  any  othei 
quality,  as  the  resistance  to  transverse  fracture,  to  shearing  forces 
to  compression,  or  in  the  exhibition  of  ductility,  elasticity,  or  o 
the  values  of  the  moduli  of  elasticity  or  of  resilience,  whether  elasti 
or  total. 

In  many  casep,  it  would  be  found  that,  at  sharp  culminations,  L 
points  or  lines,  forming  peaks  or  ridges  in  our  topography,  it  wouli 
be  necessary  to  take  another  set  of  points  nearer  together,  and  th« 
to  feel  out  with  greater  exactness  the  sudden  changes  of  resi— 
which  follow  the  operation  of  the  discovered  law  at  such  "  critica"" 
points  or  lines. 

The  result  of  an  investigation,  such  as  has  just  been  describe 
may  be  very  beautifully  exhibited  to  the  eye  by  making  a  model 
the  surface  thus  determined,  such  as  is  here  seen  in  Fig.  108. 
carrying  out  these  researches,  the  ibllowing  plan  was  found  perfec  ^ 
satisfactory : 

Lay  out  a  triangle,  as  above  described,  upon  a  surface  of  sh^ 
brass.  At  the  points  at  which  determinations  have  been  ma^ 
erect  wires  of  which  the  lengths  have  been  made  carefully  prop< 
tional  to  the  ordinates  of  the  representative  surface  at  those  poin  ^ 
screwing  them  firmly,  or  otherwise  fixing  them,  in  their  plac?e 
AVhen  all  the  wires  are  in  place  and  are  found  to  be  of  the  ex»* 
length  required,  place  bits  of  board  along  the  outside  to  form  t/p 
boundaries  of  the  triangle,  and  pour  in  plaster  of  Paris  until  th  * 
wires  are  all  covered.  When  the  plaster  has  set,  remove  the  boards 
and  carefully  cut  away  the  upper  part  of  the  plaster,  working  care^ 
fully  down  to  the  tops  of  the  wires,  just  exposing  their  points.  Th» 
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Burface  thnB  produced  is  a  model  of  the  strength,  or  other  qaslity 

represented,  of  all  the  alloys. 

Mr.  M.  I.  Coster  has  prepared  for  the  investigator  such  a  model 
of  the  cohesive  strength  of  the  alloys  of  tlie  three  motals,  copper, 
zinc,  and  tin,  as  determined  for  the  United  States  Board  appointed 
to  test  metals,  as  in  Fig.  106,  and  it  is  one  of  these  models  to 
which  the  ChsirmnQ  has  referred,  and  which  he  has  exhibited. 


p«.  loa 

w.  Wm.  Kent. — I  have  a  personal  interest  in  tliis  matter,  be- 
^tiee  I  did  modi  of  this  work  myself,  under  Professor  Thurston's 
'^'fection,  some  ten  years  ago. 

I  liad  occasion,  only  a  few  months  ago,  to  have  some  castings 
"'^'ie,  and  wanted  as  strong  a  bniss  as  I  could  get,  and  told  the 
wnnder  to  make  tlio  brass  of  a  composition  deduced  from  this 
"lode!.  I  wrote  Professor  Thurston  to  ask  if  he  knew  a  better 
*V'3n  that.  He  advised  me  to  use  ;i  little  more  copper  and  a 
little  less  tin.     I  told  the  man  to  mako  the  best  alloy  he  conld  out 
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of  the  three  metals — the  best  tin  he  eoiild  get,  the  beet  copper  and 
the  best  zinc,  and  in  the  specified  proportions.  He  said,  "If  you 
will  take  the  responsibility,  I  will  do  it  for  you."  I  told  him  that 
I  would  take  the  responsibility.  He  made  the  castings,  and  they 
were  very  bad  castings.  They  were  full  of  blow-holes  and  foil  of 
cracks;  but  I  finished  them  down,  and,  notwithstanding  the  flaws, 
they  showed  36,000  pounds  to  the  square  inch.  They  would  have 
shown  over  60,000,  I  have  no  doubt,  if  they  had  been  cast  right. 
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Betums  have  been  received  from  one-half  or  more  of  the  parties 
to  whom  the  material  was  thus  sent,  and  are  very  much  more  sat- 
isfactory than  the  original  set  of  returns.  They  have  not  yet 
been  received,  however,  from  the  whole  number,  and  we  are  en- 
deavoring to  obtain  the  missing  ones.  There  is  still  a  great  deal 
of  discrepancy  in  the  returns,  and  the  Committee  proposes  to 
make  a  third  effort  in  the  same  direction  by  again  distributing 
material,  and  issuing  the  form  of  report  which  they  have  pre- 
pared, but  also  giving  more  specific  directions  as  to  the  manner  in 
which  the  tests  should  be  conducted. 

This  much  can  be  said,  that  the  methods  of  testing  in  vogue  are 
exceedingly  divergent;  hardly  any  two  investigators  pursue  ex- 
actly the  same  method  or  make  their  returns  in  exactly  the  same 
way,  and  that  therefore  the  work  which  is  being  done  by  one  is 
rarely  comparable  with  the  work  done  by  others,  and,  as  a  result, 
the  immense  amount  of  time  and  labor  and  expense  which  is  being 
devoted  to  the  investigation  of  material  is  largely  wasted.     It  has, 
of  course,  its  value  in  each  particular  case  for  the  particular  ob- 
jecttin  view,  but  is  of  little  or  no  use  to  the  engineering  profes- 
sion at  large  by  reason  of  this  lack  of  comparability.     If,  there- 
fore, any  means  can  be  devised  whereby  the  investigations  of  the 
many  individuals  and  firms  who  are  every  day  of  the  year  carry- 
ing on  tests  of  materials,  can  be  brought  to  a  basis  which  shall 
make  them  comparable  one  with  another,  we  shall  all  of  us  be 
largely  the  gainers  thereby.     This  work  the  Committee  has  ad- 
dressed itself  to  and  is  prosecuting  so  far  as  it  reasonably  can,  and 
liopes  by  the  time  of  the  next  meeting  of  the  Society  to  be  able  to 
make  a  written  report  embodying  the  results  of  its  work  in  a  form 
to  enable  the  Society  to  understand  it  fully  and  to  take  action 
thereon. 

The  final  report  of  the  Committee  on  Uniform  Sizes  of  Pipe  and 
I^ipe  Threads,  was  presented  by  Mr.  Bond  as  follows :  * 

FINAL  REPORT  OF  THE   COMMITTEE  ON   STANDARD   PIPE  AND 

PIPE   THREADS. 

Tour  Committee  to  whom  was  referred  the  consideration  of  a 
standard  for  pipe  threads,  for  purposes  other  than  that  which  is 
covered  by  the  Briggs  formulae  and  tables,  the  consideration  of 


*See  pages  29  and  43  of  Proceedings,  Vol.  VIII.,  and  pMgcs  20,  311,  aud  414 
of  Vol.  VII. 
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Hazard,  Vincent  G Wilming^n,  Del. 

Hewitt,  Williano Trenton,  N.  J. 

Higgins,  Milton  P Worcester,  Maf s. 

Ilillnian,  (iustav City  Island,  N.  Y. 

Holloway,  J.  F (Cleveland,  O. 

Ilurton,  Jas.  A Boston,   Mass. 

Howard,  CTias.  P Hartford.  Conn. 

Huston,  Chas.  L Coatef-ville,  Pa. 

Hutton,  Fredt-rick  K.,  Stcretary New  York  City. 

Kent,  Wm New  York  City. 

KirkevHJ'p,  Peter Youngstctwn,  O. 

L'  avitt,  Frank  M Brooklyn,  N.  Y. 

Lorintr*  Chns.  II Washington,  D.  C. 

Lyall,  Wm.  L New  York  City. 

MacU inn«y ,   Wm iPhila.  Pa. 

Mairruder,  Win.  T Baltimore,  Md. 

Mahony,  James New  York  City. 

Manning,  Chas.  II  Manchester,  N.  H. 

Miller,  Alexander New   York  City. 

Moore,  Lycuigu«  B New  York  City. 

Morgan,  Joseph,  Jr Johnstown,  Pa. 

Mumford,  Fldgar  H Omaha,  Neb. 

Odell,  Wm .  H Yonkers.  N.  Y. 

Parks,  Edward  H Providence,  R.  I. 
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PlamondoD,  Ambrose Chicago,  111. 

Porter,  Chas.  T * New  York  City. 

Ramsay,  H.  Ashton Baltimore,  Md. 

Randolpb,  L.  S Mt.  Savage,  Md. 

Richards,  F.  H Springfield,  Masn. 

Ridgway,  J.  T  Trentou,  N.  J. 

Robinson,  A.  Wells Phiia.  Pa. 

Robinhoo,  J.  M New  York  City. 

Rose,  Joshua New  York  City. 

Sargent,  J.  W Scranton,  Pa. 

Scott,  Olin Bennington,  Vt. 

See,  Horace Pliila.  Pa. 

Scliulimann,  Geo Readicg,   Pa, 

Schiitte,   Louis Phila.  Pa. 

Sheldon,  Thomas  C Boylston,  Mass. 

Smith,  Oberlin .' Bridgeton,  N.  J. 

Snell,  Henry  I Phila.  Pa. 

Sorge,  A.  Jr Rochester,  N.    Y. 

Sperry,  Chas Port  Washington,  N.  Y. 

Springer,  J.  H.  Sr Hamilton,  O. 

Stearns,  Albert / #. Brooklyn,  N.   Y. 

Stetson,  Geo.    R New   Bed  ford,    Mass. 

Steward,  John  F Chicago,    111. 

Stewart,  W.  G Reading.  Pa. 

Stiles,  Norman  C Middletown,  Conn. 

Stillman,  Francis  H Brooklyn,  N.  Y. 

Stirling,  Allan lYonkers,  N.  Y. 

Stratton,  E.  P New  York  City. 

Strong.  Geo.  S New  York  City. 

Sweet,  Jno.  E Syracuse,  N.  Y. 

Taylor,  J.  Archie       Wilmington,  Del. 

Tilden,  James  A So.  Boston,  Mass. 

Tompkins,  S Crozet,  Va. 

Towne,  Henry  R Stamford,  Conn. 

Townsend,  David Phila.  Pa. 

Underwood,  F.  H Tolland,  Conn, 

Van  Duzee,  Harold Bayonne,  N.  J. 

Walker,  John. Qeveland.  O. 

Webster,  John  H Boston,  Mass. 

Weeks,  Geo.  W Clinton,  Mass. 

Weigbtman,  Wni.  H New  York  City. 

Wellman,  Sam'lF Cleveland,  O, 

Whitehead,  Geo.  E Providence,  R.  I. 

Wiiiting,  Geo.  B Washington.  D.  C. 

Whitney,  Baxter  D Winchendon,  Muss. 

Whitney  Wm.  M Wincliendon,  Mass. 

^Vilcox,  Stephen New  York  City. 

Wilcox,  Jno.   F Pittsburgh,  Pa. 

Wilder,  Moses  G Phila.  Pa. 

^Viley,  Wm.  H New  York  City. 

Woodbury,  C.  J.  H Boston,  Mass. 
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Ashcroft  Test  Gauge 6  '  to  120  lb:',  grad.  to  5  lbs. 

Crosby  Vacuum  Gauge 5""     15    "      "       *' \    '* 

'*  **      5     "     15 

This  latter  gauge  is  in  a  special  case,  is  graduated  finely  for 
lbs.,  for  iuclies  of  mercuiy  and  for  feet  of  water,  and  on  the  lid  is 
a  table  of  constants  for  volume  and  pressure  and  curves  of  ex- 
pansion, plotted  by  Mr.  Hondley  himself.  Most  of  the  gauges 
have  cocks. 

THERMOMETERS. 

Chemical,  reading  from —  lOMo  100*  C  by  1* 

**  •'  ♦*     S'l°  *'  270'  F  •'  V 

*'  *'     10**  "  540*  F  **  2"* 

These  are  of  glass,  graduations  on  the  tube. 

Maximum  and  minimum,  tin  case  from —    40'  to     140"  F 

Thermometer  in  brass  case  reading  '* 200"  to     740*  F 

Ilydrophant,  wet  and  dry  bulb  from 20Mo     120*  F 

Crosby  Pyrometer  5  '  dial  reading  l>y  20'  from. .  0"  to  1,400'  F 

U-GUAGES. 

M^Tcun*  U-Gauge  4"  long,  graduated  to  \\j  inch. 
Wollaston-Prentiss  Anemometer  for  ligbt  presHuns. 

This  is  a  special  U-gauge,  3  feet  long,  and  was  described  by  Mr.  Hoadley,  in 
Vol.  VI.,  Trann.  page  725. 

INDICATORS. 

Pair  of  Thompson  indicators  in  case,  nickel  plated,  with  cocks,  and  springs  50 
and  00  lbs. 

An  extra  3- way  cock  goes  with  these,  and  a  wooden  Ashcroft  pantagraph  for 
reducing  motion,  as  well  as  ati  Amsler  planimeter,  and  an  instrument  for  proving 
its  accurucv  or  error. 

A  McNflU«rht  indicator  of  the  earlier  style  is  also  in  the  collection. 

Crosby  Revolution  Counter  to  999,900,  with  slotted  lever  complete. 

SCALES. 

One  triangular  steel,  graduated  by  48ths,  50th8,  OOths,  72nds.  OGths,  lOOths. 
One  flat  scale,  graduated  to  04ths  and  lOOtha,  on  the  bevel  ofOie  edge. 
AVooilen  Fcales  2'  long,  one  shrink  for  brass. 

**  *•         "        "  cast-iron. 

'*  "  "       double  "        "  steel. 

"  "  **       one  standard,  graduated  1^'  to  the  foot. 

'*  **  '*         2  "  to  the  foot. 

3  "  to  the  foot. 
One  steel  straight  edge,  nickel  plated  i"  thick. 
One  L^Tuan  T-square  metal  blade,  vernier-head. 
One  Lyman  vernier-head,  with  wooded  blade  to  the  T-square. 
One  hygrometer  for  oil,  reading,  from  10'  to  45'  Beaunid. 
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There  should  also  be  reported,  that  since  the  last  meeting  there 
has  been  added  to  the  library,  the  complete  series  of  the  transac- 
tions of  the  Institution  of  Mechanical  Engineers  of  Great  Britain, 
from  1847  to  date.  The  journal  of  the  Iron  and  Steel  Institute  of 
Great  Britain,  from  1873  to  date,  has  also  been  secured,  and  the 
list  of  current  exchtinges  has  been  enlarged  also. 

Gifts  have  been  received  from  the  firm  of  Messrs.  Thomas 
Shanks  and  Co.  of  Johnstone,  near  Glasgow,  Scotland,  of  a  series  of 
photographs  of  very  large  machine  tools  which  have  been  acknowl- 
edged by  the  Council,  and  they  have  directed  that  the  Secretary 
solicit  from  the  members  gifts  of  photographs  of  other  special  tools, 
engiDes,  and  machinery,  with  the  understanding  that  they  will  be 
filed  in  suitable  portfolios  and  indexed  for  reference  by  visitors. 

The  matter  of  soliciting  from  absent  members  written  discus- 
sions of  papers  which  have  been  presented,  or  from  non-members 
who  are  specialists  in  the  subject  of  which  any  paper  treats,  has 
been  committed  to  the  Publication  Committee  with  power  to  is- 
sue such  invitations  where  they  may  deem  it  advisable  in  any  case. 

The  Council  would  also  present  the  Report  of  its  tellers  as  fol- 
lows: 

The  undersigned  were  appointed  a  Committee  of  the  Council  to 
act  as  tellers  under  Kule  13  to  count  and  scrutinize  the  Ballots 
cast  for  and  against  the  Candidates  proposed  for  membership  in 
the  Society  of  Mechanical  Engineers,  and  seeking  election  before 
the  XVth  meeting  of  the  Society,  in  May,  1887. 

They  would  report  that  they  have  met  upon  the  designated 
days  in  the  office  of  the  Secretary  and  proceeded  to  the  discharge 
of  their  duties. 

They  would  certify,  for  the  formal  insertion  in  the  records  of 
the  Society,  to  the. election  of  the  appended  named  persons  to 
their  respective  grades  upon  Lists  No.  1,  2,  and  3,  respectively 
Pink,  Yellow,  and  Green. 

There  were  320  votes  cast  in  the  Ballot  upon  the  Pink  List,  of 
which  7  were  thrown  out  because  of  informalities.  There  were 
304  votes  cast  upon  the  Yellow  Ballot,  of  which  8  were  thrown  out 
because  of  informalities  ;  and  there  were  304  votes  cast  in  iising  the 
Green  Ballot  of  which  4  were  thrown  out  because  of  informalities. 

The  Lists  are  appended  below. 

Chas.  T.  PoFvTER,  )  rp  11 
Wm.  Kent,  '  j  ^'^^''''' 

New  York,  May  2G,  1887. 
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Ashburner,  Chas.  A. 
Burnuni,  Geo.  S. 
BiUingrodt.  M.  O. 
Bigelow,  Frank  M. 
Bole,  Wm.  A. 
Coffin,  John. 
Crane,  Wni.  E. 
Dixon.  Geo.  E. 
Dodds,  Elihu. 
Dutton,  C.  Seymoar. 
Engel,  Louis  G. 
Erwin,  John  M. 

• 
Freeman,  John  R, 
Cieoghe^an,  Stephen  J. 
Gould,  Webster  V. 
Hardie,  Robert. 


Members. 

Ilenrv,  Wm.  F. 
UortoD,  James  A. 
Kent,  Edmund. 
Lambert,  W.  C. 
Leavitt,  Frank  M. 
Lewis,  James  F. 
Maillefert,  G.  J. 
MansHeld,  Albert  K. 
Metcalfe,  John. 
Meyer,  J.  G.  Arnold. 
Nicolln,  J.  O. 
Owen,  Fredeiick  N. 
Parsons,  Harry  de  B. 

(Promotion  from  Jr.) 
Prentis?,  Fred.  H. 
Radford,  Benj.  F. 
Rider,  George  S. 


Ridgway,  J.  T. 
Roberts,  T.  Herbert. 
Schutte,  Louis. 
Scott,  Walter' W. 
Sim^kin,  Wm. 
Smith,  Chas.  H.  L. 
Steel,  Charles 
Stewart,  Walter  G. 
Stilluian,  Francis  H. 
Thomson,  John. 
Tobey,  Geo.  A. 
Tnttle.  Edgar  G. 
Van  Vleck,  Frank. 
Warrington,  Jesse. 
Whitehead,  Geo.  E. 
Wilcox,  John  F, 
Wood,  De  Volson. 


Brooks,  Tho?.  H. 
Gilkerson,  James  A. 


Associates, 

Huston,  Chas.  L. 
Noye,  Albert  A. 


Temple,  W.  C. 
Zahm,  A.  F. 


Conrad,  Hugh  V. 
Garfield,  Alex.  S. 


Juniors. 

Lyall,  Wm.  L. 
Mumford,  Edward  H. 


Tompkins,  S. 


The  Committee  to  Nominate  Officers  was  appointed  by  the* 
CLair  as  follows : 

Mr.  IT.  A.  Eamsay,  of  Baltimore. 
Mr.  T.  J.  Borden,  of  Fall  Eiver. 
Mr.  Wm.  H.  Doane,  of  Cincinnati. 
Mr.  W.  H.  Weightman,  of  New  York. 
Mr.  F.  H.  Underwood,  of  Tolland. 

Invitation  to  visit  the  Baltimore  Manual  Training  Sohool  was 
received  from  Mr.  John  D.  Ford,  and  a  communication  from  Mr. 
John  W.  Weston,  Commissioner-General  for  the  United  States  to 
the  Paris  International  Exposition  of  Kailway  Appliances  and  In* 
dustries  urged  the  Society  to  cooperate  in  making  that  exhibition 
a  success. 

No  other  new  business  being  presented,  the  professional  papers 
were  taken  up. 

The  pjiper  of  Mr.  Samuel  Webber,  of  Charlestown,  N.  H.,  was 
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entitled  "Tests  of  the  Comparative  Value  of  DiflFerent  Kinds  of 
Belting."  Messrs.  Underwood,  Dutton,  Towne,  Olin  Scott,  Ash- 
worth,  Hawkins,  Emery,  Woodbury,  and  Richards  took  part  in 
its  discussion.  The  paper  by  Mr.  L.  H.  Eutherford  (non-member), 
inti'oduced  by  the  Secret aiy,  entitled  *^  Should  a  Piston  Packing 
Eing  be  of  the  same  Thickness  at  every  Point  ?  "  was  discussed  by 
Messrs.  Fawcett,  Porter,  Sweet,  and  Emery. 

Prof.  K.  H.  Thurston's  paper  on  "  The  Systematic  Testing  of 
Turbine  Water  Wheels  in  the  United  States,"  received  discussion 
from  Messrs.  Samuel  Webber  and  Babcock.  The  other  paper  by 
the  same  author,  "  Note  on  Helical  Seams  in  Boiler-Making,"  re- 
ceived no  discussion. 

The  topical  discussions  were  then  taken  up  until  the  hour  of 
adjournment.  Messrs.  Stirling,  Almond,  Barnaby,  Tilden,  Scott, 
Towne,  and  Hawkins  replied  to  the  query :  "  What  have  you 
found  the  best  methods  for  removing  smoke  from  blacksmiths' 
shops  ?  " 

Messrs.  Stirling,  Couch,  Richards,  Dingee,  Babcock  and  Joseph 
Morgan  spoke  on  the  topic,  "  What  data  can  you  give  about  the 
working  pressure  of  gear  teeth  ?  "  At  the  conclusion  of  this  dis- 
cussion the  session  adjourned. 

The  afternoon  was  devoted  to  visits  of  some  of  the  public 
buildings  of  interest  in  the  city. 

The  evening  session  was  called  to  order  at  eight  o'clock.  The 
paper  by  Mr.  John  T.  Hawkins,  of  Taunton,  was  entitled,  "  The 
Education  of  Intuition  in  Machine  Designing."  Messrs.  C.  A. 
Smith  and  Denton  discussed  the  subject.' 

The  two  papers  by  Mr.  C.  E.  Emery,  entitled  "  Notes  for  Dis- 
cussion on  Cylinder  Condensation  and  the  Reduction  of  the  Same 
by  the  Use  of  the  Compound  Engine,"  and  the  other,  "Notes  for 
Discussion  in  Relation  to  the  Development  of  the  Compound 
Engine  and  the  probable  Limit  of  Steam  Pressure  in  Marine  En- 
gines and  Boilers,"  were  presented  and  discussed  together.  Messrs. 
BaiTus,  Porter,  Denton,  Joseph  Morgan,  Jr.,  Stirling,  Strong,  Bab- 
cock, and  Emery  spoke  in  discussion. 

Mr.  Emery's  third  paper,  entitled  '*  The  Comparative  Value  of 
Steam  and  Hot  Water  for  transmitting  Heat  and  Power,"  was 
discussed  by  Messrs.  Porter,  Bond  and  Babcock.  The  last  paper 
of  the  session  was  that  of  Mr.  Albert  Stearns,  of  Brooklyn,  enti- 
tled "  A  Method  of  Evaporating  by  Exhaust  Steam,"  and  was  dis- 
cussed by  Messrs.  Babcock  and  Miller. 
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Second  Day,  Wednesday,  June  Ist. 

The  morniug  was  left  without  assignment  to  admit  of  visits  to 
points  of  interest  which  were  not  open  in  the  later  part  of  the 
day.  The  professional  session  was  set  down  for  two  o'clock,  and 
the  economic  to})ics  had  been  allotted  to  this  afternoon.  The  first 
paper  was  by  Mr.  H.  R.  Towne,  of  Stamford,  Conn.,  entitled 
'*  Steam  and  Power  :  the  Commercial  Determination  of  Costs."  It 
was  discussed  by  Messrs.  Denton  and  Babcock.  The  second 
paper  of  the  series  was  by  Mr.  William  Kent,  of  New  York,  enti- 
tled "  A  Problem  in  Profit-Sharing."  It  was  discussed  by  Messrs. 
Hewitt,  Hawkins,  Towne,  Doane,  Stirling,  Emery,  Woolson,  Olin 
Scott,  Green,  Fowler  and  Ashworth,  the  direction  of  debate  be- 
ing so  closelj'  in  the  line  of  the  topical  query  on  this  general  sub- 
ject that  the  two  matters  are  presented  as  one  discussion.  The 
question  was :  "  What  system  .of  regulating  wages  of  labor  in  our 
manufacturing  establishments  will  tend  to  make  that  labor  most 
efficient  and  produce  the  largest  returns  both  to  employer  and 
employee  ?  " 

In  continuation  of  the  Topical  Discussions,  Messrs.  Towne, 
Bond,  and  Supplee  answered  the  question,  "  What  is  the  best 
method  and  form  of  tool  for  drilling  small  deep  holes  in  steel ; 
say  a  hole  half  inch  in  diameter  drilled  four  feet  into  the  end 
of  a  steel  shaft?"  Messrs.  Halsey,  Towne,  Kichards,  Bond, 
Scott,  and  Emeiy  answered  the  query,  "  Have  you  made  any  use 
of  calculating  machines  or  tables,  either  in  professional  or  com* 
mercial  work  ?  "  A  large  blue  ])rint  was  also  exhibited  and  the 
method  described  by  which  it  had  been  made.  The  plan  was 
proposed  by  Prof.  E.  C  Cleaves,  of  Cornell,  and  the  description 
and  print  were  sent  by  Prof.  Tliruston  for  the  information  of  the 
members.  At  the  close  of  the  discussion,  the  session  adjourned 
at  an  early  hour  to  aUow  the  members  to  attend  an  evening  re- 
ception tendered  to  the  Society  by  the  Hon.  Josiah  Dent,  and 
Mr.  Edward  L.  Dent,  at  their  residence  in  Georgetown.  The 
house  belongs  to  the  colonial  period  and  is  notable  as  the  one  in 
which  General  Lafaycitte  was  entertained  by  Mr.  John  C.  Cal- 
houn.    The  reception  was  much  enjoyed  by  all  present. 

Third  Day,  Thursday,  June  2. 

This  day  was  devoted  to  an  excursion  to  the  home  of  George 
Washington  at  Mount  Vernon.     The  party  boarded  a  boat  down 
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the  Potomac,  at  ten  o'clock,  and  spent  the  afternoon  at  Mar- 
shall's Hall  on  the  Maryland  side  of  the  river,  returning  in  time 
for  the  fourth  professional  session  in  the  evening. 

This  session  was  opened  by  the  paper  of  Mr.  H.  Ashton  Ram- 
say, of  Baltimore,  entitled,  "  What  are  the  needs  of  our  Navy." 
Messrs.  Crane,  Stratton  Kent,  and  Oberlin  Smith  took  part  in 
discussion. 

The  other  paper  of  the  session  was  that  of  Mr.  Joseph  Mor- 
gan, Jr.,  of  Johnstown,  Pa.,  and  was  entitled,  "  Our  Coast  Defense, 
its  Cost  and  its  Mechanical  Problems."  The  discussion  was  opened 
by  Commander  F.  M.  Barber,  U.S.N.,  by  invitation,  and  Capt. 
Rodgers  Birnie,  Jr.,  of  the  Ordnance  Dept,  U.S.A.,  and  Lieute- 
nant  Beehler,  U.S.N.,  had  also  accepted  a  request  to  contribute. 
Messrs,  OberUn  Smith,  Grimshaw,  and  Stirling,  took  further  part 
in  the  discussion.  At  the  close  of  the  paper  the  session  ad- 
journed. 

FouBTH  Day,  June  3, 1887. 

The  morning  was  left  without  assignment  and  parties  visited 
points  of  interest  in  the  city.  The  largest  party  visited  Cabin 
John  Bridge,  which  is  one  of  the  largest  stone  arches  in  the 
world. 

The  fifth  and  concluding  professional  session  was  held  in  the 
afternoon.  The  first  paper  was  by  Mr.  Thos.  S.  Crane,  of 
Newark,  entitled  "  Direct-acting  Steam  Veneer-Cutters,"  and  was 
discussed  by  Messrs.  Stirling,  Walker,  and  Stratton. 

Mr.  George  H.  Babcock,  of  New  York,  presented  his  paper 
on  "  A  New  Method  of  Making  Tubes  from  Solid  Bars,"  and  it 
was  illustrated  by  samples  of  such  tubes  in  steel  and  in  brass. 
The  discussion  was  given  by  Messrs.  Hewitt,  Stillman,  Crane, 
Schuhmann,  Kent,  Hutton,  Grimshaw,  Bond,  J.  F.  Wilcox  and 
Stirling. 

A  paper  by  Mr.  James  Dredge,  of  London,  England,  honorary 
member  of  the  Society,  had  been  sent  in,  entitled  *•  Gaslighting 
by  Incandescence."  The  paper  had  not  been  received  in  time  to 
be  distributed  among  the  members,  but  it  was  presented  under  a 
suspension  of  the  rules  in  reference  to  debate  on  piipers,  and  was 
read  in  brief  by  Mr.  AV.  H.  Wiley.  No  discussion  being  elicited 
from  those  present,  the  Secretary  was  directed  to  solicit  written 
discussion  from  absent  nienil)ers. 

The  remaining  Topical  Queries  were  then  taken  up  and  occu- 
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Second  Day,  Wednesday,  June  Ist. 

The  morning  was  left  without  assignment  to  admit  of  visits  to 
points  of  interest  which  were  not  open  in  the  later  part  of  the 
day.  The  professional  session  was  set  down  for  two  o'clock,  and 
the  economic  topics  had  been  allotted  to  this  afternoon.  The  first 
paper  was  by  Mr.  H.  K.  Towne,  of  Stamford,  Conn.,  entitled 
'*  Steam  and  Power :  the  (.Commercial  Determination  of  Costs."  It 
was  discussed  by  Messrs.  Denton  and  Babcock.  The  second 
paper  of  the  series  was  by  Mr.  William  Kent,  of  New  York,  enti- 
tled "  A  Problem  in  Profit-Sharing."  It  was  discussed  by  Messrs. 
Hewitt,  Hawkins,  Towne,  Doane,  Stirling,  Emery,  Woolson,  Olin 
Scott,  Green,  Fowler  and  Ashworth,  the  direction  of  debate  be- 
ing so  closely  in  the  line  of  the  topical  query  on  this  general  sub- 
ject that  the  two  matters  are  presented  as  one  discuasion.  The 
question  was  :  "  What  system  .of  regulating  wages  of  labor  in  our 
manufacturing  establishments  will  tend  to  make  that  labor  most 
efficient  and  produce  the  largest  returns  both  to  employer  and 
employee  ?  " 

In  continuation  of  the  Topical  Discussions,  Messrs.  Towne, 
Bond,  and  Supplee  answered  the  question,  "  What  is  the  best 
method  and  form  of  tool  for  drilling  small  deep  holes  in  steel ; 
say  a  hole  half  inch  in  diameter  drilled  four  feet  into  the  end 
of  a  steel  shaft?"  Messrs.  Halsey,  Towne,  Richards,  Bond, 
Scott,  and  Emerj'  answered  the  query,  "  Have  you  made  any  use 
of  calculating  machines  or  tables,  either  in  professional  or  com- 
mercial work  ?  "  A  large  blue  ])rint  was  also  exhibited  and  the 
method  described  by  which  it  had  been  made.  The  plan  was 
proposed  by  Prof.  E.  C.  Cleaves,  of  Cornell,  and  the  description 
and  print  were  sent  by  Prof.  Thrnston  for  the  information  of  the 
members.  At  the  close  of  the  discussion,  the  session  adjourned 
at  an  early  hour  to  allow  the  members  to  attend  an  evening  re- 
ception tendered  to  the  Society  by  the  Hon.  Josiah  Dent,  and 
Mr.  Edward  L.  Dent,  at  their  residence  in  Georgetown.  The 
house  belongs  to  the  colonial  period  and  is  notable  as  the  one  in 
which  General  Lafayette  was  entertained  by  Mr.  John  C.  Cal- 
houn.    The  reception  was  much  enjoyed  by  all  present. 

Third  Day,  Thursday,  June  2. 

This  day  was  devoted  to  an  excursion  to  the  home  of  George 
Washington  at  Mount  Vernon.     The  party  boarded  a  boat  down 
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the  Potomac,  at  ten  o'clock,  and  spent  the  afternoon  at  Mar- 
shall's Hall  on  the  Maryland  side  of  the  river,  returning  in  time 
for  the  fourth  professional  session  in  the  evening. 

This  session  was  opened  by  the  paper  of  Mr.  H.  Ashton  Bam- 
say,  of  Baltimore,  entitled,  "  What  are  the  needs  of  our  Navy." 
Messrs.  Crane,  Stratton  Kent,  and  OberUn  Smith  took  part  in 
discussion. 

The  other  paper  of  the  session  was  that  of  Mr.  Joseph  Mor- 
gan, Jr.,  of  Johnstown,  Pa.,  and  was  entitled,  "  Our  Coast  Defense, 
its  Cost  and  its  Mechanical  Problems."  The  discussion  was  opened 
by  Commander  F.  M.  Barber,  U.8.N.,  by  invitation,  and  Capt. 
Rodgers  Birnie,  Jr.,  of  the  Ordnance  Dept,  U.S. A.,  and  Lieute- 
nant  Beehler,  U.S.N.,  had  also  accepted  a  request  to  contribute. 
Messrs.  Oberlin  Smith,  Grimshaw,  and  StirKng,  took  further  part 
in  the  discussion.  At  the  close  of  the  paper  the  session  ad- 
journed. 

FouBTH  Day,  June  3, 1887. 

The  morning  was  left  without  assignment  and  parties  visited 
points  of  interest  in  the  city.  The  largest  party  visited  Cabin 
John  Bridge,  which  is  one  of  the  largest  stone  arches  in  the 
world. 

The  fifth  and  concluding  professional  session  was  held  in  the 
afternoon.  The  first  paper  was  by  Mr.  Thos.  S.  Crane,  of 
Newark,  entitled  "  Direct-acting  Steam  Veneer-Cutters,"  and  was 
discussed  by  Messrs.  Stirling,  Walker,  and  Stratton. 

Mr.  George  H.  Babcock,  of  New  York,  presented  his  paper 
on  "A  New  Method  of  Making  Tubes  from  Solid  Bars,"  audit 
was  illustrated  by  samples  of  such  tubes  in  steel  and  in  brass. 
The  discussion  was  given  by  Messrs.  Hewitt,  Stillman,  Crane, 
Schuhmann,  Kent,  Hutton,  Grimshaw,  Bond,  J.  F.  Wilcox  and 
Stirling. 

A  paper  by  Mr.  James  Dredge,  of  London,  England,  honorary 
member  of  the  Society,  had  been  sent  in,  entitled  *•  Gaslighting 
f'V  Licaudescence."  The  paper  had  not  been  received  in  time  to 
be  distributed  among  the  members,  but  it  was  presented  under  a 
suspension  of  the  rules  in  reference  to  debate  on  papers,  and  was 
read  in  brief  by  Mr.  AV.  H.  Wiley.  No  discussion  being  elicited 
from  those  present,  the  Secretary  was  directed  to  solicit  written 
discussion  from  absent  menil)ers. 

The  remaining  Topical  Queries  were  then  taken  up  and  occu- 
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Second  Day,  Wednesday,  June  Ist. 

The  morning  was  left  without  assignment  to  admit  of  visits  to 
points  of  interest  which  were  not  open  in  the  later  part  of  the 
day.  The  professional  session  was  set  down  for  two  o'clock,  and 
the  economic  topics  had  been  allotted  to  this  afternoon.  The  first 
paper  was  by  Mr.  H.  K.  Towne,  of  Stamford,  Conn.,  entitled 
'*  Steam  and  Power :  the  Commercial  Determination  of  Costs."  It 
was  discussed  by  Messrs.  Denton  and  Babcock.  The  second 
paper  of  the  series  was  by  Mr.  William  Kent,  of  New  York,  enti- 
tled "  A  Problem  in  Profit-Sharing."  It  was  discussed  by  Messrs. 
Hewitt,  Hawkins,  Towne,  Doane,  Stirling,  Emery,  Woolson,  Olin 
Scott,  Green,  Fowler  and  Ash  worth,  the  direction  of  debate  be- 
ing so  closely  in  the  line  of  the  topical  query  on  this  general  sub- 
ject that  the  two  matters  are  presented  as  one  discussion.  The 
question  was  :  "  What  system  .of  regulating  wages  of  labor  in  our 
manufacturing  establishments  will  tend  to  make  that  labor  most 
efficient  and  produce  the  largest  returns  both  to  employer  and 
employee  ?  " 

In  continuation  of  the  Topical  Discussions,  Messrs.  Towne, 
Bond,  and  Supplee  answered  the  question,  "  What  is  the  best 
method  and  form  of  tool  for  drilling  small  deep  holes  in  steel; 
sav  a  hole  half  inch  in  diameter  drilled  four  feet  into  the  end 
of  a  steel  shaft?'*  Messrs.  Halsey,  Towne,  Richards,  Bond, 
Scott,  and  Emery  answered  the  query,  "  Have  you  made  any  use 
of  calculating  machines  or  tables,  either  in  professional  or  com- 
mercial work  ?  "  A  large  blue  print  was  also  exhibited  and  the 
method  described  by  which  it  had  been  made.  The  plan  was 
proposed  by  Prof.  E.  C  Cleaves,  of  Cornell,  and  the  description 
and  print  were  sent  by  Prof.  Thruston  for  the  information  of  the 
members.  At  the  close  of  the  discussion,  the  session  adjourned 
at  an  early  hour  to  allow  the  members  to  attend  an  evening  re- 
ception tendered  to  the  Society  by  the  Hon.  Josiah  Dent,  and 
Mr.  Edward  L.  Dent,  at  their  residence  in  Georgetown.  The 
house  belongs  to  the  colonial  period  and  is  notable  as  the  one  in 
which  General  Lafayette  was  entertained  by  Mr.  John  C.  Cal- 
houn.    The  reception  was  much  enjoyed  by  all  present. 

Third  Day,  Thursday,  June  2. 

This  day  was  devoted  to  an  excursion  to  the  home  of  George 
Washington  at  Mount  Vernon.     The  party  boarded  a  boat  down 
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the  Potomac,  at  ten  o'clock,  and  spent  the  afternoon  at  Mar- 
shall's Hall  on  the  Maryland  side  of  the  river,  returning  in  time 
for  the  fourth  professional  session  in  the  evening. 

This  session  was  opened  by  the  paper  of  Mr.  H.  Ashton  Bam- 
say,  of  Baltimore,  entitled,  "  What  are  the  needs  of  our  Navy." 
Messrs.  Crane,  Stratton  Kent,  and  OberUn  Smith  took  part  in 
discussion. 

The  other  paper  of  the  session  was  that  of  Mr.  Joseph  Mor- 
gan, Jr.,  of  Johnstown,  Pa.,  and  was  entitled,  "  Our  Coast  Defense, 
its  Cost  and  its  Mechanical  Problems."  The  discussion  was  opened 
by  Commander  F.  M.  Barber,  U.8.N.,  by  invitation,  and  Capt. 
Rodgers  Birnie,  Jr.,  of  the  Ordnance  Dept,  U.S.A.,  and  Lieute- 
nant Beeliler,  U.S.N.,  had  also  accepted  a  request  to  contribute. 
Messrs.  Oberlin  Smith,  Grimshaw,  and  StirUng,  took  further  part 
in  the  discussion.  At  the  close  of  the  paper  the  session  ad- 
journed. 

FouBTH  Day,  June  3, 1887. 

The  morning  was  left  without  assignment  and  parties  visited 
points  of  interest  in  the  city.  The  largest  party  visited  Cabin 
John  Bridge,  which  is  one  of  the  largest  stone  arches  in  the 
world. 

The  fifth  and  concluding  professional  session  was  held  in  the 
afternoon.  The  first  paper  was  by  Mr.  Thos.  S.  Crane,  of 
Newark,  entitled  "Direct-acting  Steam  Veneer-Cutters,"  and  was 
discussed  by  Messrs.  Stirling,  Walker,  and  Stratton. 

Mr.  George  H.  Babcock,  of  New  York,  presented  his  paper 
on  "  A  New  Method  of  Making  Tubes  from  Solid  Bars,"  and  it 
was  illustrated  by  samples  of  such  tubes  in  steel  and  in  brass. 
The  discussion  was  given  by  Messrs.  Hewitt,  Stillman,  Crane, 
Schuhmann,  Kent,  Hutton,  Grimshaw,  Bond,  J.  F.  Wilcox  and 
Stirling. 

A  paper  by  Mr.  James  Dredge,  of  London,  England,  honorary 
member  of  the  Society,  had  been  sent  in,  entitled  *'  GasUghting 
hy  Incaudesconce."  The  paper  had  not  been  received  in  time  to 
be  distributed  among  the  members,  but  it  was  presented  under  a 
suspension  of  the  rules  in  reference  to  debate  on  papers,  and  was 
read  in  brief  by  Mr.  W.  H.  Wiley.  No  discussion  being  elicited 
from  those  present,  the  Secretary  was  directed  to  solicit  written 
discussion  from  absent  members. 

The  remaining  Topical  Queries  were  then  taken  up  and  occu- 


364  proceedings  of  the 

Second  Day,  Wednesday,  June  Ist. 

The  moniiiig  was  left  without  assignment  to  admit  of  visits  to 
points  of  interest  which  were  not  open  in  the  later  part  of  the 
day.  The  professional  session  was  set  down  for  two  o'clock,  and 
the  economic  to})ics  had  been  allotted  to  this  afternoon.  The  first 
paper  was  by  Mr.  H.  R.  Towne,  of  Stamford,  Conn.,  entitled 
'*  Steam  and  Power  :  the  Commercial  Determination  of  Costs."  It 
was  discussed  by  Messrs.  Denton  and  Babcock.  The  second 
paper  of  the  series  was  by  Mr,  William  Kent,  of  New  York,  enti- 
tled "  A  Problem  in  Profit-Sharing.'*  It  was  discussed  by  Messrs. 
Hewitt,  Hawkins,  Towne,  Doane,  Stirling,  Emery,  Woolson,  Olin 
Scott,  Green,  Fowler  and  Ash  worth,  the  direction  of  debate  be- 
ing so  closely  in  the  line  of  the  topical  query  on  this  general  sub- 
ject that  the  two  matters  are  presented  as  one  discussion.  The 
question  was :  "  What  system  .of  regulating  wages  of  labor  in  our 
manufacturing  establishments  will  tend  to  make  that  labor  most 
efficient  and  produce  the  largest  returns  both  to  employer  and 
employee  ?  " 

In  continuation  of  the  Topical  Discussions,  Messrs.  Towne, 
Bond,  and  Supplee  answered  the  question,  "  What  is  the  best 
method  and  form  of  tool  for  drilling  small  deep  holes  in  steel; 
sav  a  hole  half  inch  in  diameter  drilled  four  feet  into  the  end 
of  a  steel  shaft?"  Messrs.  Halsey,  Towne,  Bichards,  Bond, 
Scott,  and  Emerj'  answered  the  query,  "  Have  you  made  any  use 
of  calculating  machines  or  tables,  either  in  professional  or  com- 
mercial work  ?  "  A  large  blue  print  was  also  exhibited  and  the 
method  described  by  which  it  had  been  made.  The  plan  was 
proposed  by  Prof.  E.  C.  Cleaves,  of  Cornell,  and  the  description 
and  print  were  sent  bv  Prof.  Tliruston  for  the  information  of  the 
members.  At  the  close  of  the  discussion,  the  session  adjourned 
at  an  early  hour  to  allow  the  members  to  attend  an  evening  re- 
ception tendered  to  the  Society  by  the  Hon.  Josiah  Dent,  and 
Mr.  Edward  L.  Dent,  at  their  residence  in  Georgetown.  The 
house  l)eloiigs  to  the  colonial  period  and  is  notable  as  the  one  in 
which  General  Lafayette  was  entertained  by  Mr.  John  C.  Cal- 
houn.    The  reception  was  much  enjoyed  by  all  present. 

Third  Day,  Thursday,  June  2. 

This  day  was  devoted  to  an  excursion  to  the  home  of  George 
Washington  at  Mount  Vernon.     The  party  boarded  a  boat  down 
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the  Potomac,  at  ten  o'clock,  and  spent  the  afternoon  at  Mar- 
shall's Hall  on  the  Maryland  side  of  the  river,  returning  in  time 
for  the  fourth  professional  session  in  the  evening. 

This  session  was  opened  by  the  paper  of  Mr.  H.  Ashton  Bam- 
say,  of  Baltimore,  entitled,  "  What  are  the  needs  of  our  Navy.*' 
Messrs.  Crane,  Stratton  Kent,  and  OberUn  Smith  took  part  in 
discussion. 

The  other  paper  of  the  session  was  that  of  Mr.  Joseph  Mor- 
gan, Jr.,  of  Johnstown,  Pa.,  and  was  entitled,  "  Our  Coast  Defense, 
its  Cost  and  its  Mechanical  Problems."  The  discussion  was  opened 
by  Commander  F.  M.  Barber,  U.8.N.,  by  invitation,  and  Capt. 
Rodgers  Birnie,  Jr.,  of  the  Ordnance  Dept,  U.S.A.,  and  Lieute- 
nant Beehler,  U.S.N.,  had  also  accepted  a  request  to  contribute. 
Messrs.  Oberlin  Smith,  Grimshaw,  and  Sth'ling,  took  further  part 
in  the  discussion.  At  the  close  of  the  paper  the  session  ad- 
journed. 

FouBTH  Day,  June  3, 1887. 

The  morning  was  left  without  assignment  and  parties  visited 
points  of  interest  in  the  city.  The  largest  party  visited  Cabin 
John  Bridge,  which  is  one  of  the  largest  stone  arches  in  the 
world. 

The  fifth  and  concluding  professional  session  was  held  in  the 
afternoon.  The  first  paper  was  by  Mr.  Thos.  S.  Crane,  of 
Newark,  entitled  "Direct-acting  Steam  Veneer-Cutters,"  and  was 
discussed  by  Messrs.  StirUng,  Walker,  and  Stratton. 

Mr.  George  H.  Babcock,  of  New  York,  presented  his  paper 
on  "A  New  Method  of  Making  Tubes  from  Solid  Bars,"  audit 
was  illustrated  by  samples  of  such  tubes  in  steel  and  in  brass. 
The  discussion  was  given  by  Messrs.  Hewitt,  Stillman,  Crane, 
Schuhmann,  Kent,  Hutton,  Grimshaw,  Bond,  J.  F.  Wilcox  and 
Stirling. 

A  paper  by  Mr.  James  Dredge,  of  London,  England,  honorary 
member  of  the  Society,  had  been  sent  in,  entitled  *'  Gaslighting 
hy  Incandescence."  The  paper  had  not  been  received  in  time  to 
be  distributed  among  the  members,  but  it  was  presented  imder  a 
suspension  of  the  ruhis  in  reference  to  debate  on  papers,  and  was 
read  in  brief  by  Mr.  W.  H.  Wiley.  No  discussion  being  elicited 
from  those  present,  the  Secretary  was  directed  to  solicit  written 
discussion  from  absent  members. 

The  remaining  Topical  Queries  were  then  taken  up  and  occu- 
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Second  Day,  Wednesday,  June  Ist. 

The  moriiiug  was  left  without  assignment  to  admit  of  visits  to 
points  of  interest  which  were  not  open  in  the  later  part  of  the 
day.  The  professional  session  was  set  down  for  two  o'clock,  and 
the  economic  topics  had  been  allotted  to  this  afternoon.  The  first 
paper  was  by  Mr.  H.  R.  Towne,  of  Stamford,  Conn.,  entitled 
'*  Steam  and  Power  :  the  Commercial  Determination  of  Costs."  It 
was  discussed  by  Messrs.  Denton  and  Babcock.  The  second 
paper  of  the  series  was  by  Mr,  William  Kent,  of  New  York,  enti- 
tled "  A  Problem  in  Profit-Sharing.'*  It  was  discussed  by  Messrs. 
Hewitt,  Hawkins,  Towne,  Doane,  Stirling,  Emery,  Woolson,  Olin 
Scott,  Green,  Fowler  and  Ashworth,  the  direction  of  debate  be- 
ing so  closely  in  the  line  of  the  topical  query  on  this  general  sub- 
ject that  the  two  matters  are  presented  as  one  discussion.  The 
question  was  :  "  What  system  .of  regulating  wages  of  labor  in  our 
manufacturing  establishments  will  tend  to  make  that  labor  most 
efficient  and  produce  the  largest  returns  both  to  employer  and 
employee  ?  " 

In  continuation  of  the  Topical  Discussions,  Messrs.  Towne, 
Bond,  and  Supplee  answered  the  question,  "  What  is  the  best 
method  and  form  of  tool  for  drilling  small  deep  holes  in  steel; 
sav  a  hole  half  inch  in  diameter  drilled  four  feet  into  the  end 
of  a  steel  shaft?"  Messrs.  Halsey,  Towne,  Richards,  Bond, 
Scott,  and  Emerj'  answered  the  query,  "  Have  you  made  any  use 
of  calculating  machines  or  tables,  either  in  professional  or  com- 
mercial work  ?  "  A  large  blue  print  was  also  exhibited  and  the 
method  described  by  which  it  had  been  made.  The  plan  was 
proposed  by  Prof.  E.  C  Cleaves,  of  Cornell,  and  the  description 
and  print  were  sent  by  Prof.  Thruston  for  the  information  of  the 
members.  At  the  close  of  the  discussion,  the  session  adjourned 
at  an  early  hour  to  allow  the  members  to  attend  an  evening  re- 
ception tendered  to  the  Society  by  the  Hon.  Josiah  Dent,  and 
Mr.  Edward  L.  Dent,  at  their  residence  in  Georgetown.  The 
house  belongs  to  the  colonial  period  and  is  notable  as  the  one  in 
which  General  Lafayette  was  entertained  by  Mr.  John  C.  Cal- 
houn.    The  reception  was  much  enjoyed  by  all  present. 

Third  Day,  Thursday,  June  2. 

This  day  was  devoted  to  an  excursion  to  the  home  of  George 
Washington  at  Mount  Vernon.     The  party  boarded  a  boat  down 
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the  Potomac,  at  ten  o'clock,  and  spent  the  afternoon  at  Mar- 
shall's Hall  on  the  Maryland  side  of  the  river,  returning  in  time 
for  the  fourth  professional  session  in  the  evening. 

This  session  was  opened  by  the  paper  of  Mr.  H.  Ashton  Eam- 
say,  of  Baltimore,  entitled,  "  What  are  the  needs  of  our  Navy." 
Messrs.  Crane,  Stratton  Kent,  and  OberUn  Smith  took  part  in 
discussion. 

The  other  paper  of  the  session  was  that  of  Mr.  Joseph  Mor- 
gan, Jr.,  of  Johnstown,  Pa.,  and  was  entitled,  "  Our  Coast  Defense, 
its  Cost  and  its  Mechanical  Problems."  The  discussion  was  opened 
by  Commander  F.  M.  Barber,  U.S.N.,  by  invitation,  and  Capt. 
Bodgers  Birnie,  Jr.,  of  the  Ordnance  Depi,  U.S.A.,  and  Lieute- 
nant  Beeliler,  U.S.N.,  had  also  accepted  a  request  to  contribute. 
Messrs.  Oberlin  Smith,  Grimshaw,  and  Stu'ling,  took  further  part 
in  the  discussion.  At  the  close  of  the  paper  the  session  ad- 
journed. 

Fourth  Day,  June  3, 1887. 

The  morning  was  left  without  assignment  and  parties  visited 
points  of  interest  in  the  city.  The  largest  party  visited  Cabin 
John  Bridge,  which  is  one  of  the  largest  stone  arches  in  the 
world. 

The  fifth  and  concluding  professional  session  was  held  in  the 
afternoon.  The  first  paper  was  by  Mr.  Thos.  S.  Crane,  of 
Newark,  entitled  "  Direct-acting  Steam  Veneer-Cutters,"  and  was 
discussed  by  Messrs.  Stiriing,  Walker,  and  Stratton. 

Mr.  George  H.  Babcock,  of  New  York,  presented  his  paper 
on  "  A  New  Method  of  Making  Tubes  from  Solid  Bars,"  audit 
was  illustrated  by  samples  of  such  tubes  in  steel  and  in  brass. 
The  discussion  was  given  by  Messrs.  Hewitt,  Stillman,  Crane, 
Schuhmann,  Kent,  Hutton,  Grimshaw,  Bond,  J.  F.  Wilcox  and 
Stirling. 

A  paper  by  Mr.  James  Dredge,  of  London,  England,  honorary 
member  of  the  Society,  had  been  sent  in,  entitled  **  Gaslighting 
l>y  Incandescence."  The  paper  had  not  been  received  in  time  to 
be  distributed  among  the  members,  but  it  was  presented  under  a 
suspeusicm  of  the  rules  in  reference  to  debate  on  p.ipers,  and  was 
read  in  brief  by  Mr.  W.  H.  Wiley.  Xo  discussion  being  elicited 
from  those  present,  the  Secretary  was  directed  to  solicit  written 
discussion  from  absent  members. 

The  remaining  Topical  Queries  were  then  taken  up  and  occu- 
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Second  Day,  Wednesday,  June  Ist. 

The  moniiug  was  left  without  assignment  to  admit  of  visits  to 
points  of  interest  which  were  not  open  in  the  later  part  of  the 
day.  The  professional  session  was  set  down  for  two  o'clock,  and 
the  economic  topics  had  been  allotted  to  this  afternoon.  The  first 
paper  was  by  Mr.  H.  K.  Towne,  of  Stamford,  Conn.,  entitled 
'*  Steam  and  Power  :  the  Commercial  Determination  of  Costs."  It 
was  discussed  by  Messrs.  Denton  and  Babcock.  The  second 
paper  of  the  series  was  by  Mr.  William  Kent,  of  New  York,  enti- 
tled "  A  Problem  in  Profit-Sharing."  It  was  discussed  by  Messrs. 
Hewitt,  Hawkins,  Towne,  Doane,  Stirling,  Emery,  Woolson,  Olin 
Scott,  Green,  Fowler  and  Ashworth,  the  direction  of  debate  be- 
ing so  closel}'  in  the  line  of  the  topical  query  on  this  general  sub- 
ject that  the  two  matters  are  presented  as  one  discussion.  The 
question  was  :  "  What  system  .of  regulating  wages  of  labor  in  our 
manufacturing  establishments  will  tend  to  make  that  labor  most 
efficient  and  produce  the  largest  returns  both  to  employer  and 
employee  ?  " 

In  continuation  of  the  Topical  Discussions,  Messrs.  Towne, 
Bond,  and  Supplee  answered  the  question,  "  What  is  the  best 
method  and  form  of  tool  for  drilling  small  deep  holes  in  steel ; 
say  a  hole  half  inch  in  diameter  drilled  four  feet  into  the  end 
of  a  steel  shaft?"  Messrs.  Halsey,  Towne,  Kichards,  Bond, 
Scott,  and  Emery  answered  the  query,  "  Have  you  made  any  use 
of  calculating  machines  or  tables,  either  in  professional  or  com- 
mercial work  ?  "  A  large  blue  print  was  also  exhibited  and  the 
method  described  by  which  it  had  been  made.  The  plan  was 
proposed  by  Prof.  E.  C  Cleaves,  of  Cornell,  and  the  description 
and  print  were  sent  by  Prof.  Thruston  for  the  information  of  the 
members.  At  the  close  of  the  discussion,  the  session  adjourned 
at  an  early  hour  to  allow  the  members  to  attend  an  evening  re- 
ception tendered  to  the  Society  by  the  Hon.  Josiah  Dent,  and 
Mr.  Edward  L.  Dent,  at  their  residence  in  Georgetown.  The 
house  belongs  to  the  colonial  period  and  is  notable  as  the  one  in 
which  General  Lafayette  was  entertained  by  Mr.  John  C.  Cal- 
houn.    The  reception  was  much  enjoyed  by  all  present. 

Third  Day,  Thursday,  June  2. 

This  day  was  devoted  to  an  excursion  to  the  home  of  George 
Washington  at  Mount  Vernon.     The  party  boarded  a  boat  down 
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the  Potomac,  at  ten  o'clock,  and  spent  the  afternoon  at  Mar- 
shall's Hall  on  the  Maryland  side  of  the  river,  returning  in  time 
for  the  fourth  professional  session  in  the  evening. 

This  session  was  opened  by  the  paper  of  Mr.  H.  Ashton  Bam- 
say,  of  Baltimore,  entitled,  "  What  are  the  needs  of  our  Navy." 
Messrs.  Crane,  Stratton  Kent,  and  Oberlin  Smith  took  part  in 
discussion. 

The  other  paper  of  the  session  was  that  of  Mr.  Joseph  Mor- 
gan, Jr.,  of  Johnstown,  Pa.,  and  was  entitled,  "  Our  Coast  Defense, 
its  Cost  and  its  Mechanical  Problems."  The  discussion  was  opened 
by  Commander  F.  M.  Barber,  U.S.N.,  by  invitation,  and  Capt. 
Bodgers  Birnie,  Jr.,  of  the  Ordnance  Dept,  U.S.A.,  and  Lieute- 

•         

nant  Beehler,  U.S.N.,  had  also  accepted  a  request  to  contribute. 
Messrs.  Oberlin  Smith,  Grimshaw,  and  Stirling,  took  further  part 
in  the  discussion.  At  the  close  of  the  paper  the  session  ad- 
journed. 

Fourth  Day,  June  3, 1887. 

The  morning  was  left  without  assignment  and  parties  visited 
points  of  interest  in  the  city.  The  largest  party  visited  Cabin 
John  Bridge,  which  is  one  of  the  largest  stone  ai'ches  in  the 
world. 

The  fifth  and  concluding  professional  session  was  held  in  the 
afternoon.  The  first  paper  was  by  Mr.  Thos.  S.  Crane,  of 
Newark,  entitled  "  Direct-acting  Steam  Veneer-Cutters,"  and  was 
discussed  by  Messrs.  Stirling,  Walker,  and  Stratton. 

Mr.  George  H.  Babcock,  of  New  York,  presented  his  paper 
on"A  New  Method  of  Making  Tubes  from  Solid  Bars,"  audit 
^as  illustrated  by  samples  of  such  tubes  in  steel  and  in  brass. 
The  discussion  was  given  by  Messrs.  Hewitt,  Stillman,  Crane, 
Schuhmann,  Kent,  Hutton,  Grimshaw,  Bond,  J.  F.  Wilcox  and 
Stirling. 

A  paper  by  Mr.  James  Dredge,  of  London,  England,  honorary 
member  of  the  Society,  had  been  sent  in,  entitled  **  Gaslighting 
W  IncaDdescence."  The  paper  had  not  been  received  in  time  to 
be  distributed  among  the  members,  but  it  was  presented  under  a 
suspension  of  the  rules  in  reference  to  debate  on  papers,  and  was 
read  in  brief  by  Mr.  W.  H.  Wiley.  Xo  discussion  being  elicited 
from  those  present,  the  Secretary  was  directed  to  solicit  written 
discussion  from  absent  meml)ers. 

The  remaining  Topical  Queries  were  then  taken  up  and  occu- 
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Second  Day,  Wednesday,  June  Ist. 

The  morniug  was  left  without  assignment  to  admit  of  visits  to 
points  of  interest  which  were  not  open  in  the  later  part  of  the 
day.  The  professional  session  was  set  down  for  two  o'clock,  and 
the  economic  topics  had  been  allotted  to  this  afternoon.  The  first 
paper  was  by  Mr.  H.  R.  Towne,  of  Stamford,  Conn.,  entitled 
'*  Steam  and  Power  :  the  Commercial  Determination  of  Costs."  It 
was  discussed  by  Messrs.  Denton  and  Babcock.  The  second 
paper  of  the  series  was  by  Mr.  William  Kent,  of  New  York,  enti- 
tled "  A  Problem  in  Profit-Sharing."  It  was  discussed  by  Messrs. 
Hewitt,  Hawkins,  Towne,  Doane,  Stirling,  Emery,  Woolson,  Olin 
Scott,  Green,  Fowler  and  Ashworth,  the  direction  of  debate  be- 
ing so  closely  in  the  line  of  the  topical  query  on  this  general  sub- 
ject that  the  two  matters  are  presented  as  one  discussion.  The 
question  was :  "  What  system  .of  regulating  wages  of  labor  in  our 
manufacturing  establishments  will  tend  to  make  that  labor  most 
efficient  and  produce  the  largest  returns  both  to  employer  and 
employee  ?  " 

In  continuation  of  the  Topical  Discussions,  Messrs.  Towne, 
Bond,  and  Supplee  answered  the  question,  "  What  is  the  best 
method  and  form  of  tool  for  drilling  small  deep  holes  in  steel ; 
sav  a  hole  half  inch  in  diameter  drilled  four  feet  into  the  end 
of  a  steel  shaft?"  Messrs.  Halsey,  Towne,  Bichards,  Bond, 
Scott,  and  Emerj'  answered  the  query,  "  Have  you  made  any  use 
of  calculating  machines  or  tables,  either  in  professional  or  com- 
mercial work  ?  "  A  large  blue  print  was  also  exhibited  and  the 
method  described  by  which  it  had  been  made.  The  plan  was 
proposed  by  Prof.  E.  C  Cleaves,  of  Cornell,  and  the  description 
and  print  were  sent  by  Prof.  Thruston  for  the  information  of  the 
members.  At  the  close  of  the  discussion,  the  session  adjourned 
at  an  early  hour  to  allow  the  members  to  attend  an  evening  re- 
ception tendered  to  the  Society  by  the  Hon.  Josiah  Dent,  and 
Mr.  Edward  L.  Dent,  at  their  residence  in  Georgetown.  The 
house  belongs  to  the  colonial  period  and  is  notable  as  the  one  in 
which  General  Lafayette  was  entertained  by  Mr.  John  C.  Cal- 
houn.    The  reception  was  much  enjoyed  by  all  present. 

■ 

Third  Day,  Thursday,  June  2. 

This  day  was  devoted  to  an  excursion  to  the  home  of  George 
Washington  at  Mount  Vernon.     The  party  boarded  a  boat  down 
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the  Potomac,  at  ten  o'clock,  and  spent  the  afternoon  at  Mar- 
shall's Hall  on  the  Maryland  side  of  the  river,  returning  in  time 
for  the  fourth  professional  session  in  the  evening. 

This  session  was  opened  by  the  paper  of  Mr.  H.  Ashton  Eam- 
say,  of  Baltimore,  entitled,  "  Wbat  are  the  needs  of  our  Navy." 
Messrs.  Crane,  Stratton  Kent,  and  OberUn  Smith  took  part  in 
discussion. 

The  other  paper  of  the  session  was  that  of  Mr.  Joseph  Mor- 
gan, Jr.,  of  Johnstown,  Pa.,  and  was  entitled,  "  Our  Coast  Defense, 
its  Cost  and  its  Mechanical  Problems."  The  discussion  was  opened 
by  Commander  F.  M.  Barber,  U.S.N.,  by  invitation,  and  Capt. 
Bodgers  Birnie,  Jr.,  of  the  Ordnance  Depi,  U.S.A.,  and  Lieute- 

•        

nant  Beehler,  U.S.N.,  had  also  accepted  a  request  to  contribute. 
Messrs.  Oberlin  Smith,  Grimshaw,  and  Stirling,  took  further  part 
in  the  discussion.  At  the  close  of  the  paper  the  session  ad- 
journed. 

Fourth  Day,  June  3, 1887. 

The  morning  was  left  without  assignment  and  parties  visited 
points  of  interest  in  the  city.  The  largest  party  visited  Cabin 
John  Bridge,  which  is  one  of  the  largest  stone  arches  in  the 
world. 

The  fifth  and  concluding  professional  session  was  held  in  the 
afternoon.  The  first  paper  was  by  Mr.  Thos.  S.  Crane,  of 
Newark,  entitled  "  Direct-acting  Steam  Veneer-Cutters,"  and  was 
discussed  by  Messrs.  Stirling,  Walker,  and  Stratton. 

Mr.  George  H.  Babcock,  of  New  York,  presented  his  paper 
on  "  A  New  Method  of  Making  Tubes  from  Solid  Bars,"  audit 
^as  illustrated  by  samples  of  such  tubes  in  steel  and  in  brass. 
The  discussion  was  given  by  Messrs.  Hewitt,  Stillman,  Crane, 
Schuhmann,  Kent,  Hutton,  Grimshaw,  Bond,  J.  F.  Wilcox  and 
Stirling. 

A  paper  by  Mr.  James  Dredge,  of  London,  England,  honorary 
member  of  the  Society,  had  been  sent  in,  entitled  '*  Gaslighting 
f)V  Incaudescence."  The  paper  had  not  been  received  in  time  to 
be  distributed  among  the  niemberv^,  but  it  was  presented  under  a 
suspension  of  the  rules  in  reference  to  debate  on  papers,  and  was 
read  in  brief  by  Mr.  W.  H.  Wiley.  No  discussion  being  elicited 
from  those  present,  the  Secretary  was  directed  to  solicit  written 
discussion  from  absent  members. 

The  remaining  Topical  Queries  were  then  taken  up  and  occu- 
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piecl  the  time  until  adjournment.  Mr.  Stratton  spoke  on  a  "  form  of 
safety-valve  on  the  weight  and  lever  principle  for  boilers  on  small 
vessels  in  rough  water."  Messrs.  Stirling,  Stratton,  Kent,  Walker, 
Dicey,  Bond,  Randolph,  and  Woolson  discussed  the  question :  "  Is 
6,000  lbs.  per  square  inch  as  provided  in  the  U.  S.  Inspection  Laws 
for  steam  vessels  a  necessaiy  limitation  for  stays  in  marine  boilers?  " 
In  this  connection  Mr.  Stirling  proposed  that  a  committee  of  the 
society  be  appointed  to.  look  into  this  matter  of  boiler  stays  gene- 
rally, and  to  make  the  necessary  experiments,  so  as  to  advise  the 
members  on  these  points.  The  motive  to  appoint  such  a  com- 
mittee was  put  and  was  lost,  the  vote  being  very  light  upon  both 
sides  of  the  question. 

Messrs.  Dutton,  Kent,  Walker  and  Woolson,  discussed  the 
"limit  of  stress  for  chains  as  used  on  cranes:"  Messrs.  Thurston, 
Walker,  Kent,  Bond,  Woolson  and  Babcock  gave  experience  as 
to  the  "  avenige  efficiency  of  a  man  when  turning  a  crank;  Messrs. 
Bond  and  Walker  spoke  on  the  average  loss  of  efficiency  from 
friction  in  ordinary  hoisting  machines  operated  by  hand. 

This  discussion  concluded  the  professional  material  of  the  ses- 
sion. The  following  resolutions  were  thereupon  presented  by 
Mr.  C.  T.  Porter : 

Resolved,  That  the  American  Society  of  Mechanical  Engineers  tender  their 
most  aiucere  tliaiiks  to  the  members  wlio  have  acted  as  a  Local  Committee  of 
ArrangementH  for  the  Wasliington  Meeting,  for  tlieir  efTortH  and  for  tlieir  sacoess 
in  making  our  meeting  in  that  city  one  of  the  most  enjoyable  of  the  conventions 
of  the  Society. 

Resolved,  That  tlie  Society  desire  to  express  their  most  hearty  recognition  to 
tlie  Hon.  Josiah  Dent  and  to  Mr.  Edward  L.  Dent  for  the  courteous  reception 
extended  to  them  on  the  occasion  of  the  enjoyable  evening  in  their  hospitable 
and  historic  mansion. 

These  motions  being  put  by  the  President,  were  carried  with 
enthusiasm,  and  the  XVth  meeting  stood  adjourned. 
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CCXLII. 

A  NOTJS  ON  HELICAL  SEAMS  IN  BOILER-MAKING. 

BY  B.  H.  THUR8TOX,  ITHACA,  N.   Y.. 

(Member  of  the  Society.) 

In  some  cases  the  seams  of  the  shells  or  the  flues  of  boilers  'are 
put  together  in  helical  form,  and  some  increase  of  strength  is  thus 
secured  in  the  longitudinal  at  the  expense  of  the  girth  seams.  If 
n  represent  the  ratio  of  the  projected  length  of  the  seam  on  the 
circumference  to  the  corresponding  length  of  the  projection  longi- 
tudinally, the  ratio  of  strength,  as  compared  with  the  common 
^^  seam,  is  measured  by  the  ratio, 

2w«  +  2 


m  = 


^^2 


Or,  in  Figure  150,  \et  A  B  C  represent  a  part  of  a 
sheet  on  which  the  diagonal  A  C  is  the  line  of  the 
joint;  ^  ^  is  the  corresponding  longitudinal  joint,  as 
commonly  made,  and  B  C  the  girth  seam. 

Then  the  stress  per  unit  of  length  oi  A  B  will  be 
unity ;  that  on  B  C  will  be  2,  and  the 
I  total  stresses   will   be,   respectively,    2 
and  n,  where    n    measures    the    ratio 
of  B  C  to  A  B,  or  the  ''rake"  of  the 
seam.     The   total   resultant   stress   will 
I  be   B  E  on    the  joint  A    (7,   and   its 
I  normal  component  will   be   B  E^  the 
sum  of  the  components  of  those  on  the 
longitudinal  and  girth  seains,  A  B  and 
B  C^  resolved  perpendicular  to  A  C^  and 
^  the  intensity  of  that  stress  is  the  quo- 
Pig.  150.  tient  of  this  sum  divided  by  the  length, 
A    (7,  of  the  seam.     Hence,  the  intensity  on  A  B  will  be, 

^'^—iB"-^' 
24 
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that  on  B  C  will  be 


__1  X  nAB__  ^ 
^^"    nAB     -^^ 


that  ovi  A  C  will  be 


^  = 


^8 


2  sin  6^+71006  B 


But 


sin  ^  = 


V 1  +  »t' 


;  COS  ^  = 


71 


V  1  +  7i« 


and 


.  __  71^  +  2     ^^ ,  ^,  _  n^  +  2  __  1 
^'-1  +  n^'    ^"'*T2""2;7T~2""  m' 


When  71  is  given  the  values  below,  the  ratios  of  strength  of  seam 
are  as  tabulated. 


STRENGTH   OF    HELICAL    SEAM. 

(Common  longitudinal  seam  =  1.) 


n 


0 


t 

-.IT 


1 

1-25 

15 


m 

n 

10 

175 

1-3 

2-00 

14 

3-00 

1-5 

00 

in 

1.6 

17 

18 

2.0 


When  71  =  0,  the  joint  is  parallel  with  the  axis  of  the  cylinder; 
it  becomes  a'longitudinal  seam.  When  7i  =  oo,  it  becomes  a  girtli 
seam  of  twice  the  relative  strengtli.  When  the  angle  of  "  rake"  is 
30°,  the  gain  is  10  per  cent. ;  when  45,  the  gain  becomes  0-4.  It 
is  obvious  that  this  form  of  seam  is  verv  wasteful  of  metal,  if  so 
much  inclined  as  to  secure  any  considemble  gain  of  strength,  if 
the  boiler  or  the  flue  is  built  of  a  succession  of  ring  conrses  laid 
side  by  side;  in  such  constructions  as  Root's  ** spiral  pipe,"  in 
which  the  courses  are  helical,  this  objection  doe^  not  hold. 
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CCXLIII. 

THE  SYSTEMATIC  TESTIKG   OF  TURBINE  WATER- 
WHEELS  IN  THE   UNITED  STATES 

BY  R.  H.  THURSTON,  ITHACA.  N.  Y. 

(Member  of  the  Society.) 

The  liabitable  portion  of  the  United  States  of  America  (excluding 
Aliiska)  extends  over  nearly  45  degrees  of  latitude  and  00  degrees 
of  longitude.  The  middle  portion  of  this  enormous  territory  is 
level  and  without  streams  of  rapid  fall ;  but  the  Atlantic  coast  is 
supplied  with  an  enormous  water-power  by  large  streams  and  great 
rivers  draining  the  lines  of  the  Cordilleras  Mountains,  a  range  ex- 
tending from  Canada  on  the  north  to  the  Gulf  of  Mexico  on  the 
south,  and  divided  into  several  parallel  ridges  at  many  points  in 
its  length.  Great  rivers  and  many  smaller  streams  also  run  frona 
these  mountains  to  the  westward  as  feeders  to  the  Ohio  and  the 
Mississippi.  On  the  west,  the  main  line  and  the  parallels  of  the 
Kocky  Mountains,  and  the  Sierras  on  the  Pacific  Coast,  traverse 
the  country  throughout  its  entire  length,  and  extend  into  British 
America  and  Alaska  on  the  north,  and  through  Mexico  into  South 
America  on  the  south. 

On  the  borders  of  the  great  lakes,  and  here  and  there  in  the 
more  level  country  adjacent  to  the  Mississippi  and  its  feeders,  are 
occasionally  to  be  found  streams  of  considerable  magnitude,  afford- 
ing, at  long  intervals,  where  moderate  falls  occur,  sufficient  water- 
power  to  drive  many  mills  and  workshops.     Throughout  Kew  Eng- 
land, the  water-power  thus  available  is  utilized  to  a  very  great 
extent ;   but   in   the   South  and  West,  the   tremendous  energies 
offered  to  the  people  by  the  bounty  of  Nature  have  been  utilized 
to  but  a  very  small  extent. 

The  total  amount  of  steam  and  water-power  emploj'ed  in  the 
United  States  w^as  reported  in  the  United  States  census  of  1880  at 
3,410,837  horse-power,  an  increase  of  45.4  per  cent,  since  1870, 
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Of  tliis  power,  steam-engines  furnished  G4  per  cent,  and  water- 
wheels  36;  in  86,000  establishments,  there  were  at  work  above 
55,404  water-wheels  of  a  collective  power  of  over  1,225,000  horse- 
power, and  over  56,483  steam-engines  of  2,185,458  horse-power, 
supplied  witli  steam  from  72,000  boilerp. 

A  considerable  change  in  the  relative  magnitude  of  the  two  kinds 
of  power  lias  occurred  during  the  ten  years  which  elapsed  between 
the  census  of  1870  and  that  of  1880.  At  the  earlier  date  the  power 
furnished  was  very  nearly  equally  divided  between  water  and 
steam-power.  The  nse  of  steam  has  increased  more  rapidly  than 
that  of  water-power,  and  this  change  will  undoubtedly  continue  for 
an  indefinite  period.  Xevertheless,  the  use  of  water-power  is  grow- 
ing, and  will  continue  to  grow  so  rapidly  as  to  furnish  an  enormous 
and  an  extending  market  until  the  steady  deci'ease  of  water-power 
available  throughout  the  country  shall,  ere  many  generations,  as- 
sume such  serious  proportions  as  to  affect  the  business  interests  of 
the  nation. 

The  number  of  water- w^heels  in  use  in  the  United  States  to-day 
exceeds  the  number  of  steam-engines ;  and,  of  the  total  amount  of 
power  furnished  by  the  latter,  the  principal  part  is  obtained  from  a 
half-dozen  large  rivers.  The  amount  of  power  so  available  may  bo 
imagined,  when  it  is  known  that  the  Merrimac  Kiver  supplies  10,- 
000  horse-power  at  Manchester,  N.  II.,  and  an  equal  amount  at 
Lowell,  under  heads  of  about  50  and  35  feet,  respectively ;  the 
Mohawk  is  capable  of  furnishing,  in  good  seasons,  10,000  horse- 
power at  Cohoes,  N.  Y.,  under  a  maximum  head  of  100  feet;  the 
Androscoggin  gives,  at  Lewiston,  Me.,  an  equal  amount  under  50 
feet  head,  and  the  Connecticut  Eiver  at  Ilolyoke,  18,000  horse- 
power; while  the  Falls  of  Niagara  will,  undoubedly,  in  time,  be 
called  upon  to  yield  a  part  at  least  of  their  3,000,000  horse-power 
with  a  head  of  160  feet. 

These  great  water-powers  are  usually  under  the  control  of  a  cor- 
poration, empowered,  by  act  of  the  legislature  of  the  State  within 
which  the  fall  is  situated,  to  erect  and  maintain  dams  and  acces- 
sories, and  to  use,  or  to  rent,  the  power  so  obtained  at  such  rates  as 
they  may  find  most  profitable.*  Thus  it  happens  that  the  whole 
power  of  the  Merrimac  at  Lowell,  and  that  of  the  Connecticut  at 
Holyoke,  is  controlled  by  a  "  Water-power  Company,"   at  each 

*  At  LoweH  the  six  or  seven  principal  manufacturing  corporations  form  tbe 
Water-power  Compauy,  owning  pliares  of  stools  in  proportion  to  the  power  owned 
by  each  company. 


J 


THE  SYSTEMATIC  TESTING  OF  TURBINE  WATER-WHEELS.        361 

place,  and  all  consumers  of  power  are  compelled  to  deal  with  this 
corporation  on  such  terms  as  it  may  dictate.     The  water-power 
companies  are,  however,  directed  by  good  business  men,  who  rec- 
ognize tlie  advantages  of  a  policy  which  encourages  the  introduc- 
tion of  a  variety  of  manufactures  into  the  place,  and  the  encourage- 
ment of  the  use  of  the  available  power  to  the  best  advantage.     The 
method  of  sale  of  power  is  substantially  the  same  at  all  the  principal 
falls.     Power  is  sold  by  the  "  mill-power,"  which  is  a  quantity  of 
slightly  variable  amount.     At  Lowell  it  is  the  equivalent  of  30  feet 
per  second  under  25  feet  head  ;  at  Minneapolis,  where  the  whole 
current  of  the  Mississippi  pours  over  the  Falls  of  St.  Anthony,  the 
mill-power  is  30  cubic  feet  per  second,  under  22  feet  head,  or  its 
equivalent ;  at  Holyoke,  it  is  the  equivalent  of  38  cubic  feet  under 
a  head  of  20  feet.     The  prices  are  very  variable  with  location  and 
time  of  sale.     The  mill-power  at  Lowell  is  equal  to  about  85.2 
theoretical  H.  P.  16  hours  per  day.     None  is  sold,  all  being  used 
by  the  mills  included  in  the  Water-power  Company.     At  Holyoke 
the  payment*  is  but  $300  per  annum  for  the  equivalent  of  90  H. 
P.,  or  $4:.17  per  liorse-power. 

The  forms  of  motor  employed  in  the  utilization  of  the  water- 
power  of  the  United  States,  although  very  numerous,  are  almost 
universally  of  the  class  known  as  turbines — wheels  in  which  the 
current  is  received  at  one  extremity  of  a  bucket-channel,  and  dis- 
charged at  the  other  end,  traversing  the  conduit  continuously  and 
not  with  reversal,  as  in  the  older  and  more  cumbersome  "  vertical  " 
vater-whcel.  These  wheels  are  all  small  as  compared  with  the 
other  class,  quick-motioned,  light,  and  of  inexpensive  construction. 
A  very  large  proportion  are  of  the  type  which  may  be  designated 
as  the  "inward  and  downward"  flow.  This  differs  from  the  in- 
ward flow-wheel,  of  which  that  of  Professor  James  Thomson  is 
good  example,  in  the  fact  that  the  bucket  channels  are  so  con- 
stnicted  as  to  turn  the  water  downward,  discharging  it  in  the  line 
of  the  axis.  The  verv  best  work  done  in  the  United  States  has 
heen  nsually  done  by  turbines  of  this  kind.  Some  of  these,  as  have 
roany  of  other  kinds,  proved  inefficient  and  unsatisfactory  in 
their  operation  ;  this  is  but  a  natural  consequence  of  the  fact  that  a 
lai^e  number  of  builders  have  gone  into  the  business  without  pos- 
s^singthe  most  elementary  knowledge,  either  of  the  principles  or 

•This  is  not  the  price  of  the  power ;  it  is  only  tliut  portion  of  the  purchase  price 
of  land  and  power  which  tho  Water-power  Company  demands  in  the  form  of  an 
MDQal  rental.     The  balance  may  be,  and  generally  is,  paid  in  money  or  notes. 
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the  working  of  sncli  wheels.  In  fact  the  best  work  done  in  the 
country  has  been  that  of  makers  who  liave  gradually,  and  at  great 
cost,  in  time  and  money,  experimentally  felt  their  way,  in  the  im- 
provement of  these  motors,  up  to  a  state  of  excellence  in  their 
wheels  which  has  probably  never  been  equaled  elsewhere.  It  may 
undoubtedly  be  the  fact  that  efficiencies,  such  as  will  be  given 
later,  as  obtained  by  test,  have  been  occasionally  attained  by  single 
wheels,  in  instances  in  which  the  wheel  has  been  constructed  with 
extraordinary  care  and  at  great  expense ;  but  the  American  turbines 
are  usually  cast  with  buckets  in  place,  and  are  set  at  Work  very 
nearly  as  they  come  from  the  foundry.  A  sharp  competition  in  the 
market  usually  forbids  the  expenditure  of  much  time  and  labor  in 
finish,  or  in  machine-shop  work.  In  a  few  cases,  including  one 
which  will  be  referred  to  at  some  length  presently,  the  buckets  are 
east  separately  and  bolted  in ;  but,  even  in  this  case,  the  surfaces 
of  the  guides  and  buckets  are  left  with  the  skin  upon  them,  just  as 
they  leave  the  foundry. 

The  magnitude  of  the  business  of  turbine-construction,  and  the 
closeness  of  the  competition  among  the  leading  builders,  has  led  to 
the  most  remarkable  success  in  their  efforts  to  reduce  the  cost  of 
construction,  while  increasing  efficiency.  Purchasers,  also,  have 
gradually  come  to  understand  that  no  wheel  can  be  safely  taken  for 
use,  in  localities  in  which  water-power  is  valuable,  or  of  limited 
amount,  without  careful  test  of  its  power,  efficiency,  and  regulation. 
It  has  thus  occurred  that  makers  and  users  have  slowl}',  but  steadily, 
approached  a  basis  of  agreement,  in  the  buying  and  selling  of  these 
wheels,  which  seems  now  likely  to  become  universally  accepted  on 
both  sides.  Those  makers  who  do  not  come  to  this  standard  are 
certain  to  be  compelled  to  take  a  secondary  place  in  the  business, 
and  to  submit  to  losses,  both  in  prices  and  of  business. 

The  larger  falls  of  the  Eastern  section  of  the  United  States  are 
usually,  as  above  stated,  under  the  control  of  powerful  corporations 
which  have  secured  the  control  of  the  water-power,  and  rent  the 
power  to  users,  taking,  as  lent,  a  certain  sum  per  **  mill-power,'* 
the  power  being  a  gauge  of  the  quantity  of  water  used.  The  water- 
power  companies  have  also  come  to  use  the  wheel  as  a  water-meter, 
and  are  thus  interested  in  determining  the  quantity  of  water  used 
at  the  various  openings  of  gate,  as  well  as  in  ascertaining  the  effi- 
ciency of  the  forms  of  turbine  in  use  among  consumers.  In  several 
ways,  therefore,  influences  have  been  at  work  tending  to  bring 
about  a  system  of  testing  turbine  water-wheels,  and  this  system  is 
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now  thoroughly  established  in  certain  localities,  and  is  already  con- 
trolling the  character  of  wheels,  and.  the  methods  of  sale,  in  the 
whole  country.  The  testing  of  turbines  is  no  new  thing,  in  itself, 
but  the  general  use  of  this  method  of  determining  precisely  wliat 
is  the  value  of  the  wheel  bought  and  sold  is,  so  far  as  the  writer  is 
aware,  peculiar  to  the  United  States. 

The  systematic  testing  of  turbines  was  begun  many  years  ago, 
and  tlie  following  account,  based  upon  statistics  and  informa- 
tion from  scattered  sources,  but  principally  gathered  through  the 
assistance  of  Mr.  James  B.  Francis  and  of  Mr.  Clemens  Herschel, 
may  prove  interesting. 

The  first  work  of  this  character  was  done  long  before  the 
turbine  became  well  known  in  the  United  States.  As  early  as 
1823,  Fourneyron  had  begun  to  study  the  then  rude  forms  of 
turbines,  with  a  view  to  their  improvement,  and  when,  in  1827,  he 
brought  out  his  own  invention,  he  introduced  with  the  wheel  a 
systematic  test,  by  means  of  the  Prony  Brake,  as  a  no  less  import- 
ant matter  tlian  the  introduction  of  the  Foumeyon  wheel  itself. 
Using  the  now  common  method  of  determining  efficiency,  he  ob- 
tained, with  somewhat  uncertain  measures  of  water  used,  effi- 
ciencies reported  as  from  65  to  80  per  cent,  for  different  wheels, 
under  varying  heads,  and  at  varying  speeds.  The  use  of  the  brake, 
and  the  careful  test  of  wheels  of  this  class,  has  been  continued  from 
that  day  to  this.  '*  La  Societe  d '  Encouragement  pour  1 '  Industrie 
Nationale"  is  to  be  credited  with  the  introduction  of  an  intelligent 
general  system  of  comparison  of  wheels,  and  correct  methods  of 
determining  efficiency,  in  the  establishment  of  a  "Concours"  into 
which  Fourneyron  entered,  receiving  from  the  Society  the  prize  of 
8,000  francs,  offered  for  the  best  wheel  of  this  class.* 

Contemporary  engineers  at  once  took  up  this  method  of  com- 
parison of  wheels.  Thus,  Morin,  in  1838,  reports  f  the  results  of 
atrial  of  a  Fourneyron  wheel,  as  giving  an  efficiency  of  69  per  cent., 
^thbat  slight  change  of  value  for  a  wide  range  of  speeds,  and  it  ran 
^lually  well,  whatever  the  degree  of  submergence.  With  another 
^l»eel,  he  obtained  75  per  cent.  Combes,  at  about  the  same  time, 
'^iJnd  that  he  could  get  an  efficiency  of  above  50  per  cent,  with  his 
^tion  wheels;:]:  and  Redtenbacher  made  similar  tests  of  turbines 

Memdre  sur  Us  Turbines  ITydrauliques  ;  H.  Fournoyon,  BruxeUes,  1840. 
t  Experiences  sur  lea  Roues  Ilydrauliques  ;  Paris,  1838. 
t  Weisbach. 
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in  Germany.     From  tliat  time  forward,  tbie  was  a  standard  method 
of  testing  turbines  in  Europe. 

Tbe  earliest  systematic  test  of  turbines  in  the  United  States,  so 
far  as  can  be  ascertained,  was  made  by  a  tlien  well-known  engineer, 
Mr.  Ellwood  Morris,  of  Philadelphia,  in  1S43,  and  in  the  State  of 
Delaware,  as  reported  in  tbe  Journal  of  the  Franldhi  Institute  for 
Deceml>er,  of  that  year.  The  maximum  efficiency  reported  is  75 
per  cent.  This  Avas  reached  when  the  velocity  of  whirl,  at  the 
interior  of  the  wheel,  was  45  per  cent,  of  the  velocity  dne  the  whole 
head.  In  the  following  year,  in  February  and  March,  Mr.  James 
B.  Francis,  who  has  since  become  a  distinguished  engineer,  and 
well-known  for  his  extensive  and  valuable  work  in  this  direction, 
and  in  establishing  useful  hydraulic  formulas,  determined  the 
power  and  efficiency  of  a  high-breast  water-wheel,  in  the  city  of 
Lowell,  using  a  Prony  Brake,  fitted  with  a  dash-pot,  to  prevent 
irregular  operation;  this  "hydraulic  regulator"  is  said  to  have 
been  suggested  by  Mr.  Uriah  A.  Boyden,  the  great  engineer,  who, 
later,  designed  turbines  of  extraordinary  efficiency.  This  was 
probably  the  first  application  of  this  important  detail  in  the  use  of 
this  brake. 

In  the  months  of  January,  February,  and  March,  1845,  Mr. 
Boyden  made  a  trial  of  a  turbine,  designed  by  himself,  in  the 
city  of  Lowell,  using  the  Prony  Brake,  and  obtained  an  efficiency 
of  78  per  cent,  as  a  maximum.  In  December,  1846,  he  made 
similar  trials  of  one  of  his  turbines,  at  the  Appleton  Mills,  in 
Lowell,  and  there  obtained  88  per  cent.  These  wheels  were  of  the 
Fourneyron  type,  with  certain  improvements  effected  by  Mr. 
Boyden,  including  difi'users  and  other  peculiar  devices. 

Mr.  Boyden,  in  1846,  contracted  with  the  Atlantic  Cotton  Mills 
of  Lawrence  for  three  large  turbines,  to  be  designed  by  him,  and 
built  under  his  superintendence,  the  compensation  for  services,  and 
for  patent  rights,  to  be  $2,000  if  the  efficiency  should  attain  76 
per  cent.,  and  §350  for  each  additional  one  per  cent,  gained  above 
that  figure.  The  trial,  under  the  contract,  was  made  in  1861  by 
the  designer;  but  as  the  parties  to  the  agreement  conld  not  come 
to  an  understanding,  a  law-suit  followed  ;  but  the  case  was  sent  by 
the  presiding  justice  to  a  Board  of  Referees,  consisting  of  Professor 
Joel  Parker,  of  the  Law  School  of  Harvard  College,  Benjauiin 
Pierce,  the  distinguished  Professor  of  Mathematics  at  the  same 
institution,  and  Mr.  Francis.  This  Board  received  the  evidence  in 
the  case,  and  found  that  the  various  methods  of  reckoning  the 
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water  consumed,  as  presented  by  the  fittorneys  for  both  sides,  pro- 
duced calculated  efficiencies  varying  from  88.5  per  cent,  upward- 
This  minimum  quantity,  as  ^iven  by  their  measurement,  was  claimed 
by  the  proprietors  of  the  mills,  and  was  accepted  by  the  Board,  and 
the  contract  was  so  settled.  One  of  these  wheels  more  recently 
tested  gives  the  following  figures,  which  are  more  nearly  repre- 
sentative of  recent  practice. 

Tests  of  an  81"  Boyden  Turbine. 


Gate. 

Prop.  Disch. 

Head. 

Revs. 

H.  P. 

Efflclency. 

1.000 

1.000 

12.90 

51.06 

160.51 

79.87 

0.870 

0.994 

12.88 

51.28 

156.74 

78.17 

.747 

.959 

18.01 

50.12 

149.20 

76.18 

.493 

.786 

18.28 

51.80 

107.54 

64.97 

.251 

.535 

13.42 

50.10 

45.99 

89.80 

Mr.  Francis  continued  the  work  of  determining  the  efficiency  of 
turbines  from  this  time  forward,  testing  many  wheels  of  several 
types.    His  most  extensive  and  most  important  work  is  described, 
in    great   detail,  in    his  Lowell  Hydravlic  ExperimenU,  *      In 
this  book,  he  gives  the  data  upon  which  he  bases  the  formula  for 
flow  of  water  over  weirs,  which  is  now  used  by  all  American  en- 
gineers in  work  of  this  character.     He  also  deduces  rules  of  con- 
struction which  have  since  been  very  generally  used  in  the  design 
of  turbines  of  the  Fourneyron  type,  and  which  have  been  found 
to  give  excellent  results.     They  are,  however,  like  all  empirical 
rules,  to  be  used  with  caution  where  the  conditions  to  be  met  differ 
from  those  of  the  tests  upon  which  they  were  based.     Mr.  Francis 
has  used  these   rules  in  the  construction  of   a  large  number  of 
wheels  built  for  the  mills  at  Lowell,  and  with  great  success. 

The  system  of  trial  of  wheels  proposed  to  be  used  by  purchasers 
of  water  from  the  water-power  company  with  which  Mr.  Francis 
has  been  connected,  and  for  the  j)urpose  of  making  them  meters, 
was  first  introduced  by  him,  and  has  now  been  found  an  essential 


*New  York,  D.  Van  Nostrand,  1880. 
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feature  of  the  successful  management  of  tliis  kind  of  property; 
all  large  water-power  companies  now  pi-aetice  it.  This  system 
will  be  referred  to  again  later.  The  regular  testing  of  water- 
wheels  has,  from  this  period,  never  ceased.  Many  tests  have  been 
made  at  Lowell  by  Messrs.  Francis  and  Mills,  and  similar  trials 
have  been  made  at  Philadelphia,  and  at  other  places  at  which  con- 
sideral)le  water-power  is  available,  and  in  use. 

One  of  those  engineers  who  have  done  much  work  of  this  char- 
acter is  ^Ir.  James  Emerson,  whose  history  illustrates  the  pe- 
culiarly American  habit  of  passing  from  one  business  to  another 
with  remarkable  facility,  and  yet  contriving  to  accomplish  some- 
thing, wherever  he  may  lind  himself.  Mr.  Emerson  was  a  seaman 
during  the  earlier  part  of  his  life,  and  in  18G8,  while  contriving  a 
new  form  of  dynamometer,  of  the  transmitting  kind,  he  was  re- 
quested, by  Mr.  A.M.  Swain,  to  design  a  Prony  Brake  embody- 
ing his  improvements,  for  the  purpose  of  testing  a  form  of  tnrbine 
then  constructed  b}'  Mr.  Swain,  and  to  be  tested  in  a  flume  built 
by  that  engineer  from  designs  by  Mr.  Francis.  Mr.  Emerson,  at 
this  time,  as  he  states,  was  entirely  ignorant  that  such  an  instru- 
ment liad  been  earlier  invented,  and  had  never  heard  the  name* 
of  the  Prony  Brake. 

The  instrument  was  designed  and  constructed,  and  the  wheel 
was  tested  by  Mr.  Emerson,  at  Lowell,  at  a  flume  specially  built 
for  the  ])urpose.  The  results  were  so  encouraging,  tliat  it  was  con- 
cluded to  employ  a  professional  hydraulic  engineer  to  repeat  and  re- 
vise the  work  with  Mr.  Emerson.  The  engineer  selectfed  was  Mr. 
II.  F.  Mills,  of  Boston,  and  the  Swain  Turbine  Co.,  having  decided 
to  open  their  flume  for  the  purpose,  a  competitive  test  of  all  tur- 
bines which  might  be  ottered  for  the  purpose  was  annonnecd,  Juno 
16,  1860.  The  pit  was  14  feet  wide,  30  feet  long,  and  3  feet  deep, 
measuring  from  the  crest  of  the  weir.  The  best  resnlts  were  ob- 
tained with  the  Swain  and  Leftel  wheels,  ranging,  for  the  first, 
from  0.()68  up  to  0.780,  and  for  the  second,  from  0.619  up  to 
0.709.  The  Swain  wheel  was  stated  by  Mr.  Emerson  to  have  ex- 
hibited great  internal  friction,  and  to  have  lost  efficiency  seriously 
from  that  cause.  Later  tests,  especially  those  reported  upon  by 
Mr.  Mills,*  confirm  this  conclusion,  giving  efficiencies  exceeding 
80  per  cent,  as  follows  : 

*  Journal  Franklin  Institute,  1870. 
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Tests  cf  a  42"  Swain  Txjbbinb. 


Gate. 

Prop.  Disch. 

Head. 

Revfl. 

H.  P. 

Efficiency. 

1.000 

1.000 

14.25 

119.13 

62.81 

82.20 

0.750 

0.853 

14.45 

119.81 

61.20 

77.50 

.714 

.774 

12.55 

115.04 

89.22 

75.80 

.476 

.589 

13.00 

108.58 

27.08  • 

66.20 

The  competitive  test  just  described  seems  to  have  been  the  be- 
ginning of  a  series  of  such  tests,  as  well  as  of  a  general  system  of 
public  tests  of  turbines  at  testing  flumes  open  to  all  users  and  build- 
ers of  wheels,  and   these   tests   have   continued,  in  the   United 
States,  to  the  present  time.     The  reports  upon  the  results  of  tests 
made,  as  just  described,  at  Lowell,  attracted  the  attention  of  the 
late  Mr.  Stuart  Chase,  then  agent  of  the  Holyoke  Water-power 
Company,  who  at  once  saw  the  immense  importance  of  securing 
tiie  adoption  of  such  a  system,  at  Holyoke,  for  the  benefit  of  the 
company  with  wliich  he  was  connected.     He  wrote  to  Mr.  Emer- 
Bon:  "The  testing  of  turbines  is  the  only  way  to  perfect  them, 
and  that  is  a  matter  of  great  importance.     Move  your  works  to 
Holyoke,  and  use  all  the  water  that  is  necessary  for  the  purpose, 
and  welcome,  free  of  charge."     At  Lowell,  Mr.  Emerson  had  been 
compelled  to  pay  for  the  water  used.     At  this  time,  Mr.  Emerson 
vas  conducting  the  tests  as  a  matter  of  private  business.     He  at 
once  accepted  the  liberal  offer  thus  tendered  him^  and  removed  to 
Holyoke,  where  he  continued  the  testing  of  turbines  until  it  was 
token  in  hand  by  the  Holyoke  Water-power  Company.     The  re- 
ports of  work  done  were  published ;  and  undoubtedly  were  the 
Cleans  of  bringing  a  number  of  wheels  up  to  a  state  of  high  efli- 
ciency.    The  reports  were  found,  by  hydraulic  engineers,   to  be 
lull  of  valuable  data,  and,  although  not  systematically  arranged,  or 
'^fi  complete  in  the  analysis  of  the  distribution   of  useful  and   lost 
^ork  as  a  professional  might  have  made  them,  form  an  extensive 
^^d  valuable  collection  of  figures.     These,  with  such  reports  as 
those  of  Mr.  Francis,  embodying  the  most  painstaking  analysis, 
supply  the  engineer  with  much  of  the  essential  data  needed  in  his 
^^^k.    The   later  work  of  the  Holyoke  Water-power  Company, 
^Meli  combines  the  facts  and  data  with  careful  and  skillful  analy- 


f 
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sis,  is  likely  to  prove  still  more  valuable.     It  will  be  described  at 
considerable  length  presently. 

One  of  the  earliest  tests  of  turbines,  at  the  flume  at  Holyoke, 
M'as  witnessed  by  the  writer  in  August,  1872,  he  having  been  in- 
vited to  be  present  at  the  test,  with  two  of  the  oldest  hydraulic 
engineers  in  the  United  States,  Messrs.  Samuel  Webber  and  L.  M. 
Wright — the  latter  of  whom  whs  well  known  as  the  engineer  who 
so  boldly  and  skillfully  gauged  the  Niagara  Kiver,  at  the  Falls, 
driving  tlie  little  steamer.  Maid  of  the  Mist^  up  under  the  falls,  as 
closely  as  her  power  would  carry  her,  and  sounding  a  line  directly 
across  the  stream  at  that  point.  The  best  figures  obtained  at  this 
trial,  which  were  those  of  a  wheel  designed  and  built  by  Mr.  N. 
F.  Burnham,  of  York,  Penn.,  were  as  follows:  the  wheel  was 
36  inches  in  diameter,  the  head  above  the  wheel  18  feet.  The 
etficiency  at  full  gate  was  from  78.4  to  81. per  cent.,  the  revolutions 
ranging  from  156  down  to  147  per  minute,  and  the  best  work  be- 
ing done  at  the  latter  speed.  The  power  of  the  wheel  varied  be- 
tween 63.18  and  55.45  H.  P.,  discharging  from  1994.52  to  2005.73 
cubic  feet  per  minute.  A  second  wheel  gave  efficiencies  closely 
approximating  80.5  per  cent.  Each  was  tested  five  times  under 
the  same  head,  and  at  full  gate,  the  variation  of  efficiency  proving 
to  be  unimportant  at  successive  trials  under  similar  conditions. 
Part-gate  tests,  made  by  blocking  up  guides,  were  also  made,  giv- 
ing lower  figures  which  are  of  no  value  as  indicating  the  efficiency 
of  the  wheel  as  ordinarily  used  with  its  usual  method  of  governing. 
Mr.  Burnham,  whose  wheel  is  here  referred  to,  was  one  of  the  first 
builders  in  the  United  States  to  put  up  a  flume,  and  to  determine 
the  efficiency  of  his  own  wheels  by  test.  His  flume  was  built  in 
the  early  part  of  the  year  1870. 

In  1876,  the  Centennial  Commission  authorized  the  judges  at 
the  International  Exhibition  to  conduct  a  series  of  trials  of  turbineB 
there  on  exhibition.  The  apparatus  for  use  at  these  Centennial 
tests  was  constructed  for  the  i)urposc,  under  the  supervision  of  one 
of  the  most  experienced  h^^draulic  engineers  in  the  United  States, 
Mr.  Samuel  Webber,  of  Charlestown,  N.  H.,  one  of  the  judges  in 
that  department,  and  a  member  of  the  Amencan  Society  of  Mechan- 
ical Engineers.  ' 

A  large  tank  was  built  under  the  floor  of  the  "  Hydraulic  An- 
nex," and  at  a  height  of  33  feet  above  it  was  placed  another  tank 
supplied  from  the  lower  one  by  a  set  of  Andrews  centrifugal 
pumps,  cai>fible    of   raising  nearly  2000  cubic  feet  of  water  per 
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minute.  The  pen-stock  was  4  feet  in  dianneter  to  tlie  wlieel  eas- 
ing, which  was  8  feet  in  dianrieter,  and  6  feet  high.  The  tail- 
race  was  14  feet  wide  and  8  feet  deep,  ternfiinating  at  the  large 
tank  under  the  floor.  The  measuring  weir  was  9  feet  long,  the 
water  flowing  over  an  edge  formed  on  a  cast-iron  plate,  planed 
down  to  -J-inch  thickness  and  then  beveled  to  an  edge  at  an  angle 
of  45  desjrees. 

The  method  of  test  was  essentially  that  practiced  by  Mr.  Fran- 
cis, and  will  be  more  fully  described  later  in  the  account  to  be 
given  of  the  testing  flume  at  Ilolyoke.  Many  of  the  wheels  of- 
fered for  test  were  found,  as  is  very  usually  the  case,  to  be  more  or 
less  defective  in  fitting  and  workmanship,  and  the  results  obtained 
were  not  always  such  as  to  reflect  great  credit  upon  American 
builders  of  turbines.  All  the  wheels  tested,  with  two  exceptions, 
were  made  in  the  United  States.  Two  Canadian  wheels  gave 
a  very  good  record  at  full,  or  nearly  full,  gate.  The  competitive 
tests  and  the  private  tests  made  since  that  time  by  builders  desirous 
of  improving  their  wheels  have  brought  about  great  changes  in 
design,  and  correspondingly  great  changes  in  the  eflSciency  of  the 
wheels  made  by  the  best  constructors  in  the  United  States. 

The  best  results  reported  at  the  Centennial  Exhibition  were 
given  by  a  Risdon  Turbine,  a  wheel  of  the  inward  and  downward 
flow  type,  the  most  successful  type  now  known  in  the  United 
States.  The  Swain  wheel  tested  at  Lowell,  as  above,  is  also  of  this 
kind.  The  Kisdon  wheel  was  30  inches  in  diameter,  1.006  square 
feet  area  through  the  minimum  sections  of  wlieel  buckets,  1.257 
feet  through  the  guides,  and  delivered  the  water  from  the  bucket 
orifices  at  a  velocity  relative  to  the  wheel,  of  62^  per  cent,  that  due 
the  total  fall — say  70  per  cent,  that  due  the  efiective  head  at  the 
entrance  to  the  guides.  Tliese  proportions  may  seem  peculiar  to 
European  constructors  of  turbines ;  but  the  judges  making  the 
tests  (Report,  p..  10)  reported  87.68  per  cent,  at  full  gate.  This 
figure  is  subject  to  the  criticism  made  below,  but  so  remarkable 
nevertheless  that  it  can  hardly  be  questioned  that  the  peculiar  pro- 
portions of  the  wheel  are  such  as  are  well  adapted  to  reduce  loss, 
by  friction  and  disturbance  of  current,  to  a  minimum.  This  wheel 
hud  previously  been  tested  in  the  old  flume  at  Holyoke,  with 
quite  different  results,  giving  90.22  per  cent,  at  full  gate.  At 
this  trial,  it  discharged  the  water  from  the  exit  orifices  of  the 
wheel  with  a  relative  velocity  of  61^  per  cent,  that  due  the  total 
tall.     Tested  once  more  by  Emerson,  after  the  exhibition  had  closed. 
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and  at  the  old  flume,  tlie  wlieel  gave  a  maximum  efficiency  of  86.41 
per  cent.  These  differences  in  efficiency  are  attributed  to  varia- 
tions in  the  setting  of  the  wheel ;  but  they  would  seem  to  the 
writer  quite  as  likely  to  be  evidences  of  variiUion  of  accuracy  of  ap- 
paratus, or  of  tests,  amounting  to  several  per  cent.  At  the  ex- 
hibition, the  wheel  was  so  set  that  its  loss  by  friction  and  leakage 
was  made  a  minimum. 

The  velocity  of  whirl  of  these  turbines,  at  the  receiving  aide, 
exceeds  that  of  the  water  at  entrance  from  the  guides,  giving 
unusual  power  to  the  wheel  for  its  size. 

The  following  is  a  tabular  statement  of  the  results  reported  by 
the  committee  to  the  authorities,  at  the  close  of  the  tests  of  all 
turbines  entered  at  the  Centennial  Exhibition : 

TESTS  OF  TURBINE  WATER-WHEELS  AT  THE  U.  B.  CENTENNIAL  EXHIBITIGN,  1876 


HAKER'a  NAME. 

OR  XAKX  THE  WHEEL  18  KKOWN  BY. 


Risdon  Wheel 

National  Wheel 

Oevlein  W^heol  (single). . . 

Thos.  Tait 

(Jol(lie&  McCuUough 

Rod  lie  V  Hunt  Mach.  Co.. . 

Tyler  Wheel 

(leylein's  (duplex)  * 

Knnwlton  &  Dolan 

E.  T.  C<>pe&  Sons 

Barber  &  Harris 

York  Manufacturing  Co  . . 

W.  F.  Mosser&Co 

A.  N.  Wolf 

A.  N.  W^olf 

().  J.  l^)llii)g<;r 

American  Turi>ine 

( 'liaso  Turbine  Co 

York  Manufacturing  Co. 

(experimental) 

J.  T.  Nove  &  Sons 


Mt  full      **  about 
",!""    I      ».10 

dlwjharpe.  ^ug^hnrij*. 


Per  cent  i  Per  cent. 
Rt  abinit  I  Rt  about 

7-B        I        8*4 

of  ftiU    ;    of  fttll 

(llschHrge. '  disnhance. 


87.68 

83.79 

83.30 

82.13 

81.21 

78.70 

71.66 

70.  .'ii) 

77.57 

77.48 

74.25 

76.94 

76.16 

78.33 

75.70 

75.15 

74.89 

74.89 

72.50 

70.46 

68.78 

68.59 

68.30 

67.79 

67.63 

05,68 

65.50 

86.20 

.   •  •  •  • 

•  •  •  •  • 

71.01 
8i.24 

•  •  •  •  • 

•  9     •     «     • 

60.92 

67.08 
71.90 

7i.66 

6.');33 

60.29 
51.15 


82.41 
70.79 

•  •  •  •  • 

70.40 
55.90 
68.60 
79.92 


67.57 

70.52 
74.15 


57.52 


64.80 


PetcetiL 

at  about 

6-a 

•f  taXL 
dlacharge. 


I" 


66.35 

•  •  •  •  • 

51.03 
67.28 
74.74 
62.75 

•  •  ■  •  • 

70.87 
62.06 

65.'(X) 

60.'^' 

•  •  •  • . 
61.42 


Percent. 
at  Hbont 

Of  full 
diaeluirge. 


69.50 


71.74 

06.04 
61.89 
64.30 
55.52 


Per  ceBS 

Ht  about 

4-10 

Of  ftell 
dlatsharf*. 


• «  •  •  • 

•  •  «  •  • 

55.00 

•  • « « • 

*  •  •  •  • 


•  ■  B  • 

•  •  ■  • 

*  «  •  • 

*  ■  •  • 


60.14 


The  limits  of  error  are  evidently  here  very  uncertain  ;  tbey  are 
undoubtedly  considerable  as  coiTi])ared  with  the  later  work  done  in 


*  Tills  wheel  was  a  double  wheel  with  double  guides  having  do  gate.  Only 
one  part  of  tlie  wheel  and  guide  was  uncovered  to  get  part-gate  results.  Thepe* 
fore  the  part-gate  result  reported  is  not  a  part-gate  compared  with  the  other 
wlieels,  but  a  full-gate  test  of  a  wheel  Venting  about  five-eighths  of  the  water  of 
the  combined  wheel. 
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the  permanent  flume  at  Holyoke — possibly  they  may  be  as  much 
as  4  or  5  per  cent 

The  later  great  work  of  improvement  of  American  turbines,  by 
systematic  test,  has  been  principally  eflfected  at  the  Holyoke  flume. 

The  object  aimed  at  by  the  Water-power  Companies  of  Lowell  and 
of  Holyoke,  in  the  establishment  of  testing  flumes  for  turbines,  is  the 
determination  of  the  power  and  efliciency,  the  best  speed,  and  the 
quantity  of  water  flowing  at  from  whole,  to,  say,  half,  gate,  so  exactly 
that  the  wheel  may  be  used  as  a  meter  in  the  measurement  of  the 
water  used  by  it.  The  quantity  of  water  passing  through  the 
wheel,  at  any  given  gate-opening,  will  always  be  practically  the 
same  at  the  same  head,  and  the  wheel  having  been  tested  in  the  pit 
of  the  testing  flume,  and  its  best  speeds  and  highest  efficiency  de- 
termined, and  a  record  having  been  made  of  the  quantity  of  water 
dischai^ed  by  it  at  these  best  speeds  and  at  all  gates,  the  turbine  is 
set  in  its  place  at  the  mill,  speeded  correctly  for  the  head  there 
afforded,  and  a  gauge  affixed  to  its  gate  to  indicate  the  extent  of 
gate-opening.  The  volume  of  water  passing  the  wheel  at  various 
openings  of  gate  having  been  determined  at  the  testing  flume,  and 
tabulated,  the  engineer  of  the  Water-power  Co.  has  only  to  take 
a  look  at  the  gauge  oti  the  gate,  at  any  time,  or  at  regular  times, 
and  to  compare  its  reading  wMth  his  table  of  discharges,  to  ascertain 
what  amount  of  water  the  wheel  is  taking,  and  to  determine  what 
18  due  the  company  for  the  operation  of  that  wheel,  at  that  time. 
The  wheel  is  thus  made  the  best  possible  meter  for  the  purposes  of 
the  vender  of  water. 

Knowing,  also,  the  eflBciency  of  the  wheels  drawing  from  the 
canals  controlled  by  the  corporation,  it  soon  becomes  to  the  inter- 
est of  both  user  of  wheel  and  vender  of  water  carefully  to  test 
wheels  proposed  for  use  at  that  site,  and  to  select  by  such  test  tlie 
most  economical  wheel,  both  as  a  matter  of  economy  of  cost  in 
purchasing  water,  and  as  a  means  of  making  the  most  of  the  avail- 
able water-power,  when,  as  is  now  the  case  at  all  large  centers  like 
the  cities  here  referred  to,  the  demands  for  water  at  market  rates. 
may  exceed  the  supply.  The  interest  of  the  proprietors  of  the 
water-power,  as  well  as  of  the  citizens  of  the  place,  dictate  the 
adoption  of  a  policy  which  will  encourage  the  development  of  man- 
ufactures, and  will  lead  to  the  extension  of  the  privilege  of  w^ater 
consumption  to  as  many  takers  as  possible.  The  introduction  of 
eflScient  wheels  thus  becomes  the  declared  policy  of  every  water- 
power  company.     It  has  thus  happened  that  old  wheels  of  Boyden, 
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which  are  modified  Fourneyron  turbines,  and  otliers  wliich  were 
also  once  famous  for  their  efficiency,  have,  during  later  years,  been 
displaced,  at  Lowell,  by  more  modern  wheels.  At  Holyoke,  as  at 
the  former  city,  the  tendency  is  very  strongly  exhibited  to  use  only 
a  very  small  number  of  makes  of  wheel,  selecting  the  best,  by  test 
at  the  flume  established  for  the  purpose  by  the  company  supplying 
the  water.  The  work  of  the  distinguished  engineer  of  the  Lowell 
Company,  Mr.  J.  B.  Francis,  at  that  place,  and  the  work  recently 
done  at  Ilolyoke  by  Mr.  Herschel,  in  this  direction,  is  Miaving  a 
wonderful  effect  for  good,  in  the  encouragement  of  the  develop- 
ment of  efficient  motors  of  this  class,  and  in  the  opening  to  such 
efficient  wheels  of  a  large  and  a  healthy  market.  The  trade  is 
settling,  after  a  period  of  uncertainty  and  irregularity,  into  a  very 
satisfactory  condition — to  tiiose  who  are  so  fortunate  as  to  be  able 
to  build  a  wheel  that  comes  up  to  the  very  stringent  specifications 
of  the  buyer,  in  price  and  performance.  Fortunately,  experience 
and  direct  test  of  the  wh'eels  in  the  market,  show  that  the 
efficiency  of  turbines  has  been  increased  without  at  all  complicat- 
ing them  in  design,  or  adding  to  the  cost  of  their  construction. 

The  Holyoke  Water-power  Company,  having  arranged  for  test- 
ing turbines  at  the  flume  constructed  for  Mr.  Emerson,  at  Hol- 
yoke, for  the  purpose  of  •  determining  the  standing  of  wheels 
offered  for  use  at  that  place,  by  their  tenants,  determined  to  issue  a 
general  call  to  builders  and  makers  of  wheels,  asking  them  to  send 
in  their  turbines  for  test.  Accordingly  the  following  circular  was 
sent  to  the  principal  builders : 


HOLYOKE  WATER-POWER  COMPANY, 

Holyoko,  Mass.,  April  10, 1879. 

Notice  to  Turbine  Builders  and  Manufactttbsrs. 

The  practice  of  testing  turbines,  so  common  the  past  ten  years,  bag  andoabt- 
edly  done  mucli  toward  bringing  the  best  into  ii^e  ;  but  tbere  baa  been  one 
c«eriou8  defect  in  the  Bvstem  ;  that  is,  the  practice  lias  generally  been  confined  to 
tlie  trial  of  small  wheels,  owing  to  the  great  expense  that  would  be  caused  by  tbe 
tests  of  large  sizes.  As  it  is  a  matter  of  vast  importance  that  tbe  beat  turbine 
plans  should  be  established  beyond  chance  for  doubt,  tbis  Company  baa  provided 
means  for  a  thorough  competitive  test  of  the  various  kinds  of  turbines  tbat  maj 
be  offered  for  trial,  and  invite  Water-power  Companies,  cities  tbat  putnp  their 
water  nupply,  nnd  (til  others  interested  in  the  matter,  to  take  part  Iberein.  Each 
builder  shall  superintend  tbe  setting  of  his  wheel -^the  setting  and  testing  to  be 
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done  at  the  eicpense  of  the  Water-power  Company.  *  Capacity  of  each  wheel  to 
be  sufficient  to  discharge  about  5,000  cubic  feet  of  water  per  miDute,  under  18 
feet  head.  Each  wheel  wIjI  be  thoroughly  tested  from  half  to  whole  gate,  and, 
if  deemed  best,  under  at  least  two  different  heads  ;  also  under  several  feet  of 
back  water.  At  the  conclusion  of  the  trial,  a  full  report  will  be  made  of  the 
results  obtained  and  of  the  workmanship  and  probable  durability  of  each  kind 
of  wheel  tried.  Turbine  builders  of  this  or  any  other  country  are  invited  to 
furnish  wheels,  and  those  proposing  to  do  eo  should  give  notice  of  such  intention 
as  soon  as  possible. 

Tests  to  commence  the  first  day  of  September  next. 

Builders  were  also  requested  to  furnish  "draught-tubes,"  or  "  suc- 
tion-pipes," in  order  that  the  value  of  such  appendages  might  be 
ascertained,  and  manufacturers  of  gearing  were  desired  to  send  in 
gearing  for  the  purpose  of  giving  an  opportunity  of  measuring  the 
loss  of  etKciency  in  the  machinery  of  transmission.  The  wheels 
were  set  under  the  direction  of  Mr.  Emerson;  the  tests  were 
directed  by  Mr.  Webber,  and  the  builders  were  represented  at  the 
flame  by  Mr.  Theo.  G.  Ellis,  since  deceased.  The  report  on  the 
tests  made  was  prepared  by  Messrs.  Ellis  and  Webber,  and  certi- 
fied to  by  Mr.  Emerson.  The  work  was  done  publicly,  in  the  pres- 
ence of  the  representatives  of  the  builders  of  the  wheels  and  of 
invited  witnesses,  including  a  number  of  distinguished  engineers. 
The  following  is  an  abstract  of  the  results  reported,  as  published  by 
the  Holyoke  Water-power  Company.f 


TESTS   OF   TURBINES. 
Holyoke,  Mass.,  U.  S.  A.,  1879. 

Table  Showing  Average  Efficiencies  at  Part-gate. 


Namb. 

i  to*. 
Per  cent. 

f  to  full. 
Put  cent. 

i  to  full. 
Per  cent. 

Hercules 

.737 
.733 

.708 
.665 
•    .680 
.696 
.619 
.397 

.805 
.795 
.786 
.706 
.744 
,721 
.712 
.717 

.771 

New  American 

.763 

Sacce^ 

.747 

Tyler 

.715 

ttit 

.712 

Thompson 

.709 

Nonesuch 

.666 

Bou^ton 

.557 

During  the  tests,  the  best  speed  was  found  for  full-gate,  aud  the 

*  Builders  who  have  not  patterns  for  wheels  of  so  large  capacity  may  enter 
their  largest  size,  but  it  is  better  that  all  should  discharge  about  the  same  quan- 
tity. 

f  Holyoke  Hydrodynamic  Experiments,  1879-80.     Springaeld,  1880. 
25 
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watcr  tlien  gmdiially  Bhiit  off  to  part-gate,  falling  to  about  one- 
half  tlic  iiiiixiimini,  the  engineers  noting  the  etiiciency  at  tlic 
Beveml  rates  of  sn])|3l\'. 

Tilt!  resnlta  of  tliesc  tests  arc  also  represented  grapliioally  in  tlie 
nccompaiiyiiig  illustration,  Fig,  130,  in  wlncli  the  abscissas  measnre 
the  ]>ropi)rtion  of  wafer  used,  and  the  ordinates  are  proportional  to 
the  efKciencies  obtained.  The  diagram  so  obtained  gives  a  better 
idea  of  tiie  relative  standing  of  the  wheels  than  does  tlie  table,  and 
shows  liotter  the  effect  of  variation  of  gate  upon  each. 

Examining  tlie  diagram  and  the  foregoing  table,  it  will  be 
observed  that  the  Houston  turbine,  which  has  the  liighost  percent- 
TESTS  OF  TURBINES 
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age  of  effect  at  fnll-gate,  is  the  least  efficient  at  from  half  to  three- 
quarters,  and  from  half  to  full  gate,  of  all  those  Bhown^on  the 
diagi-am,  and  is  only  suprsrior  to  the  Nimesuch  at  from  tliree-qaar- 
tcrs  to  fnll-giite,  and  tliat  by  a  very  trifling  amount.  The  wheel 
which  apjiai-entiy  has  tlie  highest  percentage  is  really  the  least 
dcEirable  for  actual  use.  Taking  the  average  useful  cftect  of  the 
wheels  slmwn  from  one-half  to  full  gate  as  a  measure  of  their  effi- 
ciency, their  relative  value  is  in  the  order  sliown  in  the  table. 

The  experiments  with  "ilraught-lubes,"  or  "suction-tubes,"  'which 
were  actually  "  diffiisers  "  in  their  effect,  bo  far  as  the  writer  has 
been  aiile  to  analyze  them,  indicate  the  loss  by  friction  which 
should  be  anticipated  in  such  cases,  this  loss  decreasing  as  the  tube 
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increased  in  size,  and  increasing  as  its  diameter  approached  that  of 
the  wheel — the  minimum  diameter  tried.  It  was  Bonietimes  found 
very  dlSScnlt  to  free  the  tube  from  air  completely,  and  next  to 
impossible,  during  the  interval,  to  control  the  speed  with  tlie  brake. 
Several  trials  were  often  necessary  before  the  power  due  to  the  full 
head  could  be  obtained.  The  loss  of  power  by  gearing  and  by 
belting  was  variable  with  the  proportions  and  arrangement  of  the 
gears  and  pulleys,  length  of  belt,  etc.,  but  averaged  not  far  from  30 
per  cent,  for  a  single  pair  of  bevel  gears,  uncnt  and  dry,  but 
smooth  for  such  gearing,  and  but  10  per  cent,  for  the  same  geare. 


well  Inbricated,  after  they  had  been  a  short  time  in  operation. 
The  amount  of  power  transmitted  was,  however,  small,  and  these 
fignres  are  probably  mndi  higher  tlian  those  representing  ordinary 
practice.  Introducing  a  second  pair — spur  gears — the  best  figures 
were,  hut  little  changed,  although  the  difference  between  the  ease 
in  which  the  larger  gear  was  the  driver,  anil  the  case  in  whicli  tlie 
small  wheel  was  the  driver,  was  perceivable  and  was  in  favor  of 
the  former  arrangement.  A  single  straight  belt  gave  a  loss  of  but 
2  or  3  per  cent.,  a  crossed  belt  6  to  8  per  cent.,  when  transmitting 
14  horse- po wer  wi til  maximum  tigiitness  and  transmitting  i>o«er. 
A  "qnarter-turn  "  wasted  about  10  yvr  cent,  as  a  maximnnt,  and  a 
"quarter-twist"  about  5  per  cent.     Mr.  Emerson  states  tliat  the 
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tests  showed  that  a  turbine  cnnld  he  tested,  under  such  conditions  as 
were  liere  secured,  at  about  one  per  cent,  of  llie  cost  of  testing  wheels 
ton  years  previously,  and  more  accnrately  than  ivas  possibie,  at  any 
cot-c,  at  the  earlier  date.  Tiic  average  cost,  in  1861^,  is  stated  to 
have  been  it!2,5()0  per  wheel ;  the  cost  for  water  alone,  at  Lowell, 
ill  testing  three  Swuin  wheels,  ie  given  at  S300.  The  loweat  charge 
ftir  water  was  §'io  per  wheel  at  the  llitme  there  in  nse.  The  nsual 
cliiii-ge,  to-day,  for  a  single  test,  is  10  per  c  nt.  of  the  list-price  of 
the  turbine,  with  the  minimum  figure  set  at  $30; 

These  earlier  testing  flnnie^  although  capable  of  doing  good 
ivork,  were  not  very  elaborate,  or  very  expensive,  eonetmctioiis. 
Tlie  two  tigures  here  given  {Fig.  131  and  Fig.  132)  represent  the 
elevation  and  the  plan  of  the  flume  in  use  at  Lowell  in  1809.     The 


Fio.  IBS. 


cbaiLnel-seetion  at  the  junction  with  tlie  fore-hay,  or  penstock,  was 
four  or  five  times  the  section  of  the  krgeat  wheel  to  be  tested  in 
the  flnine  ;  the  penstocli  had  such  a  depth  that  the  maximum  fall 
might  be  utilized,  and  tho  tail-race  to  the  weir  was  given  a  suffi- 
ciently large  section  to  reduce  the  velocity  of  approach  to  80  small 
a  ui.ignitndc  that  it  maj'  be  neglected. 

The  wheel  to  he  tested  was  set  at  the  bottom  of  the  penstock, 
usually,  and  the  dynamometer  was  uiounted  directly  upon  the  head 
of  the  turbine  shaft,  as  shown  in  the  engraving.  Small  tanks,  A,  B, 
C,  were  set  at  the  sides  of  the  structure,  communicating,  by  means 
nf  BTnail  pipes,  with  the  water  in  the  flume  at  the  head  and  the  foot 
of  the  fall,  and  at  the  weir.  The  water  in  A  stood  at  the  level  of 
that  in  the  head-race;  that  in  B  at  the  level  of  the  tail-race  current 
luaviiig  the  wheel-case ;  that  in  C  at  the  height  of  the  water  at  the 
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weir.  The  cooneeting  pipes  were  bo  email  that  all  oscillationB  were 
intercepted,  and  the  sarface  of  the  water  in  either  tank  was  perfectly 
Btill.  A  flexible  rubber  pipe  from  the  bottom  of  the  tank,  A,  led  to 
the  lower  end  of  a  vertical  glass  tube,  at  the  right,  whicli  served  as 
a  gauge  aa<l  gave  the  height  of  the  water-level  in  the  penstock.  The 
scale  on  which  readings  were  taken  was  movable,  and  was  adjusted 
vertically,  together  with  a  "hook-gauge"  pendant  from  it.  which 
waa  set  to  give  the  height  of  water  in  the  lower  tank  B.  The  scale 
was  thus  arranged  to  read  differences  of  level  in  tlie  two  tanks,  i.  e., 
total  heights  of  available  fall.     The  reading  on  the  scale  was  the 
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Fig.  133. 
measure  of  the  heights  of  the  marks  read,  above  the  lower  level, 
and  the  head  was  obtained  by  taking  this  reading  at  the  level  of 
the  water-fiui-face  in  the  glass  gauge-tnbe.  The  zero-mark  of  the 
stationary  lower  scale,  at  the  tank  C,  was  at  the  level  of  the  edf^e 
of  the  weir,  and  the  hook-gange  there  placed  gives  the  height  of 
the  water  in  the  flume  at  tiiat  point  above  this  zero,  and  the  depth 
of  water  on  the  weir.  IJoth  tanks  were  made  adjustable,  in  height, 
in  order  that  the  snrfauc  of  the  water  in  each  might  be  kept  near 
the  top  of  the  tank,  and  thus  be  easily  and  accurately  seen  and 
ganged.  It  is  advised  that,  in  the  construction  of  such  liuuics,  the 
proportions  adopted  by  the  designer  of  that  here  described   be 
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ai.loi)tei1,  /.  e.,  tliat  tlio  forc-ba}'  be  made  at  least  twice  as  wide  m 
any  wheel  piopused  to  be  testod,  the  width  of  the  tail-race  at  least 
one  and  a  halt'  times  tliat  of  the  weir,  and  its  depth  four  times  that 
of  the  ciiiront  over  the  weir  at  maxiinnm  flow.  The  weir  elioidd 
be  20  feot,  or  more,  from  tlie  wlioel,  and  pi-e<;isely  at  right  angles 
with  the  thread  of  tlie  cnn-ent. 

The  iinungemetit  of  the  liiime  at  Kolyoke,  in  1S73,  is  seen  in 
the  two  illiititi-atiuufi  which  follow.  Fig.  133  giving  a  view  of  the 
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observing  room  at  the  bead  of  the  penstock,  and  Fig.  184  showing 
the  I'it.  or  tail-race,  below  the  penstock,  and  the  weir  at  its  terminal 
end.  Tim  Hume  M'aB  constrnctcd  in  an  nniised  canal  lock  of  the 
Ilolyoke  Watcr-Powcr  Company.  The  first  view  exhibits  the 
arningcmciit  for  test  of  a  turbine  set  as  in  the  last  figure  above 
uiven  with  a  vertical  shaft ;  the  second  the  arrangement  for  testing 
a  wheel  with  horizontil  sliaft. 

The  hook-gange  nsed   in   determining  the  height  of  water  in 
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the  tanks,  A  and  B,  ig  ghown  in  Fig.  135.  It 
pointed  liook,  carried  upon  the  end  of  a  vertical  rod, 
eecnred  a  scale  and  vernier, 
the  former  movable  with  the 
hook,  tiie  latter,  when  at  the 
tank  C,  fixed  to  the  frame  of 
the  instrument,  which  is,  it- 
self, fixed  to  the  side  of  the 
flume.  The  scale  and  hook 
are  caused  to  traverse  the 
frame  by  means  of  a  carefully 
cut  screw,  having  a  milled 
head  by  means  of  which  it 
may  be  easily  and  accurately 
set.  When  iu  use,  the  hook 
is  raised  from  a  lower  position 
until  its  point  just  pricks  the 
surface  of  the  water,  and  thus 
indicates,  with  singular  exact-  . 
ness,  the  water-level  and  the 
height  of  the  surface  of  the 
current  above  the  weir.  At 
the  penstock,  the  vernier  may 
be  dispensed  with,  as  the 
total  head  is  determinable 
with  sufficient  accuracy  with- 
out it.  The  first  forms  of  the 
Boyden  hook-gauge  wcrecum- 
bersome  and  heavy  ;  that  il- 
lustrated in  Fig.  135  is  much 
I  lighter  and  more  portable,  as 
well  as  more  convenient;  it 
weighs  bnt  14  pounds,  and 
is  hnt  30  inches  long,  A  still 
more  compact  and  handy  ap- 
pfiratns  is  that  exlitbitcd  in 
Fig.  130,  whicli  is  the  later  r- 
form  used,  and  weighs  but  4  H- 
pounds.  The  last  style  is  used 
in  the  laler  Ilolyoke  flume,  and  was  found  by  the  w 
very  convenient  instrument.     This  gauge  is  "  self-eon 


of  a  sharp 

to  which  is 
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is  eecui'ed  to  the  frame  of  tlie  water-way,  or  to  tlie  wall  of  tlie 
flume,  by  Bcrews  wliich  fasten  tlie  bracket  fii-raly  in  place.  A 
milled  lic-aded  epiiidle  carries  a  pinion  wliich  engages  a  finely  cat 
rack,  on  the  back  of  tlio  scale  rod,  and  thus  permits  as  accurate 
adjustment  as  is  desired,  while  the  vernier  mounted  on  tlio  bracket 
gives  exact  readings. 

The  form  of  Prony  Urate,  or  band  dynamometer,  designed  for 


the  work  of  testing  at  tlio  Lowell  Hume,  is  shown  in  the  accom- 
panying engraving.  Fig.  137. 

The  wheel  B  is  secured  to  the  shaft  of  the  water-wheel,  and  its 
Bpced  is  controlled  by  the  friction-band  A,  which  is  connected  to 
the  scale-beam  as  shown.  The  rim  of  the  wheel  and  the  friction- 
band  aro  hollow,  and  kept  cool  by  streams  of  water  passing  tlirongh 
them;  the  water  in  the  rim  of  the  wheel  being  supplied  throngh 
its  hollow  arms  and  the  pipe,  sliOM'n  in  the  engraving.  The  wheel 
B  is  made  of  cast  iron  and  tlie  friction-band  of  "compoeition"  or 
"gun  bronze."  The  hands  of  the  "counter"  F,  are  so  arranged 
in  connection  with  a  worm  gear,  that  they  can  be  made  to  rotate  in 
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the  same  direction  with  the  liands  of  a  clock,  whichever  way  the 
wheel  being  tested  may  revolve. 

The  hand-wheel  for  operating  the  friction-band  through  the  screw 
M  has  a  "universal  joint"  in  its  shaft.  The  connection  of  the 
band  with  the  scale-beam  is  made  by  knife-edged  links,  and  the 
pivot  of  the  beam  is  also  knife-3dged.  The  weights  are  suspended 
at  one  end  of  the  beam  as  shown  at  C ;  at  the  other  end  is  the 
"dash-pot,"  D;  it  is  better  to  have  a  "dash-pot"  at  the  same  end 
as  the  weights ;  it  is  filled  with  water  to  hold  the  beam  steady. 
The  dash-pot  is  made  of  east  iron.  The  plunger  on  the  end  of  the 
rod  is  a  thin  disk  of  iron  turned  to  fit  loosel}',  so  as  to  allow  it  to 
move  perfectly  freely  ;  it  has  six  three-eighths  inch  holes  through  it, 
stopped  with  brass  thumb-screws ;  one  or  more  of  these  may  be  re- 
moved at  any  time,  to  render  the  beam  more  sensitive ;  the  screws 
are  left  lying  on  the  plunger,  that  the  weight  may  not  be 
changed. 

The  method  of  test  at  the  flume  last  described,  as  conducted  dur- 
ing the  visits  of  the  writer,  was  as  follows  :  The  dynamometer  was 
first  carefully  balanced  and   adjusted  before  starting  the  wheel. 
The  start  was  made  with  a  light  weight  upon  the  scale-pan,  and  the 
velocity  of  the  wheel  noted,  and  its    effect  roughly  determined. 
The  load  was  then  increased,  at  intervals  of  two  or  three  miqutes, 
by  25  pounds  at  a  time,  until  the  speed  of  the  wheel  had  fallen  be- 
low that  of  maximum  efficiency  for  the  head ;   the  weights  were 
then  reduced  again  and  the  velocity  of  the  wheel   allowed  to  in- 
crease until  the  maximum  was  again   passed.     The  same  process 
was  then   repeated  within  a   smaller   range  of  speed,  and  with 
smaller  variations  of  load,   until   the   speed  of    best   work  had 
been  more  exactly  ascertained,  and  the  performance  of  the  turbine 
at  maximum    efficiency,  under  full   head   and  at  full  gate,  had 
been  very  precisely  determined.     This  was  repeated  at  each  of 
the  part-gates,  usually  down  to  one-half  maximum  discharge.     All 
doubtful  measurements  were  repeated,  and  all  unsatisfactory  tests, 
as  well.    The  readings  of  the  dynamometer,  the  revolution-counter, 
and  of  the  two-hook  gauges,  were  taken  as  nearly  as  possible  simulta- 
neously.    The  results  were  finally  carefully  calculated  and  verified, 
and  the  reports  made  up  on  blanks  which  had  been  printed  for  the 
purpose.    The  effect  of  variation  of  speed  upon  efficiency,  the  actual 
efficiencies,  and  the  same  points  as  affected  by  variation  of  head, 
were  the   subject  of   investigation,    as   well    as  the  variation   of 
efficiency  with  change  of  gate  or  of  flow.     There  is  rarely  found 
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to  be  any  very  close  proportional  correspondence  of  quantity  of 

water  discliarc^ed  with  position  of  gate. 

The  following  are  data  obtained,  in  the  manner  desciibed,  from 

tlie  J>iirnhani  wheel  at  llolyoke,  June  15,  1S83,  from  a  36-inch 

wheel : 

Test  of  a  36-ixcii  Bcrnham  Tl'rbine. 


Cute. 

Water  dii^chargud. 

Itev. 

n.  p. 

Efficiency. 

Full 

1  000 

139 

66.50 

81.82 

0.788 

0.94i 

134 

61.08 

80.78 

0.500 

0.760 

136 

47.28 

75.20 

0.3:^9 

0.588 

131 

32.90 

65.80 

0.237 

0.456 

118 

23.10 

58.60 

The  flnme  constructed  in  the  canal  at  llolyoke,  by  Emerson,  was 
finally  ceded  over  to  the  llolyoke  Water- Power  Co.,  and  was  ope- 
rated by  that  Company,  testing  the  wheels  proposed  to  be  used  in 
the  mills  drawing  water  from  the  canals  controlled  by  that  corpo- 
ration, and  also  in  testing  wheels  brought  to  Holyoke  for  test  in 
the  interest  of  other  users,  makers,  or  intending  purchasers.  It  was 
very  soon  found  advisable  to  erect  a  flume  to  be  especially'  designed 
for  the  work  of  testing  turbines.  The  importance  of  securing  accu- 
rate data,  not  onlj'  to  the  Holyoke  Water-Power  Company,  but  to 
users  of  sucii  wheels  generally,  as  well  as  to  their  makei*s,  had  be- 
come so  evident,  the  limits  of  error,  though  but  three  or  five  per 
cent,  at  the  old  flumes,*  were  becoming  so  important,  and  the  Extent 
of  the  business  of  testing  turbines  had  become  so  great,  that  it  was 
decided  to  go  to  considerable  expense,  and  to  erect  a  flume  and 
buildings  which  should  fullymeet  all  present  demands^  and  prolv 
ably  all  likely  to  arise  for  yeai-s  to  come.  This  work  was  under- 
taken by  the  Holyoke  Water-Power  Co.;  the  designs  were  made, 
and  the  construction  supervised,  by  their  engineer,  Mr.  Clemens 
Herschel,  and  the  flume  was  completed  and  opened  for  use  in 
April,  1882. 

At  this  time,  the  Company  furnished  to  its  tenants  15,000  horse- 
power by  day  and  8,000  by  night.  There  were  in  use  139  turbine 
wheels — no  other  kinds  of  water-wheels  were  used — of  which  59 
ran  10  hours  i>er  day,  while  the  other  80  ran  144  lionrs  per  week, 

*  Tlie  writer  has  before  him  the  reports  of  the  official  tests  in  old  flumes  of 
two  wheels,  similar  to  that  later  tested  under  his  own  eye,  as  described  herein, 
which  giveH  elficieucies  ranging  up  to  ninety  and  ninety-four  per  cent. ;  certainly 
several  per  cent,  too  high. 
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i.  ^.,  from  midnight  on  Sunday,  to  midnight  Saturday.  These 
wheels  were  drivino:  the  machinery  of  about  70  factories  and  mills. 
At  all  of  these  establishments,  the  engineer  of  the  Company  sup- 
plying the  water  directs  a  system  of  observations  by  means  of  which 
he  keeps  himself  informed  of  the  amount  of  water  that  each  tenant 
is  using.  He  secures,  each  day,  a  record  of  the  opening  of  the  reg- 
ulating gate  of  each  wheel,  and  a  similar  reading  is  taken  every 
night,  when  the  wheels  are  in  operation  night  and  day,  and  also  a 
reading  of  the  head  acting  at  each  wheel.  These  records  are  pre- 
served, and  furnish  the  data  from  which  to  compute  the  quantity 
of  water  used  by  each  tenant  throughout  the  year.  Any  surplus 
power  above  that  granted  is  paid  for  at  the  end  of  each  "quarter." 
At  times  of  small  flow,  and  when  the  use  of  *' surplus"  power  is 
limited,  the  tenants  are  thus  kept  under  surveillance,  and  are  held 
to  strict  accountability  for  water  used  in  excess  of  that  allowed  by 
their  contracts  with  tlie  Water-Power  Company.  By  the  prelimi- 
nary test  of  each  wheel,  it  is  made  a  meter,  as  already  stated,  and 
it  thus  gives  the  engineer  of  the  Company  a  very  accurate  means  ot 
measurement  of  the  flow.  It  was  for  the  accomplishment  of  this 
very  essential  part  of  its  system,  that  the  Holyoke  Water-Power  Co. 
finally,  as  just  stated,  determined  to  erect  a  new  and  carefully  con- 
structed flume,  in  which  this  work  could  be  done  with  equal  facil- 
ity in  winter  and  in  summer,  day  or  night,  and  one  in  which  the 
measurements  could  be  made  with  the  utmost  precision,  and  with 
the  greatest  possible  convenience. 

The  new  testing  flume  was  constructed  between  two  of  the  canals 
of  the  company,  where  a  difference  of  level  and  a  working  head 
of  17  feet  could  always  be  obtained,  and,  in  some  cases,  19  feet. 
The  flume  is  covered   by  a  large  brick  building,  in  which  are  the 
repair-shops,  a  blacksmith  shop,  a  store-room  and  offices.     It  is 
fitted  up  with  all  the  apparatus  required  in  the  work  of  testing  any 
wheels  that  can  be  supplied  with  water  at  that  point,  including  dy- 
namometers of  various  sizes,  gauges,  measuring  scales,  thermome- 
ters, clocks  with  electric  bells  to  sti-ike  the  minute  and  half-minute, 
and  minor  conveniences,  all   together  forming  the  most  complete 
outfit  yet  devised  or  anywhere  in  use. 

The  plan  of  the  flume  is  exhibited  in  the  accompanying  drawing, 
Figures  138  to  141. 

The  underground  portion  of  the  testing  flume  consists  of  the 
trunk  or  penstock,  A,  bringing  in  the  water;  a  sort  of  vestibule,  B; 
an  antechamber,  C  ;  the  wheel-pit,  D;  and  tail-race,  E.     The  trunk, 
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A,  is  of  boiler  iron,  about  9  feet  in  diameter,  laid  low  down  in  the 
ground,  so  as  to  pass  longitudinally  under  the  center  of  a  street,  and 
thus  take  up  no  land  suitable  for  building  purposes.  The  object 
of  the  vestibule,  B,  is  to  afford  opportunity  for  the  application  of 
the  two  head-gates^  G,  G.  Besides  these,  there  is  a  head-gate  at 
the  point  of  entry  of  the  trunk,  A,  into  the  canal  whence  it  takes 
the  water.  A  small  trunk,  F,  about  3  feet  in  diameter,  takes 
water  from  this  vestibule,  independently  of  the  gates,  G,  and 
leads  it  to  a  turbine  wheel,  II,  set  in  an  iron  casing,  in  the  cham- 
ber or  pit,  C,  so  that  this  wheel  can  run,  even  when  C  is  empty. 
This  wheel  discharges  through  the  floor  at  the  bottom  of  C, 
thence  through  the  arch,  T,  and  the  6upi>lementary  tail-race,  K, 
into  the  second  level  canal.  It  is  used  to  operate  the  repair- 
6ho])s ;  also  to  lift  and  lower  the  gates,  G.  The  chamber,  C,  is 
bounded  on  one  side  by  a  tier  of  stop-planks,  L,  and,  on  another 
side,  by  a  tier  of  stop-planks,  M.  Tiie  object  of  the  stop-planks,  L, 
is  to  afford  a  waste- way  out  of  the  chaml>er,  C.  This  is  of  especial 
use  in  regulating  the  height  of  the  water  when  testing  under  low 
heads ;  also  to  skim  off  the  oil  floating  on  the  water,  which  oil  has 
droj>ped  down  from  the  dynamometer.  The  water  thus  passed 
over  the  planks,  L,  falls  directly  into  the  tail-race,  K,  and  passes 
into  the  second  level.  The  stoj)-planks,  M,  come  into  use  when 
testing  scroll  or  cased  wheels.  In  that  event,  D  is  cmpt}'  of  water, 
and  the  wheel-case  in  question  is  attached  to  the  planks,  M,  over  a 
proper  opening  cut  for  the  purpose.  Large  cased  wheels  are  set  in 
the  center  of  D,  and  the  water  is  led  to  them  by  a  short  trunk  or 
penstock,  leading  from  an  opening  cut  in  the  planks,  M.  Flnme 
wheels  are  set  in  the  center  of  the  floor  of  D,  and  D  is  filled  with 
water.  They  dischai-ge  through  the  floor  of  D  (not  shown  on  the 
drawing)  and  out  of  the  three  culverts,  N,  X,  N,  into  the  tail-race, 
E.  At  the  down-stream  end  of  this  tail-race  is  the  measuring  weir, 
O,  the  crest  being  formed  of  a  strip  of  planed  iron  plate.  It  can 
be  used  with  or  without  end  contractions.  The  depth  of  water  on 
the  weir  is  measured  in  a  quarter  cylinder,  P,  set  in  a  recess,  Q, 
fashioned  in  the  sides  of  the  tail-race.  These  recesses  are  water- 
ti«i:ht,  and  the  observer  is  thus  enabled  to  stand  with  the  water-level 
about  breast-high,  or  at  convenient  height  for  accurate  observation. 
A  platform,  R,  surrounds  the  tail-race,  and  is  suspended  from  the 
iron  beams  that  carrv  the  roof.  Above  the  tail-mco  is  the  street. 
The  wheels  to  be  tested  arrive  on  this  street,  are  lifted  from  the 
wacron  bv  a  travclini;  windlass  that  runs  out  on  a  frame- work  over 
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tlie  street,  are  ntn  into  the  building,  and  are  lowered  into  tlie  wlieel- 
pit,  B,     Winding  etaira  lead  into  a  paasage-way  that  leads  in  turn 


to  tlic  jilatform.  R.  In  tlio  well-hole  of  these  stJiirs  is  set  up  tlio 
gliias  tiilxr  which  iiiensiires  the  head  of  water  u])on  the  wheel.  It 
is  corinet'teil  with  the  pit,  D,  or  the  chaniher,  C,  hj-  nioims  of  pipes 
running  through  a  cast-iron  pipe,  T,  built  into  the  maeonrv  dam 
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the  street, are  run  into  the  building,  and  are  lowered  into  the  wtieel- 
pit,   D.    Winding  stairs  lead  into  a  passage-way  that  leads  in  turn 


Fig.  143. 

to  tlic  platform,  R.  In  the  well-holo  of  tliost;  Btaira  is  set  up  the 
glass  tiihe  whicii  measures  the  head  of  water  upon  the  wheel.  Jt 
is  connected  with  the  pit,  D,  or  the  chamber,  C,  by  nieaus  of  pipes 
running  through  a  east-iron  pipe,  T,  built  into  the  masonry  dam 
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which  forms  tlie  down-stream  end  of  the  wheel-pit,  D.  To  enable 
the  observer  at  tlie  brake- wheel,  tlie  one  at  the  head  gange,  and  the 
one  at  the  measuring  weir  to  take  simultaneous  observations  at 
iiitervaljs  of  one  minute,  an  electric  clock  rings  three  bells,  simulta- 
neously at  intervals  of  one  miiiute,  or  of  half  a  minute  if  desired. 

The  whole  structure  is  built  in  a  durable  and  efBcient  manner. 
The  pits  and  tail-race  are  all  lined  with  brick  laid  in  cement.  The 
stone  masonry  was  intended  by  careful  work  and  grouting  to  be 
water-tight  without  the  brick  lining,  and  the  brick  lining  was  then 
carefully  laid  up  with  joints  full  of  mortar  as  an  extra  precaution. 
As  a  consequence,  the  front  of  the  wall  forming  the  down-stream 
side  of  the  pit,  D,  is  barely  damp  with  20  feet  head  of  water  upon 
it.  The  floor  of  the  pit,  D,  is  so  tight  that  an  exact  measurement 
of  the  leakage  of  the  wheel-gate  can  be  made  if  desired.  An  ap- 
proximate estimate  is  readily  made  by  filling  the  pit  before  the 
tail-race  is  allowed  to  fill  up,  and  apportioning  the  total  measured 
leakage  between  the  leakage  of  the  wheel-gate  and  tliat  of  the 
flume. 

U,  Y,  W  show  three  waste-pipes,  from  the  vestibule  antecham- 
ber and  tail-race  respectively.  Another,  not  shown,  serves  to  draw 
the  water  out  of,  and  through,  the  floor  of  the  pit,  D.  To  close  or 
open  these  waste  pipes,  they  are  fitted  with  cases  of  small  water- 
wheels,  which  form  convenient  valves  for  the  purpose.  The  waste- 
pipe,  V,  serves  also  to  help  regulate  the  height  of  water  in  the  ante- 
chamber, C,  and  pit,  I),  duj'ing  tests  under  low  heads. 

The  pipe,  W,  leads  into  a  sewer  on  the  other  side  of  the  second 
level  canal,  and  thence  into  the  river,  and  permits  the  tail-race  to  be 
emptied  of  water  down  to  within  ten  inches  of  the  bottom  planking. 

A  view  of  the  main  working  floor  is  given  in  Figure  142,  show- 
ing the  dynamometers  in  place. 

When  the  flume  was  completed,  and  had  been  satisfactorily  in- 
spected and  tested,  the  proi)rietors  issued  the  following  notice,  and 
commenced  the  testing  of  turbines  for  the  benefit  of  the  public: 

HoLYOKK,  Mass.,  July  18,  1883. 
Manufacturkks,  Water-wheel  Builders,  and  Lessors  of  Watbb-Power: 

(lENTLEMEN  :  We  have  completed  our  new  Testing  Flume,  and  furnished  it 
with  apparntuA  to  test  wheels  of  any  of  the  usual  diameters  (the  pit  is  20  feet 
squanO  and  power  uj)  to  230  H.  P. 

The  mrasuriiig  weir  has  a  capacity  of  200  cubic  feet  per  second. 

AVheels  can  be  tested  under  any  liead  from  4  to  17,  and  in  some  oases,  nearly 
19  feet.     Parties  8eudin«^  wheels  should  comply  with  the  following  directions: 

Tlie  wheel  should  be  sent  ready  to  set. 
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wheels  of  25  H.  P.,  or  lesp,  have  dUtance  from  platform  on  which  wheel 
iA,  to  top  of  shaft,  4  feet  8  inches  ;   have  4  inches  of  top  of  shaft  2  inches  in 
difi>x3caeter  ;  with  key  seat  ^  inch  wide  and  -?q  deep. 

*T  wheels  25  to  75  H.  P.,  platform  to  top  of  shaft,  5  feet  6  inches  ;  5  inches 
►p  of  shaft  3  inches  in  diameter ;  key  seat,  -f^  x  -fV  inches, 
r  wheels  76  H.  P.,  or  over,  platform  to  top  of  shaft,  7  feet ;  6  inches  of  top 
of  i3Lftaft4  inches  in  diameter;  key  seat,  1  inch  x  j. 

Tfa.e  price  of  test  and  of  a  full  and  carefully  computed  report  is  10  per  cent. 
of  1  ii3t  price  of  wheel,  but  no  wheel  for  less  than  $30.  The  sender  to  pay  freight 
axKl  <»rtafi:e.  Scroll  wheels,  or  wheels  set  in  iron  cases,  may  cost  from  $10  to 
^1^9    possibly  more,  in  addition. 

HoLYOKB  Water-power  Co., 

HoLYOKE,  Mass. 


:ie  newfliiine  was  opened  in  July,  1883,  as  above,  and  shortly  after 
til©     writer  was  employed  to  visit  it  for  the  purpose  of  witnessing 
tests   of  wheels,  observing   the   methods  of  test,  examining  the 
structure  and  the  working  of  the  flume  and  apparatus,  and  following 
tVie  engineers  in  their  calculations  of  efficiency,  as  obtained  from 
tlie  data  secured  by  test,  with  orders  to  report  upon  the  suitability 
of  the  flume  for  its  work  and  the  reliability  of  the  results  so  ob- 
tained.   He  thus  had  an  excellent  opportunity  to  study  the  system 
and  the  methods  adopted  by  the  engineer.     In  his  inspection  J)e 
was  given  every  facility,  and  was  aided  by  the  chief  engineer  of  the 
company  in  every  possible  way. 

The  method  of  test  practiced  at  this  flume  is  in  some  respects 
Similar  to  that  already  described,  as  adopted  at  the  old  flume,  the 
^ise  of  wliich  has  been  now  given  up.     A  number  of  dynamometers 
'Were  kept  on  hand  for  use  with  wheels  of  diflEerent  sizes  and  power. 
Ihe  water  measurements  were  made  by  the  use  of  the  hook-gauge, 
and  the  calculation  of  flow  by  Francis's  formula,  as  is  customary 
throughout  the  United  States,  wherever  weir  measurements  are 
M^ade.    The  wheel  is  usually  set  at  the  bottom  of  the  penstock,  as 
in  Figure  131,  with  the  dynamometer  mounted  upon  the  liead  of 
its  shaft.    Attendants  are  stationed  at  the  dynampmetcr,  who  are 
expected  to  adjust  the  weights  and  the  clamps  on  the  band  of  the 
instrument,  under  the  direction  of  the  engineer  in  charge  of  the 
work,  and  to  take  observations  of  the  speed  at  one  minute  intervals, 
nsuallv  at  the  stroke  of  an  electric  bell  rung  by  the  clock.     Other 
observers  are  stationed  at  the  weir,  to  observe  the  depth  of  water 
on  its  crest,  taking  their  readings  from  the  well  in  which  the  hook- 
gauge  is  set,  and  at  the  upper  and  lower  water-levels,  where  other 
gauges  give  the*  height  of  the  surface  of  the  water  at  those  points. 
The  stroke  of  the  bell  occurs  at  the  same  instant  at  every  post  of 
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observation,  and  all  the  readings  are  taken  sininltaneonsly,  or,  pur- 
posely, one-half  minute  after  noting  the  speed  of  the  wheel. 

When  the  test  is  about  to  begin,  the  engineer  having  i3harge  of 
the  work  assigns  his  assistants  to  their  posts,  and  sees  that  the  dyna- 
mometer is  clam])ed  fast,  and  a  load  applied  at  the  scale- pan  greater 
than  the  maximum  possible  effort  of  the  turbine.  The  water  is 
then  let  on,  and  the  weights  are  carefully  readjusted  until  they  pre- 
cisely balance  the  effort  of  the  wheel,  which  is  now  at  rest,  with  a 
maximum  flow  of  water  at  full  head  passing  through  it.  A  record 
is  made  of  the  weight  on  the  dynamometer  ;  and  each  assistant  at 
the  weir  gets  a  reading  from  his  gauge,  and  a  record  of  the  depth 
of  water  on  the  crest  of  the  weir.  Should  there  be  any  leak  in  the 
flume,  the  amount  of  the  flow  due  to  leakage  is  deducted  from  the 
quantity  of  water  given,  by  calculation,  as  total  flow.  The  weights 
are  now  reduced,  and  the  brake-screw  slacked  off  until  the  wheel 
is  running  at  maximum  speed.  A  second  set  of  readings  is  recorded 
by  all  observers,  and  a  new^  adjustment  is  made,  giving  a  new 
w-eight,  and  a  new  and  lower  speed  with  a  new  measure  of  the 
volume  of  water  passing  the  weir.  This  process  is  continued  until 
it  is  seen  that  the  wheel  has  passed  a  certain  speed  of  rotation  at 
which  efficiency  is  a  maximum.  This  speed  is  quite  closely  found 
by  a  few  trials,  and  the  turbine  is  then  tested,  at  speeds  closely 
approaching  this,  and  at  various  degrees  of  gate-opening,  as  de- 
scribed in  the  account  already  given  of  operations  at  the  old  flume. 
Every  test  of  a  wheel  is  preceded  by  a  careful  measurement  (in  the 
presence  of  the  proprietor,  or  his  representative,  if  he  so  desires)  of 
the  weir  and  all  parts  of  the  brake.  The  weights  used  in  the  ad- 
justment of  the  dynamometer  arc  always  examined  and  certified  by 
the  official  "  sealer  of  weights  and  measures,"  and  every  weight  and 
measure,  and  every  part  of  the  apparatus,  is  examined  and  stand- 
ardized with  equal  care.  The  records  taken  at  the  flume  are  trans- 
ferred from  the  observers'  rough  note-books  to  the  engineer's 
records,  at  the  ofiice  of  the  chief  engineer,  and  the  data  obtained 'at 
the  trial  of  each  turbine  are  there  worked  up,  and  the  results  placed 
on  permanent  record.  They  are  not  published,  unless  by  the  pro- 
prietor of  the  wheel  tested,  who  sometimes  publishes  the  engineer's 
certificate,  which  he  receives,  as  an  official  copy  of  the  determina- 
tions recorded  at  the  office,  over  the  signature  of  the  chief  engineer. 

In  the  working  up  of  the  data,  the  most  scrupulous  care  is  taken 
to  secure  exact,  and  practically  useful,  results.  The  figures  recorded 
by  the  observci's  at  the  trial  are  transferred  to  blanks,  in  a  form 
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fonnd  by  experience  to  be  most  convenient  and  useful.  The  com- 
puter checks  such  as  are  capable  of  being  verified,  and  then  calculates 
the  efficiency  of  the  wheel  for  each  set  of  conditions  represented  on 
the  record.  In  -making  this  computation,  he  first  easily  calculates 
from  the  recorded  figures  representing  the  weights  on  the  dyna- 
mometer, and  the  speed  of  rotation  given  for  the  same  time, 
togetlier  with  the  known  dimensions  of  the  brake,  the  power 
developed  by  the  wheel,  and  compares  this  with  the  total  available 
power  of  the  fall,  as  calculated  from  the  recorded  head  acting  on 
the  wheel,  and  the  volume  of  water  at  the  same  time  passing  the 
weir.  As  these  calculations  are  made,  they  are  represented  graphi- 
cally on  section-paper,  and  the  curve  of  eflSciencics  thus  obtained 
exhibits  precisely  at  what  speed  maximum  efficiency  is  to  be  found 
under  the  given  head.  The  curves  so  constructed  are  a  very  useful 
check  upon  the  accuracy  of  observation,  and  are  a  very  interesting 
and  important  feature  of  the  system  of  working  up  the  data  which 
has  been  adopted  by  Mr.  Herschel.  In  addition  to  the  data  obtained 
at  the  weir,  during  the  test  of  the  wheel,  careful  measurements  of 
the  dimensions  of  the  wheel  itself  are  taken,  and  are  put  on  record 
with  the  date  of  the  trial. 

In  illustration  of  the  system  adopted  by  the  Holyoke  Water-Power 
Company,  in  the  determination  of  the  efficiencies  and  capacities  of 
wheels  tested  for  its  tenants,  or  for  makers  and  owners  of  wheels 
who  may  bring  them  to  Holyoke  for  trial,  the  table  and  curves 
which  follow  are  presented.  For  example,  the* figures  in  Table  I. 
»re  derived  from  a  test  of  a  Boyden  turbine — a  Foumeyron  wheel 
with  Boyden's  modifications — which  was  in  operation  in  the  No.  2 
Mill  of  the  Merrick  Thread  Company,  and  which  was  tested  in  its 
own  penstock,  April  26,  1882.  This  wheel  was  of  large  size,  90 
inches  in  diameter,  fitted  with  brass  buckets,  and  constructed  with 
*11  the  care  and  skill  for  which  its  designers  and  builders  were 
noted.  It  may  be  taken  to  represent  the  best  work  which  has  been 
done,  in  late  years,  upon  the  "  outward  flow"  turbine. 

The  measurements  obtained  at  the  weir,  previous  to  the  test,  are 
given  at  the  bottom  of  the  table.  The  weir  was  11  feet  long  and 
^^8  prac'tically  tight,  the  leakage  being  but  0.05  cubic  feet  per 
second.  The  "unit  quantity,"  i.  ^.,  that  discharged  when  the  wheel 
wae  giving  the  best  effect  at  full-gate,  was  148.85  cubic  feet  per 
^cond;  the  temperature  of  the  water  was  42""  Fahr.  The  dimen- 
sions of  the  wheel  and  of  the  dynamometer  are  recorded,  and  the 
references  to  the  original  notes  in  the  engineer's  records  are  entered 
<>n  the  same  sheet. 
26 
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observation,  and  all  the  readings  are  taken  simultaneously,  or,  pur- 
posely, one-half  minute  after  noting  the  speed  of  the  wheel. 

When  tlie  test  is  about  to  begin,  the  engineer  having  x^harge  of 
the  work  assigns  his  assistants  to  their  posts,  and  sees  that  the  dyna- 
mometer is  clamped  fast,  and  a  load  applied  at  the  scale- pan  greater 
than  the  maximum  possible  effort  of  the  turbine.  The  water  is 
then  let  on,  and  the  weights  are  carefully  readjusted  until  they  pre- 
cisely balance  the  effort  of  the  wheel,  which  is  now  at  rest,  with  a 
maximum  flow  of  water  at  full  head  passing  through  it  A  record 
is  n)ade  of  the  weight  on  the  dynamometer  ;  and  each  assistant  at 
the  weir  gets  a  reading  from  his  gauge,  and  a  record  of  the  depth 
of  water  on  the  crest  of  the  weir.  Should  there  be  any  leak  in  the 
flume,  the  amount  of  the  flow  due  to  leakage  is  deducted  from  the 
quantity  of  water  given,  by  calculation,  as  total  flow-.  The  weights 
are  now  reduced,  and  the  brake-screw  slacked  off  until  the  wheel 
is  running  at  maximum  speed.  A  second  set  of  readings  is  recorded 
by  all  observers,  and  a  new  adjustment  is  made,  giving  a  new 
weight,  and  a  new  and  lower  speed  with  a  new  measure  of  the 
volume  of  water  passing  the  weir.  This  process  is  continued  until 
it  is  seen  that  the  wheel  has  passed  a  certain  speed  of  rotation  at 
which  efliciency  is  a  maximum.  This  speed  is  quite  closely  found 
by  a  few  trials,  and  the  turbine  is  then  tested,  at  speeds  closely 
approaching  this,  and  at  various  degrees  of  gate-opening,  as  de- 
scribed in  the  account  already  given  of  operations  at  the  old  flume. 
Every  test  of  a  wheel  is  preceded  by  a  careful  measurement  (in  the 
presence  of  the  pro})rietor,  or  his  representative,  if  he  so  desires)  of 
the  weir  and  all  parts  of  the  brake.  The  weights  nsed  in  the  ad- 
justment of  the  dynamometer  are  always  examined  and  certified  by 
the  official  "  sealer  of  weights  and  measures,"  and  every  weight  and 
measure,  and  every  part  of  the  apparatus,  is  examined  and  stand- 
ardized with  equal  care.  The  records  taken  at  the  flume  are  trans- 
ferred from  the  observers'  rough  note-books  to  the  engineer's 
records,  at  the  ofHce  of  the  chief  engineer,  and  the  data  obtained 'at 
the  trial  of  each  turbine  are  there  worked  up,  and  the  results  placed 
on  permanent  record.  They  are  not  published,  unless  by  the  pro- 
prietor of  the  wheel  tested,  who  sometimes  publishes  the  engineer's 
certificate,  which  he  receives,  as  an  official  copy  of  the  determina- 
tions recorded  at  the  office,  over  the  signature  of  the  chief  engineer. 

In  the  working  up  of  the  data,  the  most  scrupulous  care  is  taken 
to  secure  exact,  and  practically  useful,  results.  The  figures  recorded 
by  the  observei's  at  the  trial  are  transferred  to  blanks,  in  a  form 
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fonnd  by  experience  to  be  most  convenient  and  useful.  The  com- 
puter checks  such  as  are  capable  of  being  verified,  and  then  calculates 
the  efficiency  of  the  wheel  for  each  set  of  conditions  represented  on 
the  record.  In  -making  this  computation,  he  first  easily  calculates 
from  the  recorded  figures  representing  the  weights  on  the  dyna- 
mometer, and  the  speed  of  rotation  given  for  the  same  time, 
together  with  the  known  dimensions  of  the  brake,  the  power 
developed  by  the  wheel,  and  compares  this  with  the  total  available 
power  of  the  fall,  as  calculated  from  the  recorded  head  acting  on 
the  wheel,  and  the  volume  of  water  at  the  same  time  passing  the 
weir.  As  these  calculations  are  made,  they  are  represented  graphi- 
cally on  section-paper,  and  the  curve  of  eflSciencics  thus  obtained 
exhibits  precisely  at  what  speed  maximum  efficiency  is  to  be  found 
under  the  given  head.  The  curves  so  constructed  are  a  very  useful 
check  upon  the  accuracy  of  observation,  and  are  a  very  interesting 
and  important  feature  of  the  system  of  working  up  the  data  which 
has  been  adopted  bj''  Mr.  Herschel.  In  addition  to  the  data  obtained 
at  the  weir,  during  the  test  of  the  wheel,  careful  measurements  of 
the  dimensions  of  the  wheel  itself  are  taken,  and  are  put  on  record 
with  the  date  of  the  trial. 

In  illustration  of  the  system  adopted  by  the  Holyoke  Water-Power 
Company,  in  the  determination  of  the  efficiencies  and  capacities  of 
wheels  tested  for  its  tenants,  or  for  makers  and  owners  of  wheels 
who  may  bring  them  to  Holyoke  for  trial,  the  table  and  curves 
which  follow  are  presented.  For  example,  the' figures  in  Table  I. 
are  derived  from  a  test  of  a  Boyden  turbine — a  Foumeyron  wheel 
with  Boyden's  modifications — which  was  in  operation  in  the  No.  2 
Mill  of  the  Merrick  Thread  Company,  and  which  was  tested  in  its 
own  penstock,  April  26,  1882.  This  wheel  was  of  large  size,  90 
inches  in  diameter,  fitted  with  brass  buckets,  and  constructed  with 
all  the  care  and  skill  for  which  its  designers  and  builders  were 
noted.  It  may  be  taken  to  represent  the  best  work  which  has  been 
done,  in  late  years,  upon  the  **  outward  flow"  turbine. 

The  measurements  obtained  at  the  weir,  previous  to  the  test,  are 
given  at  the  bottom  of  the  table.  The  weir  was  11  feet  long  and 
^5^8  practically  tight,  the  leakage  being  but  0.05  cubic  feet  per 
second.  The  "  unit  quantity,"  i.  e,^  that  discharged  when  the  wheel 
wa8  giving  the  best  effect  at  full-gate,  was  148.85  cubic  feet  per 
second;  the  temperature  of  the  water  was  42°  Fahr.  The  dimen- 
sions of  the  wheel  and  of  the  dynamometer  are  recorded,  and  the 
references  to  the  original  notes  in  the  engineer's  records  are  entered 
on  the  same  sheet. 
26 
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observation,  and  all  the  readings  are  taken  simnltaneonsly,  or,  pur- 
posely, one-half  minute  after  noting  the  speed  of  the  wheel. 

When  the  test  is  about  to  begin,  the  engineer  having  j^harge  of 
the  work  assigns  his  assistants  to  their  posts,  and  sees  that  the  dyna- 
mometer is  clamped  fast,  and  a  load  applied  at  the  scale-pan  greater 
than  the  maximum  possible  effort  of  the  turbine.  The  water  is 
then  let  on,  and  the  weights  are  carefully  readjusted  until  they  pre- 
cisely balance  the  effort  of  the  wheel,  which  is  now  at  rest,  with  a 
maximum  flow  of  water  at  full  head  passing  through  it  A  record 
is  made  of  the  weight  on  the  dynamometer  ;  and  each  assistant  at 
the  weir  gets  a  reading  from  his  gauge,  and  a  record  of  the  depth 
of  water  on  the  crest  of  the  weir.  Should  there  be  any  leak  in  the 
flume,  the  amount  of  the  flow  due  to  leakage  is  deducted  from  the 
quantity  of  water  given,  by  calculation,  as  total  flow.  The  weights 
are  now  reduce<l,  and  the  brake-screw  slacked  off  until  the  wheel 
is  running  at  maximum  speed.  A  second  set  of  readings  is  recorded 
by  all  observers,  and  a  new  adjustment  is  made,  giving  a  new 
weight,  and  a  new  and  lower  speed  with  a  new  measure  of  the 
volume  of  water  passing  the  weir.  This  process  is  continued  until 
it  is  seen  that  the  wheel  has  passed  a  certain  speed  of  rotation  at 
which  efliciency  is  a  maximum.  This  speed  is  quite  closely  found 
by  a  few  trials,  and  the  turbine  is  then  tested,  at  speeds  closely 
approaching  this,  and  at  various  degrees  of  gate-opening,  as  de- 
scribed in  the  account  already  given  of  operations  at  the  old  flume. 
Every  test  of  a  wheel  is  preceded  by  a  careful  measurement  (in  the 
presence  of  the  proprietor,  or  his  representative,  if  he  so  desires)  of 
the  weir  and  all  parts  of  the  brake.  The  weights  used  in  the  ad- 
justment of  the  dynamometer  are  always  examined  and  certified  by 
the  official  "sealer  of  weights  and  measures,"  and  every  weight  and 
measure,  and  every  part  of  the  apparatus,  is  examined  and  stand- 
ardized with  equal  care.  The  records  taken  at  the  flume  are  trans- 
ferred from  the  observers'  rough  note-books  to  the  engineer's 
records,  at  the  office  of  the  chief  engineer,  and  the  data  obtained 'at 
the  trial  of  each  turbine  are  there  worked  up,  and  the  results  placed 
on  permanent  record.  They  are  not  published,  unless  by  the  pro- 
prietor of  the  wheel  tested,  who  sometimes  publishes  the  engineer's 
certificate,  which  he  receives,  as  an  official  copy  of  the  determina- 
tions recorded  at  the  office,  over  the  signature  of  the  chief  engineer. 

In  the  working  up  of  the  data,  the  most  scrupulous  care  is  taken 
to  secure  exact,  and  practically  useful,  results.  The  figures  recorded 
by  the  observers  at  the  trial  are  transferred  to  blanks,  in  a  form 
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fonnd  by  experience  to  be  most  convenient  and  useful.  The  com- 
pnter  cheeks  such  as  are  capable  of  being  verified,  and  then  calculates 
the  efiiciency  of  the  wheel  for  each  set  of  conditions  represented  on 
the  record.  In  -making  this  computation,  he  first  easily  calculates 
from  the  recx)rded  figures  representing  the  weights  on  the  dyna- 
mometer, and  the  speed  of  rotation  given  for  the  same  time, 
together  with  the  known  dimensions  of  the  brake,  the  power 
developed  by  the  wheel,  and  compares  this  with  the  total  available 
power  of  the  fall,  as  calculated  from  the  recorded  head  acting  on 
the  wheel,  and  the  volume  of  water  at  the  same  time  passing  the 
weir.  As  these  calculations  are  made,  they  are  represented  graphi- 
cally on  section-paper,  and  the  curve  of  eflSciencics  thus  obtained 
exhibits  precisely  at  what  speed  maximum  eflSciency  is  to  be  found 
nuder  the  given  head.  The  curves  so  constnicted  are  a  very  useful 
check  upon  the  accuracy  of  observation,  and  are  a  very  interesting 
and  important  feature  of  the  system  of  working  up  the  data  which 
has  been  adopted  by  Mr.  Herschel.  In  addition  to  the  data  obtained 
at  the  weir,  during  the  test  of  the  wheel,  careful  measurements  of 
the  dimensions  of  the  wheel  itself  are  taken,  and  are  put  on  record 
with  the  date  of  the  trial. 

In  illustration  of  the  system  adopted  by  the  Holyoke  Water-Power 
Company,  in  the  determination  of  the  efficiencies  and  capacities  of 
wheels  tested  for  its  tenants,  or  for  makers  and  owners  of  wheels 
who  may  bring  them  to  Holyoke  for  trial,  the  table  and  curves 
which  follow  are  presented.  For  example,  the*  figures  in  Table  I. 
are  derived  from  a  test  of  a  Boyden  turbine — a  Foumeyron  wheel 
with  Boyden's  modifications — which  was  in  operation  in  the  No.  2 
^ill  of  the  Merrick  Thread  Company,  and  which  was  tested  in  its 
own  penstock,  April  26, 1882.  This  wheel  was  of  large  size,  90 
inchee  in  diameter,  fitted  with  brass  buckets,  and  constructed  with 
*11  the  care  and  skill  for  which  its  designers  and  builders  were 
noted.  It  may  be  taken  to  represent  the  best  work  which  has  been 
done,  in  late  years,  upon  the  '*  outward  fiow"  turbine. 

The  measurements  obtained  at  the  weir,  previous  to  the  test,  are 
given  at  the  bottom  of  the  tal)le.  The  weir  was  11  feet  long  and 
^^as  practically  tight,  the  leakage  being  but  0.06  cubic  feet  per 
second.  The  "  unit  quantity,"  i,  e,^  that  discharged  when  the  wheel 
was  giving  the  best  effect  at  full-gate,  was  148.85  cubic  feet  per 
^^^nd;  the  temperature  of  the  water  was  42°  Fahr.  The  dimen- 
sions of  the  wheel  and  of  the  dynamometer  are  recorded,  and  the 
references  to  the  original  notes  in  the  engineer's  records  are  entered 
on  the  same  sheet. 
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observation,  and  all  the  readings  are  taken  simultaneously,  or,  pur- 
posely, one-half  minnte  after  noting  the  speed  of  the  wheel. 

When  the  test  is  about  to  begin,  the  engineer  having  j^harge  of 
the  work  assigns  his  assistants  to  their  posts,  and  sees  that  the  dyna- 
mometer is  clamped  fast,  and  a  load  applied  at  the  scale- pan  greater 
than  the  maximum  possible  effort  of  the  turbine.  The  water  is 
then  let  on,  and  the  weights  are  carefully  readjusted  until  they  pre- 
cisely balance  the  effort  of  the  wheel,  which  is  now  at  rest,  with  a 
maximum  flow  of  water  at  full  head  passing  through  it  A  record 
is  made  of  the  weight  on  the  dynamometer  ;  and  each  assistant  at 
the  weir  gets  a  reading  from  his  gauge,  and  a  record  of  the  depth 
of  water  on  the  crest  of  the  weir.  Should  there  be  any  leak  in  the 
flume,  the  amount  of  the  flow  due  to  leakage  is  deducted  from  the 
quantity  of  water  given,  by  calculation,  as  total  flow.  The  weights 
are  now  reduced,  and  the  brake-screw  slacked  off  until  the  wheel 
is  running  at  maximum  speed.  A  second  set  of  readings  is  recorded 
by  all  observers,  and  a  new  adjustment  is  made,  giving  a  new 
weight,  and  a  new  and  lower  speed  with  a  new  measure  of  the 
volume  of  water  passing  the  w^eir.  This  process  is  continued  until 
it  is  seen  that  the  wheel  has  passed  a  certain  speed  of  rotation  at 
which  efficiency  is  a  maximum.  This  speed  is  quite  closely  found 
by  a  few  trials,  and  the  turbine  is  then  tested,  at  speeds  closely 
approaching  this,  and  at  various  degrees  of  gate-opening,  as  de- 
scribed in  the  account  already  given  of  operations  at  the  old  flnme. 
Every  test  of  a  wheel  is  preceded  by  a  careful  measurement  (in  the 
presence  of  the  proprietor,  or  his  representative,  if  he  so  desires)  of 
the  weir  and  all  parts  of  the  brake.  The  weights  nsed  in  the  ad- 
justment of  the  dynamometer  are  always  examined  and  certified  by 
the  oflftcial  "sealer  of  weights  and  measures,"  and  every  weight  and 
measure,  and  ever}'^  part  of  the  apparatus,  is  examined  and  stand- 
ardized with  equal  care.  The  records  taken  at  the  flume  are  trans- 
ferred from  the  observers-  rough  note-books  to  the  engineer's 
records,  at  the  oflBce  of  the  chief  engineer,  and  the  data  obtained 'at 
the  trial  of  each  turbine  are  there  worked  up,  and  the  results  placed 
on  permanent  record.  They  are  not  published,  unless  by  the  pro- 
prietor of  the  wheel  tested,  who  sometimes  publishes  the  engineer's 
certificate,  which  he  receives,  as  an  oflicial  copy  of  the  determina- 
tions recorded  at  the  office,  over  the  signature  of  the  chief  engineer. 

In  the  working  up  of  the  data,  the  most  scrupulous  care  is  taken 
to  secure  exact,  and  practically  useful,  results.  The  figures  recorded 
by  the  observers  at  the  trial  are  transferred  to  blanks,  in  a  form 
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fonnd  by  experience  to  be  most  convenient  and  useful.  The  com- 
puter checks  such  as  are  capable  of  being  verified,  and  then  calculates 
the  efiiciency  of  the  wheel  for  each  set  of  conditions  represented  on 
the  record.  In  -making  this  computation,  he  first  easily  calculates 
from  the  recorded  figures  representing  the  weights  on  the  dyna- 
mometer, and  the  speed  of  rotation  given  for  the  same  time, 
together  with  the  known  dimensions  of  the  brake,  the  power 
developed  by  the  wheel,  and  compares  this  with  the  total  available 
power  of  the  fall,  as  calculated  from  the  recorded  head  acting  on 
the  wheel,  and  the  volume  of  water  at  the  same  time  passing  the 
weir.  As  these  calculations  are  made,  they  are  represented  graphi- 
cally on  section-paper,  and  the  curve  of  eflSciencics  thus  obtained 
exhibits  precisely  at  what  speed  maximum  efiiciency  is  to  be  found 
under  the  given  head.  The  curves  so  constructed  are  a  very  useful 
check  upon  the  accuracy  of  observation,  and  are  a  very  interesting 
and  important  feature  of  the  system  of  working  up  the  data  which 
has  been  adopted  by  Mr.  Herschel.  In  addition  to  the  data  obtained 
at  the  weir,  during  the  test  of  the  wheel,  careful  measurements  of 
the  dimensions  of  the  wheel  itself  are  taken,  and  are  put  on  record 
with  the  date  of  the  trial. 

In  illustration  of  the  system  adopted  by  the  Holyoke  Water-Power 
Company,  in  the  determination  of  the  efficiencies  and  capacities  of 
wheels  tested  for  its  tenants,  or  for  makers  and  owners  of  wheels 
who  may  bring  them  to  Holyoke  for  trial,  the  table  and  curves 
which  follow  are  presented.  For  example,  the*  figures  in  Table  I. 
are  derived  from  a  test  of  a  Boyden  turbine — a  Foumeyron  wheel 
with  Boyden's  modifications — which  was  in  operation  in  the  No.  2 
^ill  of  the  Merrick  Thread  Company,  and  which  was  tested  in  its 
own  penstock,  April  26, 1882.  This  wheel  was  of  large  size,  90 
inches  in  diameter,  fitted  with  brass  buckets,  and  constructed  with 
*ll  the  care  and  skill  for  which  its  designers  and  builders  were 
noted.  It  may  be  taken  to  represent  the  best  work  which  has  been 
done,  in  late  years,  upon  the  '*  outward  fiow"  turbine. 

The  measurements  obtained  at  the  weir,  previous  to  the  test,  are 
given  at  the  bottom  of  the  tal)le.  The  weir  was  11  feet  long  and 
^^36  practically  tight,  the  leakage  being  but  0.05  cubic  feet  per 
second.  The  "  unit  quantity,"  i,  ^.,  that  discharged  when  the  wheel 
was  giving  the  best  effect  at  full-gate,  was  148.85  cubic  feet  per 
^cond;  the  temperature  of  the  water  was  42°  Falir.  The  dimen- 
sions of  the  wheel  and  of  the  dynamometer  are  recorded,  and  the 
^lerences  to  the  original  notes  in  the  engineer's  records  are  entered 
on  the  same  sheet. 
26 
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Examining  the  table,  it  is  seen  that  the  tests  having  been  made 
at  a  nnm]>er  of  different  speeds,  and  at  a  wide  range  of  gate-open- 
ings, including  all  needed  in  practical  operation  of  the  turbine,  the 
wheel  is  made  a  good  meter,  and  can  be  made  to  give  a  very  ac- 
curate measure  of  the  amount  of  water  used  by  it,  when  in  place 
in  the  mill. 

The  efficiency  of  this  wheel  was  found  to  become  a  maximum, 
at  full-gate,  when  making  63.5  revolutions  per  minute,  developing 
222  horse-power,  and  discharging  148.9  cubic  feet  of  water  per 
minute.  The  velocity  of  its  periphery  was  0.624  that  due  the 
head.  This  wheel  was  90  inches  in  diameter ;  and  it  will  be  in- 
teresting to  compare  its  power  with  that  of  the  less  costly  inward 
and  downward  flow  wheels  which  have  so  largely  superseded  the 
Fourneyron  class  in  the  markets  of  the  United  States.  As  the 
gate  is  closed,  and  the  flow  becomes  less,  it  is  seen  that  the  effi- 
ciency falls  off  in  a  much  higher  i*atio.  Thus,  at  0.883  gate,  or 
about  two  per  cent,  less  flow,  the  efficiency  is  a  maximum  at  62.5  - 
revolutions,  developing  211  hoi'se-power,  and  discharging  0.973 
the  flow  at  maximum  efficiency,  the  velocity  of  outer  circumfer- 
ence of  wheel  being  0.614  that  due  the  head.  At  0.773  gate,  the 
efficiency  falls  to  73  per  cent.,  at  0.662  gate,  to  69  per  cent.,  and 
at  0.442  gate,  although  discharging  72  per  cent,  of  the  quantity 
passing  the  wheel  at  full-gate,  the  efficiency  falls  to  55.5  per  cent. 
At  the  best  speed  at  this  gate,  the  periphery  of  the  wheel  has  a 
velocity  0.525  that  due  the  total  head. 

The  points  that  seem  here  particularly  noticeable  are  the  rapid 
loss  of  efficiency  as  the  gate  is  closed  and  power  reduced,  the  com- 
paratively slow  decrease  of  volume  of  water  used,  the  small  amount 
of  power  obtained  from  so  large  a  wheel,  and  the  gradual  reduction 
of  velocity  of  best  efficiency  as  the  flow  decreases. 

Tables  II.  and  III.  present  the  results  of  tests  made  upon  a 
"  Collins  Turbine,"  constructed  by  Messrs.  J.  P.  Collins  &  Ga, 
at    Norwicli,   Connecticut,   in   1883,  and   those    made  to    deter- 
mine the  efficiency  of  the  wheel  with  and  without  a  "draft-tube," 
or  '*  suction-pipe,''  at  the  testing  flume.     Table  11.  gives  the  dat^ 
obtained  l)y  test  of  the  wheel  without  draft-tube,  and  Table  III— 
gives  the  same  figures  as  obtained  when  the  draft-tube  was  ir^ 
place,   first   with   an  interior  inverted   cone  inserted  to  give  ^s 
smoothly  widening  passage  from  the  lower  side  of  the  discharge  or^ 
the  wheel  to  the  full  size  of  the  pipe,  and,  secondlyy  withoat  thL^ 
cone.     This  work  was  purely  experimental,  and  does  not  represen     ^ 
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nsual  work ;  it  showed  the  cone  not  to  be  here  of  advantage,  al- 
though it  should  act  as  a  diffuser.  The  measurement  of  wheel  and 
weir,  etc.,  are  given  in  the  tables,  and  all  figures  needed  for  cal- 
culations of  efficiency  as  before.  The  best  figures  are  the  follow- 
ing, the  head  varying  from  16.6  to  17.5  feet  as  the  demand  de- 
creases : 


Test  without  Dbaft-Tubb. 


Gate. 

Discharge. 

Rev. 

H.  P. 

Efficiency. 

Full 

1.00 

89 

97 

80.4 

0.748 

0.90 

96 

88 

78.9 

0.600 

0.82 

94 

71 

68.8 

0.508 

0.69 

80 

*  58 

65.9 

0.803 

0.52 

79 

86 

58.77 

Test  with  Draft-Tube  and  Cone  (Fig.  143). 


Gate. 

Rev. 

H.  P. 

Effic. 

1.00 

0.548 

0.297 

90 
87 
76 

103 
40 

83.78 
71.79 
54.98 

Test  without  Cone. 


1.00 

{              96 

103 

84.34 

0.548 

90 

70 

71.10 

0.297 

70 

37 

53.64 

The  draft-tube  is  evidently,  in  this  ease,  of  service,  giving  three 
or  four  per  cent,  increased  efliciency;  while  the  reduction  of  loss 
l>y contraction,  when  the  inverted  cone  is  introduced, is  unimportant. 
The  method  of  setting  the  cone  is  shown  in  Figure  143,  and  its 
dimensions  are  there  given.  Fig.  144  shows  the  curve  of  the  wheel 
buckets. 

These  figures  are  not  strictly  comparable  with  those  given  by 
to  and  other  wheels  as  ordinarily  set. 

The  following  record  of  the  test  of  a  large  Jonval  turbine,  in 
place  in  the  mill,  will  be  interesting  in  this  place  as  exhibiting  the 
efficiency  which  may  be  attained  in  this  form  of  wheel,  even  when 
^f  exceptionally  large  size,  and  also  as  showing  what  success  may 
be  secured  in  the  regulation  of  this  type  of  wheel.     It  will  be  ob 
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served  that  the  efhciiincy  is  t'emarkably  well  euetained  at  gates  even 
as  low  as  60  per  cent,  of  full  flow.  The  test  of  this  wheel  also  was 
made  by  tlie  engineer  of  the  Holyoke  Water-Power  Co.,  who  cer- 
tities  the  copy  fi-oiii  which  tlie  iigiircs  here  given  are  abstracted. 
The  wheel  was,  when  tested,  set  in  the  working  flume  of  the  Mer- 
rick Thread  Co.,  ready  for  its  work  of  driving  the  mill,  and,  when 
the  test  b^;an,  bad  not  been  in  use  an  hour.  It  may  be  expected, 
therefore,  that  it  will  improve  perceptibly,  after  working  long 
enough  to  get  its  bearings  smooth,  and  its  connections  in  good 
ehapa  The  performance  is  remarkably  uniform.  Altering  the 
speed  of  the  wheel  at  full-gate,  from  47|  to  76J  revolntions  per 
%  143.  Be.lj4. 


'"'J 

I 

I..1 

I 

minute,  tlie  efficiency  varied  but  Sj  per  cent.,  while  the  quantity 
of  water  discharged  varied  less  than  1  per  cent. 

The  regnlattoii  of  this  wheel  is  secured  by  adjustment  of  the 
guides.  This  was  one  of  the  regular  patterns  of  its  makers.  As  they 
state,  it  was  not  specially  prepared  for  the  test.  Two  96-inch 
wheels  of  this  class  have  been  adopted  by  the  same  mill  proprietors, 
recently.  These  flgiires  will  be  the  more  interesting,  as  a  really  effi- 
cient system  of  guides,  giving  good  part-gate  efficiency,  has  asnallj 
been  considered  as  something  to  be  hoped  for,  but  hardly  to  be  ex- 
pected, witli  this  class  of  wheels. 

Test  of  a  Colunb-Jonval  Tubbikb. 


Gate. 

DiK-ge. 

Held. 

Rev. 

W»tet. 

H.  P. 

Bfl. 

09W 

1090 

68.38 

118.46 

181.49 

85.06 

10,75 

68.00 

101.07 

U.681 

0.764 

16.05 

66.93 

87.66 

188.56 

7B.M 

0.547 

0.670 

17.13 

54.83 

77.19 

lllJO 

74.64 

0.433 

0.566 

66.86 

84.40 

S5.M 
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The  above  ie  the  btjst  performance  of  a  Jonval  wheel,  on  the 
whole,  of  which  the  writer  hae  been  able  to  obtain  antlientic  re- 
cords. The  test  is  "  No.  33,"  on  the  books  of  tlie  Holjoke  Water- 
Power  Co.,  and  was  made  November  16th,  183^  The  wheel  was  a 
"  right-hand  "  pattern. 

Tables  IV".,  V.,  VI.,  are  taken  from  the  record  books  of  tiie 
Holjoke  Water-Power  Co.,  for  the  purpose,  principally,  in  this 
connection,  of  showing  the  accuracy  of  the  work  done  at  tlie  uew 
flnme.  The  wheel  of  which  the  performance  is  given  in  these 
tables  was  36  inches  in  ontside  diameter,  and  of  the  Inward  and 
Downward  Flow  class.  When  first  tested,  its  performance  was  fo 
much  better  than  the  makers  had  anticipated,  that  it  was  concluded 
to  repeat  the  test.  The  second  trial  giving  an  equally  good  reenlt, 
it  was  feared  by  the  constrnctora  that  there  might  be  some  fault  of 


Tig.  149. 


Rg.:M. 


cotistrtiction  in  the  flume  or  of  method  in  calculation  ;  and  the 
writer  was  requested  to  investigate  these  points,  and  determine,  if 
piissible,  whether  it  would  be  safe  to  accept  the  values  of  efficiency 
reported.  The  third  trial  was  made  in  the  presence  of  the  writer, 
snd  the  data  taken  under  his  eye.  The  calculations  were  made  in 
the  customary  way,  and  the  results  were  then  compared  with  those 
given  by  the  earlier  trials,  as  the  beat  way  of  ascertnining  the  limits 
oi  probable  error  in  the  whole  operation.  The  tests  of  the  wheel 
Tere  made  in  the  usual  manner,  and  the  data  sent  into  the  office 
and  worked  up  precisely  as  is  customary  in  all  eases,  with  the  re- 
fults  given  in  the  tables.  Figures  145  and  116  give  the  section  of 
buckets  and  guides  measured  as  per  Table  VII.  Tlie  whole  series  ■ 
of  figures,  with  the  data,  were  furnished  to  the  writer,  from  the 
Iwks  of  liie  Company,  in  the  customary  form,  with  such  additional 
details  as  were  desired. 
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Comparing  the  figures  given  in  the  tables,  as  representing  the 
pertbrnianee  of  tlie  wheel  on  the  three  days  of  the  tests,  we  obtain 


the  following : 


performance  op  the  hercules  turbme. 

36"  Hercules. 

1st  Test. 


Gate. 

Prop.  DiHch. 

Head. 

Revs. 

H.  P.              Efficiency. 

i.roo 

0.800 
.645 
.490 

1.000 

0.875 

.752 

.608 

17.18 
17.35 
17.56 
17.80 

188 
132 
130 
130 

148 
134 
115.7 
89 

85.14 
86.94 
85.85 
79.89 

1.000 

0.796 

.654 

.489 


0.998 
.874 
.755 
.COO 


2d  Test. 


17.24 
17.47 
17.68 
17.00 


142 
139 
138 
135 


147 

184 

116 

86 


84.75 
86.18 
85.36 
78.16 


3d  Test. 


Proportional  Discharge. 


1.000 

1.000 

16,46 

141 

146 

85.80 

0.806 

0.884 

16.92 

137 

180 

87.08 

.047 

.749 

17.15 

185 

112 

86.88 

.489 

.606 

17.28 

180 

86 

80.05 

Line. 

Size. 

Name  of  Wheel. 

Bate  of  Tef  t. 

36" 

Ilercule?. 

Aag.  18.  1888. 

! 
Samo 

Wheel,  2d  Test. 

Oct  10,  1888. 

1 

3d     '* 

Oct.  18,  1888. 

By  discharge  is  lierc  meant  the  proportion  of  flow  to  the  flow 
at  full-^rate  when  giving  best  efficiency.  The  curve  given  with  the 
table,  Fig.  149,  exhibits  the  method  of  variation  of  efiiciency  with 
discharge. 

Studying  the  table  above  given,  and  comparing  tests  made  under 


THE   SYSTEMATIC  TESTIKG  OF  TURBINE  WATEEWHEECS.        407 

snbstaDtially  similar  eonditione,  it  ivill  be  seen  that  tlie  results  ob- 
t^iied  are  aubatartially  identical.  Thus,  at  ftill-gate,  witli  equal 
speeds,  as  in  the  second  and  third  trials,  the  efficiencies  are  within  one 
per  cent.,  and  the  speeds  within  one  revolntioii,  in  147,  of  being 
alike.  The  velocity  of  the  wheel  was  the  same  to  within  0.001  and  the 
measured  flow  of  water  differed  bnt  one-halt' cnbic  foot  per  second. 
The  best  speeds  cnrresponded  to  within  one  revolntioti  per  minute. 
The  same  comparison  being  made  between  the  tirst  and  second 
trials,  the  same  results  are  noted.  At  five-eighths  gate,  the  condi- 
tions at  the  three  trials  were,  as  it  happens,  almost  exactly  the  same. 
The  result  is,  that  tlie  calculated  efficiency  is  the  same  for  all, 
within  one-half  per  cent.  The  irregularities  to  be  found  in  the 
record  of  heads,  speeds,  and  flow,  in  any  two  cases,  are  invariably 
round  to  give  rise  to  equally  slight,  and  always  consistent,  irregii- 
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FiQ.  149. 
hrities  of  calculated  results.  A  careful  examination  of  these  sev- 
ff^l  eets  of  figuroa  lias  led  the  writer  to  the  conclusion  that  the 
Holvoke  Testing  Flume,  and  the  methods  of  observation  and  cal- 
™ation  employed  there,  are  capable  of  giving  the  efficiencies  of 
twbinea  tested  correctly  within  a  limit  of  error  of  certainly  less 
llian  one  per  cent.,  and  probably  to  within  one-half  of  one  per  cent, 
fwall  practical  purposes,  the  results  of  the  trials  of  turbine  wator- 
''heels,  at  the  Holyoke  flnnie,  may  be  taken  as  e.\act,  and  absolutely 
'fnstH-orthy. 

•ariatioiis  do  occur,  however,  in  the  actual  performance  of 
^Wlsof  nominally  identical  size  and  form,  and  even  when  inado 
'rom  the  same  patterns ;  but  it  is  now  well  known  that  it  is  ex- 
'remely  difficult  to  make  two  wheels  of  exactly  the  same  form,  or 
to  give  tlie  same  pertbrmanee.  Makers  can  rarely  construct  a  right, 
"nd  a  left-hand,  wheel  that  shall  give  the  same  cfHciency,  witliia 
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two  or  three  ))er  cent. ;  and  equal  differences  often  arise  among 
wheels  made  from  the  same  patterns,  in  consequence  of  the  warping 
of  tlie  patterns  in  the  sand,  when  of  wood,  or  even  warping  of  the 
eastings  tliemselves,  if  not  carefully  cooled  so  as  to  avoid  shrinkage 
strains.  Tests  of  any  one  wheel  are  evidently  of  no  great  value  in 
determining  the  probable  performance  of  any  other  wheel  of  even 
the.  same  size,  except  within  a  moderate  degree  of  approximation  ; 
and  they  may  be  entirely  misleading,  if  taken  as  a  gauge  of  the 
probable  efficiency  of  wheels  of  other  patterns  or  sizes.  New  pat- 
terns will  always  be  likely  to  give  new  figures  when  the  wheel 
made  from  them  is  tested. 

The  l)uilders  of  the  wheel,  the  performance  of  which  is  above 
given,  have  thirty-six  different  sizes  and  patterns  of  wheel,  all  of 
which  have  been  subjected  to  test  to  determine  the  efficiency,  best 
speeds,  etc.,  that  the  makers  may  safely  guarantee.  No  two  of 
the  wheels  thus  far  tested  have  given  precisely  the  same  figures, 
and,  in  some  cases,  the  differences  have  been  quite  considerable. 
Whenever  one  of  these  wheels  is  found  to  fall  below  the  efficiency 
that  the  makei*s  have  fixed  upon  as  a  minimum,  the  patterns  are 
altered  and  the  new  wheel  tested,  and  this  process  is  repeated,  if 
necessary,  until  that  size  is  brought  up  well  above  the  assumed 
limit.  The  wheel  is  then,  and  not  till  then,  put  upon  the  market. 
Thus,  the  followmg  tables  exhibit  the  behavior  of  a  pair  of  smaller 
wheels  of  the  same  make — a  right  and  a  left-hand  turbine  of  fifteen 
inches  diameter  each,  tested  at  the  Holvoke  flume.  The  results 
are  substantially  the  same,  the  left-hand  wheel  doing  a  little  the 
better  work,  but  it  is  not  usually  possible  to  secure  this  accordance 
in  any  two  newlv  made  turbines. 
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Report  of  Testa  ot  a  IG-iocb  Bight-band  Heronles  Turbine  Wlierl.  Brass  Bucketii<, 
No.  185,  made  Jauuir;  35.  16B3. 
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Testing  Flume  of  the  } 

UOLTOKE  WaTEK-I'OWEK  CO.  ,  UOLTOKE,  M ASS.  ) 

Report  of  Tests  of  a  15-inch  Left-hand  Hercules  Turbine  Wheel,  Brass  Backets. 

No.  149.  made  March  9,  1883. 
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A  51-ineli   L,  H.  wheel  tested  in  this  flume  Julj,  1883,  was 
reported  thus : 

Tests  of  a  SI"  Hebcclsb  Tdkbine. 
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The  method  of  working  up  the  data  secured  at  these  tests. is  ex- 
hibited iu  Fig.  X47,  and  well  illustrates  the  nicety  of  work  de- 
manded on  the  part  of  the  engineer  and  his  asBistauts.     As  lias 


Fio.  147. 


been  seen,  the  efEovt  is  made,  at  the  trials,  to  fiud  the  speeds  of 
best  work  for  the  several  iieads,  and  the  efficiencies  at  tlieee  best 
Tfiloeities  of  wheel.  As  tJie  velocities  given  on  the  records  of  the 
trial  are  taken  acecording  to  the  j'tidgment  of  the  engineer  in 
ciiarge  of  the  work,  and  at  intervals,  it  is  not  likely  that  the  best 
figures  obtained  will  be  those  of  the  very  best  conditions  attain- 
able; but  it  is  always  to  be  expected  that  the  very  best  speed  will 
lall  between  two  of  the  speeds  observed.  If  the  law  of  variation  of 
efficiency  and  of  velocity  of  wheel  can  be  determined,  however,  it 
becomes  easy  to  aecertain  where  the  true  maxiniinn  may  be  found, 
and  to  obtain  the  exact  value  of  the  efficiency  of  the  wheel  at  that 
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speed  of  maximum  efficiency.  This  is  very  easily  acc/Omplisbed  by 
laying  down  a  diagram  of  "proportional  discbarges"  and  efficien- 
cies, and  thus  obtaining  a  graphical  representation  of  the  required 
law  of  variation  of  efficienc}',  as  exhibited  in  its  relation  to  varia- 
tion of  the  quantity  of  water  discharged,  and  hence  to  the  speeds 
and  gates.  This  is  done  as  shown  in  Fig.  147,  on  section  paper  of 
any  convenient  scale.  A  diagram  is  constructed  for  each  series  of 
tests,  on  which  the  ordinates  represent  the  ratio  of  the  velocity  due 
the  total  head  to  the  velocity  of  the  periphery  of  the  wheel ;  while 
the  abscissas  measure  the  ratio  of  the  actual  discharge,  at  the  given 
speed,  to  the  "  unit  discharge,"  i.  e.,  to  the  quantity  of  water  pass- 
ing tlie  wheel  at  the  full-gate  discharge,  when  giving  the  best 
efficiency  of  the  wheel  at  that  gate.  This  diagram  is  constructed 
by  plotting  the  figures  given  for  several  points  in  the  curve,  as 
calculated  from  the  corresponding  tests  made  during  the  trial  of  the 
wheel,  and  then  striking  through  these  points  a  smooth  curve  which 
represents  the  law  required.  The  maximum  abscissa  of  this  curve 
— which  abscissa  may,  but  probably,  in  any  given  case,  will  not, 
fall  at  any  one  of  the  points  determined  by  experiment — wherever 
it  may  come,  is  the  point  which  measures  the  maximum  efficiency 
of  the  turbine  at  the  given  gate,  and  determines  the  best  speed 
and  discharge  of  the  wheel,  corresponding  to  that  gate  and 
efficiency.  This  operation  is  repeated  for  each  of  the  gates 
adopted  at  the  trial  of  the  wheel,  and  thus  the  maximum  efficiency 
attainable  at  each  gate  is  determined,  and  the  best  speed  of  wheel, 
under  the  given  head  and  at  the  given  gate-opening,  is  made 
known.  The  law  of  variation  of  best  speeds,  and  of  highest 
efliciency,  is  also  ascertained,  for  the  whole  range  of  working  of 
the  wheel.  Thus,  Fig.  147  gives  the  curves  found  for  the  turbine 
tested  for  the  writer,  as  already  described,  for  the  five  difiTerent 
gates  at  which  its  efficiency  was  observed. 

Fig.  148,  in  a  similar  manner,  represents  the  curves  obtained, 
both  for  the  maximum  and  for  mean  efficiency,  from  full  discliarge 
to  0.75,  and  from  full  to  0.5  respectively,  from  the  15-inch  wheels 
of  wlilcth  the  "7r>y«"  of  test  have  been  just  given.  By  "gate,"  in 
these  last  cases,  is  meant  the  opening  of  the  gate,  as  actually 
shown  by  the  wheel  at  the  time,  and  b^  "full  discliarge"  is  here 
meant  the  discharge  at  full-gate  when  the  wheel  is  working  at 
full-gate  and  at  maximum  efficiency.  In  the  last  diagrams,  alsOi 
the  figures  above  the  curve  represent  the  proportion  existing  be- 
tween the  velocity  of  the  periphery  of  the  wheel,  on  the  receiving 
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eide,  ftt  tlie  epeed  wliieli 
gives  maximum  aver- 
age efficiency  from  full 
to  half-gate,  or  to 
three-fourths  gate,  as 
the  case  may  be,  to 
the  velocity  due  the 
full  head  onthewheel. 
This  last  "  velocity 
ratio"  is  sometimes  the 
same  for  both  curves. 

The  proprietors  of 
the  flume  now  identify 
wheels  tested  by  a 
leaden  dial  securely 
fastened  to  the  wheel. 

The  formula  used  for 
computing     the     flow 
over  the  weir  is  that  of 
Mr,  James  B.  Francis.* 
Q=3.S3{L-0.1nd)d^, 
in     which     Q    is    the 
nnmber   of  cubic  feet 
flowing  per  second,  Z 
the  length  of  the  weir 
in  feet,  d  the  deptli  of 
water  over  the  weir  in 
feet,  and  n  is  the  num-  > 
ber   of    "end-contrac-   I 
tioDs."     To  secure  ac-   | 
cnraey  in  the  applica-   j 
tlon  of  the  formula,  the   i 
np-stream  edge  of  the   j 
nest   of    the    weir  is   " 
made  straight,    shai'i), 
find    smooth — usually 
by  constructing  it  with 
an  iron  edge,  chamfered 
6W[]ly,     and    fitting 
eimijar  aj>ertiires  at  the 
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sides;  the  deptli  of  tlie  water  in  the  race  approachins:  the  weir  is 
made  considerable,  to  prevent  the  velocity  of  approach  becoming 
so  great  as  to  affect  the  results.  Occasionally  the  weir  is  carried 
out  to  the  full  width  of  the  raceway  and  then  has  no  side 
contractions.  The  weir  at  Holyoke  is  often  used  without  end- 
contniction,  being  then  20  feet  long,  in  which  case  the  second  tenn 
in  the  parenthesis  is  zero;  or  the  flume  may  be  used  with  end 
contractions,  2,  4,  6,  8,  10,  12  and  14  feet  apart. 

The  establishment  of  the  Testing  Flume  at  Holyoke  is  the  last 
great  step  taken  in  the  development  of  the  system  of  testing  tur- 
bines, which  has  now  been  described  at  such  great  length.  Its  suc- 
cess, and  the  excellence  of  its  work,  will  undoubtedly  lead  to  tlie 
construction  of  other  flumes  of  a  similar  kind,  public  and  private, 
in  other  parts  of  the  country,  and  the  plan  of  working  up  tlie 
efficiency  of  new  sizes  and  styles  of  wheels,  by  careful  test,  and  the 
method  of  sale  now  becoming  usual — basing  the  contract  upon  tlie 
guaranteed  performance  of  the  wheel,  and  determining  the 
efficiency  of  the  wheel  by  trial  at  the  flume — will  unquestionably 
become  the  customary  method  of  dealing  in  such  motors,  through- 
out the  United  States,  and  probably  throughout  the  world.  An 
advance  of  this  character  once  effected,  the  improvement  is  never 
lost,  but  the  new  ways  become  a  part  of  the  business  methods  of  the 
country.  The  result  of  the  introduction  of  this  system  of  test  has 
already  been  seen  in  the  improved  performance  of  turbines  as  sent 
into  the  market  by  the  best  makers;  and,  although  the  opportun- 
ity for  further  improvement  of  the  best  wheels  is  evidently  not 
great,  the  custom  of  making  and  selling,  guided  by  tests,  will  lead 
to  the  regular  production  of  turbines  of  maximum,  and  uniform 
efficiency  and  power.  The  gain  in  the  latter  direction  is  already 
very  great,  as  will  be  seen  by  comparing  the  powers  and  sizes  of  the 
last  wheels  of  which  the  records  are  given,  with  that  of  the  Boy- 
den-Fourneyron  wheel  presented  on  an  etirlier  page.  The  difiEer- 
encc  in  cost  in  favor  of  the  modern  wheel  is  fully  commensurate 
with  the  gain  in  economy  and  in  power. 

Tlie  Holyoke  Flume  will  probably  long  be  considered  the 
standard  flume  of  the  United  States ;  but  it  cannot  be  long  before 
every  water-power  company  will  have  a  flume  of  its  own,  and  every 
large  manufacturer  of  turbines  will  erect  a  private  testing  flume; 
and  the  business  of  building  and  introducing  such  motors  will 
thus  become  settled,  at  a  very  early  date,  upon  a  substantial  and 
satisfactory  basis. 


THE  SYSTEMATIC  TESTING  OP  TCRBINE  WATER-WHEELS.         415 


DISCUSSION. 

Mr.  Samuel  Webber. — I  have  been  very  much  pleased  with  the 
clear  and  full  history  of  systematic  turbine  testing,  in  the  United 
States,  given  by  Professor  Thurston,  and  agree  with  him  fully, 
that  all  turbines  should  be  tested,  and  carefully  tested,  before 
being  put  on  the  market ;  and  I  know  that  this  can  be  correctly 
done  at  the  Hotyoke  testing  flume,  as  now  arranged  by  Mr. 
HerscheL 

There  have  been  some  remarkable  tests  repoi*ted  from  the  Old 
Flume,  which  it  has  been  impossible  to  repeat  or  duplicate,  at 
a  later  date  with  the  same  wheels,  and  the  90  per  cent,  test 
of  the  Risdon  wheel,  referred  to  by  Professor  Thurston,  is  one  of 
them.  I  have  no  doubt  of  the  correctness  of  the  Centennial  test, 
which  gave  .8768  per  cent,  net  effect  from  this  wheel,  for  other 
wheels  tested  by  other  engineers,  in  various  places,  con-oborate  it 
very  closely,  but  J  have  never  myself  got  so  high  a  result  from 
any  other  wheel ;  and  it  should  also  be  noted  that  the  very  high 
efficiency  reported  from  some  wheels  has  been  usually  found 
tested  of  very  small  wheels,  of  fifteen  or  twenty  inch  diameter, 
where  a  very  considerable  effect  might  be  exercised  upon  the 
wheel  by  the  man  who  handled  the  lever  at  the  brake. 

There  was  probably  more  or  less  error  in  the  tests  at  the  Cen- 
tennial Exposition,  from  the  thinness  of  the  iron  of  the  testing 
curb  and  penstock,  which  caused  them  to  spring  more  or  less 
with  the  load  of  the  water,  and  made  some  of  the  wheels  bind  in 
their  cases,  or  on  the  steps,  but  the  error  cannot  have  been  very 
great,  and  in  the  test  of  the  Risdon  wheel,  which  ran  very  freely, 
were  probably  not  to  be  noticed. 

There  is  now  and  then  a  wheel  turned  out  which  gives 
remarkable  and  unaccountable  results,  as  in  the  case  of  the  Her- 
cules wheel,  reported  by  Professor  Thurston,  of  which  I  had  pre- 
viously heard  from  Mr.  Herschel,  and  of  the  correctness  of  which 
I  have  no  doubt,  but  my  own  results  with  this  type  of  wheel  will 
vary  between  eighty-one  and  eighty-four  per  cent,  net  effect. 

I  have  since  that  time  tested  another  turbine  of  the  same 
make  as  one  of  those  tested  at  the  Centennial,  but  of  much  larger 
size  and  greater  power,  and  the  results  confirm  each  other  so 
closely  that  I  am  tempted  \o  quote  and  compare  them  here  in  cor- 
roboration of  the  statement  that  these  records  may  be  made  sub- 
stantial and  satisfactory.     I  refer   to  the  "  Geyelin  "  Turbine,  a 
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wheel  of  the  **  Jonval,"  or  downward  discharge  type,  built  by 
Messrs.  R.  D.  "Wood  &  Co.,  of  Philadelphia,  and  the  other  wheel 
was  eightj'-four  inches  in  diameter,  and  was  tested  in  the  pit  of 
the  John  P.  King  mill,  at  Augusta,  Ga.,  and  the  comparison  of 
the  two  tests  is  given  below : 
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The  head  of  water  acting  on  the  wheels  happened  to  be  iden- 
tical in  both  cases,  vh,:  29.30  ft.,  but  the  result  attained  under  cir- 
cumstances so  widely  different  in  all  other  respects  is  remarkable, 
and  shows  how  accurately  turbines  can  be  constructed.  These 
tests  were  both  made  at "  full  gate,"  and  no  pai*tial  gate  tests  were 
made  or  desii'ed  of  the  wheel  at  Augusta,  which  had  been  guar- 
anteed to  475  HP.  under  32  ft  head,  the  result  showing  that  it 
would  have  given  534  HP. 

In  such  a  case  as  this  it  will  probably  be  always  necessary  to 
test  the  wheel  "  in  »i7?/,"  but,  as  a  rule,  for  all  wheels  of  ordinary 
or  moderate  dimensions,  such  a  testing  flume  as  that  of  the  Hol- 
yoke  Water-power  Co.,  where  wheels  can  be  tried  by  disinterested 
and  unprejudiced  engineers  at  very  much  less  cost  than  it  can  be 
possibly  done  on  the  spot  where  they  are  to  be  used,  must  be  con- 
sidered as  of  the  greatest  advantage,  and  as  a  boon  not  only  to 
the  engineering  profession,  but  to  the  public  at  lai*ge. 

The  Presidetif. — As  the  paper  is  historical  I  do  not  know  but 
that  it  would  interest  yon  for  me  to  give  you  an  instance  of  the 
testing  of  a  water-wheel  which  maj'  possibly  be  useful  beoause  of 
the  cheapness  and  simplicity  of  the  means  employed. 

Some  years  ago  there  was  a  couple  of  young  men  in  Bhode  Island 
named  Brown,  who,  by  the  way,  were  themselves  cradled  by  water- 
power,  their  father  having  attached  a  connection  from  the  shafting 
of  his  mill  to  their  cradle ;  and,  as  a  consequence,  they  were  gen- 
iuses. One  daj'  they  came  to  the  shop  where  I  was  at  work  and 
stated  that  they  had  invented  a  water-wheel  which  was  very  much 
superior  to  Stillman's  wheel,  which  was  the  favorite  wheel  of  the 
neighborhood,  claiming  that  they  had  got  thirteen  and  a  half  per 
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cent,  better  results.  On  being  asked  by  Mr.  Cottrell  how  they 
got  at  that  result,  they  said  that  they  had  made  a  very  careful 
test.  They  had  made  two  models,  one  of  their  wheel  and  one  of 
Stillman's  wheel,  both  of  exactly  the  same  size  and  the  same 
openings.  They  put  them  into  the  same  penstock,  so  that  they 
both'had  exactly  the  same  head.  Then,  to  make  sure  that  they 
used  the  same  amount  of  water,  they  measured  the  water  that 
came  through  in  a  pail  and  weighed  it.  While  running  under 
these  similar  conditions  they  took  the  spindle  of  one  wheel  be- 
tween the  thumb  and  finger  of  one  hand  and  the  spindle  of  the 
other  wheel  between  the  thumb  and  finger  of  the  other  hand,  and 
as  near  as  they  could  judge,  there  was  thirteen  and  a  half  per  cent, 
difference ! 

Mr,  Chas.  E.  Emery, — The  paper  refers  to  the  turbine  tests 
conducted   at  the    Centennial    International    Exhibition,   1876. 
There  are  some  reminiscences  of  those  trials  which  will  be  inter- 
esting to  a  body  of  engineers,  but  which  it  was  thought  better  to 
omit  in  the  general  report  of  the  Judges  of  Group  XX.,  written 
by  the  writer,  as  that  work  was  designed  for  more  general  circu- 
lation.    The  elevated  tank  and  pool  below  it  in  the  Hydraulic 
Annex  to  Machinery  Hall  were  designed  under  the  direction  of 
the  late  John  S.  Albert,  Chief  Engineer,  U.  S.  N.,  and  at  the 
time  Chief  of  the  Bureau  of  Machinery  of  the  Exhibition, — one 
object  being  to  form  a  water-fall  as  a  feature  of-  general  interest 
in  the  Exhibition,  and  another  to  enable  the  turbines  to  be  tested 
by  providing  pumps  of  sufficient  capacity  from  the  pool  to  the 
tank.     The  writer  was  appointed  by  the  Judges  of  Group  XX 
Chairman  of  a  Committee  to  superintend  the  tests  of  water  motors, 
and  imder  his  direction  the  weir  and  approach  were  constructed. 
The  approach  was  built  within  the  pool  at  one  side,  being  inclosed 
by  brick  walls  running  to  the  bottom  and  forming  a  box  with  the 
weir  at  one  end  in  which  the  water  could  be  raised  to  a  higher 
level  than  that  in  the  pool  sufficient  to  give  the  necessary  fall.     It 
had  been  intended  to  make  these  tests  typical  ones,  utilizing  all 
the  pubUshed  information  on  the  subject  and  einploying  as  ob- 
servers some  young  gentlemen  who  had  previously  had  personal 
experience  with  Mr.  Francis.     It  was  generally  understood  at  the 
Exhibition  that  all  experiments  were  to  be  made  by  and  under 
the  direction  of  the  Judges,  and  that  the  executive  force  in  the 
different  departments  would  furnish  the  necessary  facilities,  and 
this  was  carried  out  in  such  of  the  scientific  groups  of  Judges  as 
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made  experiments.  The  Bureau  of  Machinery,  however,  had  dif- 
ferent views  and  considered  that  that  Bureau  should  make  any 
experiments  with  the  machinery;  the  Judges  reporting  to  its 
Chief  in  that  matter  instead  of  to  the  Bureau  of  Awards  from 
which  they  received  their  appointments  and  to  which  they  made 
their  ropoi*ts.  The  fact,  too,  that  one  of  the  Judges  of  Group, XX., 
if  he  had  remained  in  the  naval  service,  would  have  been  very 
much  the  junior  officer  of  the  Chief  of  the  Bureau  of  Machinery 
undoubtedly  had  its  influence.  The  final  result  was  that  the 
Bureau  of  Machinery,  ignoring  the  arrangements  of  the  Judges, 
suddenly  decided  that  there  should  be  an  expert  employed  to  con- 
duct the  turbine  experiments  and,  proper  authority  being  obtained 
(though  without  the  knowledge  of  the  Judges),  Mr.  Samuel  Web- 
ber was  selected  for  the  purpose  to  report  to  the  Bureau  of  Ma- 
chinery. Mr.  Webber  being  already  a  Judge  in  another  Group, 
and  knowing  nothing  of  the  contention  above  referred  to,  the 
Judges  of  Group  XX.,  having  full  confidence  in  Mr.  Webber's 
professional  attainments,  simply  evaded  the  difficulty  by  appoint- 
ing him  an  associate  member  of  that  Group  under  authority  con- 
tained  in  the  Rules ;  and  as  the  only  object  was  to  obtain  reliable 
and  creditable  results,  the  writer  undertook  to  co-operate  with  Mr. 
Webber  in  the  conduct  of  the  work.  This,  however,  did  not  prove 
an  easy  task,  as  Mr.  Webber  had  made  a  great  many  tests,  had 
acquired  certain  methods  of  his  own,  and  did  not  care  to  go  into 
many  of  the  refinements  which  such  an  opportunity  would  have 
made  of  great  scientific  value.  W^hile  he  was  pleased  with  the 
action  of  the  Judges,  he  evidently  felt,  moreover,  that  his  authority 
was  from  another  source,  and  insisted  practically  on  having  his 
own  way,  and  under  the  circumstances  little  else  could  be  done. 
The  original  design  was  such  that  the  water  was  necessarily  at!- 
mitted  to  the  weir  approach  at  the  side,  so  that,  although  ample 
provision  had  been  made  in  the  length  of  the  approach,  the  cur- 
rent on  the  side  opposite  the  inlet  was  very  much  the  stronger. 
The  speaker  suggested  a  series  of  baffling  screens  or  racks,  such 
as  are  described -in  Mr.  Francis's  work,  and  finally  a  single  one  was 
hastil}'  applied,  but  with  the  spaces  between  the  bars  so  wide  that 
there  was  still  ample  area  for  the  water  with  greater  velocity  to 
pass  along  the  side  where  it  did  before.  Any  further  improvements 
were,  however,  considered  unnecessary  by  Mr.  Webber,  and  the 
experiments  were  conducted  with  the  water  approaching  the  weir 
at  very  different  velocities  on  the  two  sides;  and,  moreover,  on 
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acconnt  of  the  recoil  of  the  current  from  one  side  of  the  approach, 
floating  bits  of  wood  showed  that  all  of  the  water  did  not  approach 
the  weir  at  a  right  angle,  and  the  evidence  of  this  deflected  cur- 
rent was  sufficiently  marked  to  show  a  ridge  in  the  crest  of  the 
fall  at  the  weir  itself.  Mr.  Francis  in  his  work  states  that  precau- 
tion is  necessary  to  obtain  uniform  velocity  of  approach  to  the 
weir  and  prevent  cross  currents  from  impinging  upon  the  open- 
ings in  the  hook  gauge  box.  Of  coui'se,  it  is  impossible  to  tell 
just  how  much  difference  the  neglect  of  these  precautions  made  in 
this  case.  It  is  satisfactory  to  know  that  the  general  results  cor- 
respond in  general  with  other  tests  made  of  the  same  turbines 
at  other  places,  though  Professor  Thurston  calls  attention  to  some 
apparent  discrepancies.  The  writer  was  necessarily  obliged  to  re- 
tire, and  although  the  younger  Messrs.  Webber  were  kind  enough 
to  obtain  templates  of  the  blades  and  much  of  the  information 
which  he  had  intended  to  analyze  and  discuss,  there  was  no  pro- 
vision for  the  employment  of  proper  assistants  to  do  that  work 
in  the  way  that  those  who  are  accustomed  to  make  experiments 
know  would  be  necessary,  and  there  being  at  the  time  some 
doubt  as  to  the  value  of  the  experiments  thus  conducted,  nothing 
further  was  done.*  Mr.  Webber  reported  to  the  Bureau  of  Ma- 
chinery, and  his  report  also  appears  in  the  general  report  of  the 
Judges  of  Group  XX. 

This  matter  is  mentioned  only  for  the  purpose  of  showing  engi- 

*  The  writer  was  also  Chairman  of  the  Committee  on  boiler  tests,  and  after 
procaring  the  necessary  authority  tiom  the  Executive  Committee  of  the  Exbibi- 
tion  through  the  Bureau  of  Awards,  the  tests  were  actually  conducted  under  the 
direction  of  the  Committee  of  the  Judges  and  in  the  immediate  charge  of  an 
as^istaQt  from  the  writer's  office  selected  by  himself.  The  assistant  necessarily 
remained  in  Philadelphia  where  he  could  receive  his  pay  under  the  eye  of  the 
Centennial  authorities  while  computing  results,  and  an  arrangement  was  made 
with  him  wherel>y  he  consented  to  report  the  results  of  the  experiments  as  an 
expert  to  the  Bureau  of  Machinery,  entirely  ignoring  the  Judges,  and  hia  services, 
with  that  of  others,  were  utilized  in  other  work  in  closing  up  the  affairs  of  tlie 
Exhibition.  The  boiler  repoit  was  at  first  actually  printed  as  made  by  the  wri- 
ter's ashistant,  but  reported  to  the  Bureau  of  Machinery,  in  spite  of  tbe  protests 
of  the  writer  and  the  Judges  of  Group  XX.,  who  refused  to  do  more  work  until 
it  was  corrected.  The  general  body  of  Judges  took  the  matter  in  liand,  and  a 
protest  signed  by  a  large  number  of  them,  headed  by  Professor  Henry,  failed  to 
accomplish  the  object.  Finally,  the  writer  was  enabled  to  have  tiie  original 
boiler  report  withdruwft  and  one  by  the  Committee  of  Judges  substituted  in  its 
place  ,  a  single  letter,  from  a  political  friend  to  the  Director  General,  having  ap- 
parently more  effect  than  the  respectful  protest  of  the  representative  scientific 
men  called  to  act  as  Judges  during  the  Exhibition. 
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neers  the  difficulties  which  arise  frequently  in  attempting  work 
of  investigation,  and  will  serve  also  to  call  attention  to  the  very 
complete  directions  given  in  Francis's  HydraxiUc  Ecperiments  in 
regard  to  experiments  of  this  character. 

The  writer  has  interested  himself  in  deducing  'the  probable 
reason  why  the  results  were  as  good  as  they  proved.  He  had 
arranged  the  hook  gauge  box  outside  the  approach  opposite  the 
back  of  the  weir,  building  practically  a  short  brick  chimney  on 
the  bottom  of  the  pool,  provided  with  a  perforated  pipe  leading 
across  the  bottom  of  the  approach  close  behind  the  weir.  Mr. 
Webber  immediately  declared  this  position  wrong  and  put  a 
wooden  box  down  inside  the  approach,  further  back  from  the 
weir.  In  fact  there  was  no  objection  to  either  position,  except 
that  his  box  reduced  the  area  of  the  approach,  as  Mr.  Francis 
had  made  an  elaborate  series  of  experiments,  showing  that  the 
statical  pressures  close  behind  the  face  of  a  weir  and  for  several 
feet  back  of  that  point  are  identical,  although  of  course  the  actual 
depth  of  water  varies  greatly  on  account  of  the  slope  of  the  fall. 
It  has  occurred  to  the  writer  that  the  whole  mass  of  water  in 
motion  at  or  near  a  fall  is  necessarily  in  a  state  of  equilibrium, 
the  water  in  motion  taking  positions  which  will  balance  the  water 
comparatively  at  rest  in  the  bottom,  and  that  therefore  even  the 
ridge  on  the  crest  of  the  weir,  showing  a  meeting  of  conflicting 
currents  at  that  point,  was  all  averaged  in  with  the  varying  heights 
at  other  points,  and  the  average  fcorrectly  shown  by  the  height  in 
the  hook  gauge  box.  Notwithstanding  this  theory,  it  is  not 
recommended  that  other  experimenters  neglect  the  evidently  wise 
precaution  given  in  Mr.  Francis's  elaborate  work  on  the  general 
subject. 
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« 

A  METHOD  OF  EVAPORATING  BY  EXHAUST  STEAM. 

BY  ALBERT  8TEARN9,  BROOKLYN,  N.  Y. 

(Member  of  the  Society.) 

Having  occaBion  to  evaporate  considerable  quantities  of  alkaline 
liquors,  the  writer  utilized  the  exhaust  steam  from  an  engine  to 
aid  in  this  work,  bj  means  of  the  Evaporating  Pan,  herein  illus- 
trated (Figs.  152  and  153),  which  has  been  in  successful  operation 
for  several  years. 

The  pan  is  17'  6"  x  11'  0"  x  1'  6''  deep,  supported  by  timbers 
resting  upon  four  jack  screws,  by  which  it  may  be  lowered  for 
cleaning  or  repairs.  It  has  thirteen  partitions  running  crosswise 
of  the  pan,  each  8'  9"  long,  placed  equidistant  between  the  ends  of 
the  pan,  and  so  arranged  that  liquors  entering  at  the  upper  end 
must  travel  in  a  serpentine  course  fourteen  times  across  the  pan 
to  reach  the  outlet  at  the  lower  end,  it  being  set  on  a  small  incline, 
to  aid  this  flow. 

Hnng  between  these  partitions,  from  overhead  supports,  are 
oval  cast-iron  flanged  pipes,  of  9"  x  5"  inside  diameter  connected 
by  return  bends  passing  around  the  open  ends  of  the  partitions ; 
this  pipe  has  a  5"  inlet  on  top  at  the  upper  end,  and  a  4"  outlet  on 
top  of  the  lower  end  for  escape  of  surplus  steam,  which  is  led  to  a 
coil  of  pipes  in  a  warming  tank  (not  shown)  from  which  the  warm 
liquors  are  continuously  supplied  to  the  pan.  Directly  under  the 
4"  outlet  is  a  \\"  pipe  for  the  removal  of  condensed  water ;  this 
pipe  is  turned  smooth  on  the  outside  and  passes  down  through  a 
stuffing  box  un  the  under  side  of  the  pan,  thus  permitting  it  to  be 
lowered  without  disturbing  the  pipes. 

The  liangers  support  the  cast  pipe  near  the  bends,  alternately  at 
the  front  and  back.  Fig.  152  shows  all  the  front  hangers  but  only 
one  of  the  back  hangers  at  the  letter  a.  Bolted  to  the  pipe-hangers 
are  brackets  carrying  the  shafts  of  agitators  wliich  reach  nearly  across 
the  pan  ;  these  revolve  within  a  circle  of  10"  and  are  formed  of  four 
28 
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neers  the  difficulties  which  arise  frequently  in  attempting  work 
of  investigation,  and  vnW  serve  also  to  call  attention  to  the  very 
complete  directions  given  in  Francis's  Hydraulic  ExpeHments  in 
regard  to  experiments  of  this  character. 

The  writer  has  interested  himself  in  deducing  'the  probable 
reason  why  the  results  were  as  good  as  they  proved.  He  had 
arranged  the  hook  gauge  box  outside  the  approach  opposite  the 
back  of  the  weir,  building  practically  a  short  brick  chimney  on 
the  bottom  of  the  pool,  provided  with  a  perforated  pipe  leading 
across  the  bottom  of  the  approach  close  behind  the  weir.  Mr. 
Webber  immediately  declared  this  position  wrong  and  put  a 
wooden  box  down  inside  the  approach,  further  back  from  the 
weir.  In  fact  there  was  no  objection  to  either  position,  except 
that  his  box  reduced  the  area  of  the  approach,  as  Mr.  Francis 
had  made  an  elaborate  series  of  experiments,  showing  that  the 
statical  pressures  close  behind  the  face  of  a  weir  and  for  several 
feet  back  of  that  point  are  identical,  although  of  course  the  actual 
depth  of  water  varies  greatly  on  account  of  the  slope  of  the  falL 
It  has  occurred  to  the  writer  that  the  whole  mass  of  water  in 
motion  at  or  near  a  fall  is  necessarily  in  a  state  of  equilibrium, 
the  water  in  motion  taking  positions  which  will  balance  the  water 
comparatively  at  rest  in  the  bottom,  and  that  therefore  even  the 
ridge  on  the  crest  of  the  weir,  showing  a  meeting  of  conflicting 
currents  at  that  point,  was  all  averaged  in  with  the  varying  heights 
at  other  points,  and  the  average  fcon^ectly  shown  by  the  height  in 
the  hook  gauge  box.  Notwithstanding  this  theory,  it  is  not 
recommended  that  other  experimenters  neglect  the  evidently  wise 
precaution  given  in  Mr.  Francis's  elaborate  work  on  the  general 
subject. 
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A  METHOD  OF  EVAPORATING  BY  EXHAUST  STEAM. 

BY  ALBERT  8TEARN9,  BROOKLYN,  N.  Y. 

(Member  of  the  Society.) 

Having  occasion  to  evaporate  considerable  quantities  of  alkaline 
liquors,  the  writer  utilized  the  exhaust  steam  from  an  engine  to 
aid  in  this  work,  by  means  of  the  Evaporating  Pan,  herein  illus- 
trated (Figs.  152  and  153),  which  has  been  in  successful  operation 
for  several  years. 

The  pan  is  17'  6"  x  11'  0"  x  V  6"  deep,  supported  by  timbers 
resting  upon  four  jack  screws,  by  which  it  may  be  lowered  for 
cleaning  or  repairs.  It  has  thirteen  partitions  running  crosswise 
of  the  pan,  each  8'  9"  long,  placed  equidistant  between  the  ends  of 
the  pan,  and  so  arranged  that  liquors  entering  at  the  upper  end 
mast  travel  in  a  serpentine  course  fourteen  times  across  the  pan 
to  reach  the  outlet  at  the  lower  end,  it  being  set  on  a  small  incline, 
to  aid  this  flow. 

Hong  between  these  partitions,  from  overhead  supports,  are 
oval  cast-iron  flanged  pipes,  of  9"  x  5"  inside  diameter  connected 
by  return  bends  passing  around  the  open  ends  of  the  partitions ; 
this  pipe  has  a  5"  inlet  on  top  at  the  upper  end,  and  a  4"  outlet  on 
top  of  the  lower  end  for  escape  of  surplus  steam,  which  is  led  to  a 
coil  of  pipes  in  a  warming  tank  (not  shown)  from  which  tlie  warm 
liquors  are  continuously  supplied  to  the  pan.  Directly  under  the 
4"  outlet  is  a  1\"  pipe  for  the  removal  of  condensed  water ;  this 
pipe  is  turned  smooth  on  the  outside  and  passes  down  through  a 
stufling  box  vn  the  under  side  of  the  pan,  thus  permitting  it  to  be 
lowered  without  disturbing  the  pipes. 

The  liangers  support  the  east  pipe  near  the  bends,  alternately  at 
the  front  and  back.  Fig.  152  shows  all  the  front  hangers  but  only 
one  of  the  back  hangers  at  tlie  letter  a.  Bolted  to  tlie  pipe-hangers 
are  brackets  carrying  the  sjiaf  ts  of  agitators  which  reach  nearly  across 
the  pan ;  these  revolve  within  a  circle  of  10"  and  are  formed  of  four 
28 
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neers  the  diflSculties  which  arise  frequently  in  attempting  work 
of  investigation,  and  will  seiTe  also  to  call  attention  to  the  very 
complete  directions  given  in  Francis's  Hydraulic  Expet^meiits  in 
regard  to  experiments  of  this  character. 

The  writer  has  interested  himself  in  deducing  'the  probable 
reason  why  the  results  were  as  good  as  they  proved.  He  had 
arranged  the  hook  gauge  box  outside  the  approach  opposite  the 
back  of  the  weir,  building  practically  a  short  brick  chimney  on 
the  bottom  of  the  pool,  provided  with  a  perforated  pipe  leading 
across  the  bottom  of  the  approach  close  behind  the  weir.  Mr, 
Webber  immediately  declared  this  position  wrong  and  put  a 
wooden  box  down  inside  the  approach,  further  back  from  the 
weir.  In  fact  there  was  no  objection  to  either  position,  except 
that  his  box  reduced  the  area  of  the  approach,  as  Mr.  Francis 
had  made  an  elaborate  series  of  experiments,  showing  that  the 
statical  pressures  close  behind  the  face  of  a  weir  and  for  several 
feet  back  of  that  point  are  identical,  although  of  course  the  actual 
depth  of  water  varies  greatly  on  account  of  the  slope  of  the  fall. 
It  has  occurred  to  the  writer  that  the  whole  mass  of  water  in 
motion  at  or  near  a  fall  is  necessarily  in  a  state  of  equilibrium, 
the  water  in  motion  taking  positions  which  will  balance  the  water 
comparatively  at  rest  in  the  bottom,  and  that  therefore  even  the 
ridge  on  the  crest  of  the  weir,  showing  a  meeting  of  conflicting 
currents  at  that  point,  was  all  averaged  in  with  the  varying  heights 
at  other  points,  and  the  average  feon-ectly  shown  by  the  height  in 
the  hook  gauge  box.  Notwithstanding  this  theory,  it  is  not 
recommended  that  other  experimenters  neglect  the  evidently  wise 
precaution  given  in  Mr.  Francis's  elaborate  work  on  the  general 
subject. 
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BT  ALBERT  8TEARN9,  BBOOKLTN,  N.  Y. 

(Member  of  the  Society.) 

Having  occasion  to  evaporate  considerable  quantities  of  alkaline 
liquors,  the  writer  utilized  the  exhaust  steam  from  an  engine  to 
aid  in  this  work,  by  means  of  the  Evaporating  Pan,  herein  illus- 
trated (Figs.  152  and  153),  which  has  been  in  successful  operation 
for  several  years. 

The  pan  is  17'  6"  x  11'  0"  x  V  6"  deep,  supported  by  timbers 
resting  upon  four  jack  screws,  by  which  it  may  be  lowered  for 
cleaning  or  repairs.  It  has  thirteen  partitions  running  crosswise 
of  the  pan,  each  8'  9"  long,  placed  equidistant  between  the  ends  of 
the  pan,  and  so  arranged  that  liquors  entering  at  the  upper  end 
must  travel  in  a  serpentine  course  fourteen  times  across  the  pan 
toreacli  the  outlet  at  the  lower  end,  it  being  set  on  a  small  incline, 
to  aid  this  flow. 

Hung  between  these  partitions,  from  overhead  supports,  are 
oval  cast-iron  flanged  pipes,  of  9"  x  5"  inside  diameter  connected 
by  return  bends  passing  around  the  open  ends  of  the  partitions ; 
this  pipe  has  a  5"  inlet  on  top  at  the  upper  end,  and  a  4"  outlet  on 
top  of  the  lower  end  for  escape  of  surplus  steam,  which  is  led  to  a 
coil  of  pipes  in  a  warming  tank  (not  shown)  from  which  tlie  warm 
liquors  are  continuously  supplied  to  the  pan.  Directly  under  the 
4"  outlet  is  a  \\"  pipe  for  the  removal  of  condensed  water ;  this 
pipe  is  turned  smooth  on  the  outside  and  passes  down  through  a 
stnfling  box  un  the  under  side  of  the  pan,  thus  permitting  it  to  be 
lowered  without  disturbing  the  pipes. 

The  liangers  support  the  cast  pipe  near  the  bends,  alternately  at 
the  front  and  back.  Fig.  152  sliows  all  the  front  hangers  but  only 
one  of  the  back  hangers  at  the  letter  a.  Bolted  to  the  pipe-hangers 
are  brackets  carrying  the  sjiaf ts  of  agitators  which  reach  nearly  across 
the  pan  ;  these  revolve  within  a  circle  of  10"  and  are  formed  of  four 
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neers  the  diflSculties  which  arise  frequently  in  attempting  work 
of  investigation,  and  will  seiTe  also  to  call  attention  to  the  very 
complete  directions  given  in  Francis's  Hydraulic  Experiments  in 
regard  to  experiments  of  this  character. 

The  writer  has  interested  himself  in  deducing  'the  probable 
reason  why  the  results  were  as  good  as  they  proved.  He  had 
arranged  the  hook  gauge  box  outside  the  approach  opposite  the 
back  of  the  weir,  building  practically  a  short  brick  chimney  on 
the  bottom  of  the  pool,  provided  with  a  perforated  pipe  leading 
across  the  bottom  of  the  approach  close  behind  the  weir.  Mr, 
Webber  immediately  declared  tliis  position  wrong  and  put  a 
wooden  box  down  inside  the  approach,  further  back  from  the 
weir.  In  fact  there  was  no  objection  to  either  position,  except 
that  his  l)ox  reduced  the  area  of  the  approach,  as  Mr.  Francis 
had  made  an  elaborate  series  of  experiments,  showing  that  the 
statical  ])ressures  close  behind  the  face  of  a  weir  and  for  several 
feet  back  of  that  point  are  identical,  although  of  course  the  actual 
depth  of  water  varies  greatly  on  account  of  the  slope  of  the  fall. 
It  has  occurred  to  the  writer  that  the  whole  mass  of  water  in 
motion  at  or  near  a  fall  is  necessarily  in  a  state  of  equilibrium, 
the  water  in  motion  taking  positions  which  will  balance  the  water 
comparatively  at  rest  in  the  bottom,  and  that  therefore  even  the 
ridgo  on  the  crest  of  the  weir,  showing  a  meeting  of  conflicting 
currents  at  that  point,  was  all  averaged  in  with  the  varying  heights 
at  other  points,  and  the  average  feon*ectly  shown  by  the  height  in 
the  hook  gauge  box.  Notwithstanding  this  theory,  it  is  not 
recommended  that  other  experimenters  neglect  the  evidently  wise 
precaution  given  in  Mr.  Francis's  elaborate  work  on  the  general 
subject. 
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CCXLIV. 

A  METHOD  OF  EVAPORATING  BY  EXHAUST  STEAM. 

BY  ALBERT  8TEARN9,  BBOOKLTN,  N.  Y. 

(Member  of  the  Society.) 

Having  occasion  to  evaporate  considerable  quantities  of  alkaline 
liquors,  the  writer  utilized  the  exhaust  steam  from  an  engine  to 
aid  in  this  work,  by  means  of  the  Evaporating  Pan,  herein  illus- 
trated (Figs.  152  and  153),  which  has  been  in  successful  operation 
for  several  years. 

The  pan  is  17'  6"  x  11'  0"  x  V  6"  deep,  supported  by  timbers 
resting  upon  four  jack  screws,  by  which  it  may  be  lowered  for 
cleaning  or  repairs.  It  has  thirteen  partitions  running  crosswise 
of  the  pan,  each  8'  9"  long,  placed  equidistant  between  the  ends  of 
the  pan,  and  so  arranged  that  liquors  entering  at  the  upper  end 
must  travel  in  a  serpentine  course  fourteen  times  across  the  pan 
to  reach  the  outlet  at  the  lower  end,  it  being  set  on  a  small  incline, 
to  aid  this  flow. 

Hung  between  these  partitions,  from  overhead  supports,  are 
oval  cast-iron  flanged  pipes,  of  9"  x  5"  inside  diameter  connected 
by  return  bends  passing  around  the  open  ends  of  the  partitions ; 
this  pipe  has  a  5"  inlet  on  top  at  the  upper  end,  and  a  4"  outlet  on 
top  of  the  lower  end  for  escape  of  surplus  steam,  which  is  led  to  a 
coil  of  pipes  in  a  warming  tank  (not  shown)  from  which  tlie  warm 
liquors  are  continuously  supplied  to  the  pan.  Directly  under  the 
4"  outlet  is  a  \\"  pipe  for  the  removal  of  condensed  water ;  this 
pipe  is  turned  smooth  on  the  outside  and  passes  down  through  a 
stnfling  box  un  the  under  side  of  the  pan,  thus  permitting  it  to  be 
lowered  without  disturbing  the  pipes. 

The  liangers  support  the  cast  pipe  near  the  bends,  alternately  at 
the  front  and  back.  Fig.  152  shows  all  the  front  hangers  but  only 
one  of  the  back  hangers  at  the  letter  a.  Bolted  to  tlie  pipe-hangers 
are  brackets  carrying  the  sjiaf ts  of  agitators  which  reach  nearly  across 
the  pan ;  these  revolve  within  a  circle  of  10"  and  are  formed  of  four 
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neers  the  cliflSculties  which  arise  frequently  in  attempting  work 
of  investigation,  and  will  serve  also  to  call  attention  to  the  very 
complete  directions  given  in  Francis's  Hydraulic  Expemments  in 
regard  to  experiments  of  this  character. 

The  writer  has  interested  himself  in  deducing  'the  probable 
reason  why  the  results  were  as  good  as  they  proved.  He  had 
arranged  the  hook  gauge  box  outside  the  approach  opposite  the 
back  of  the  weir,  building  practically  a  short  brick  chimney  on 
the  bottom  of  the  pool,  provided  with  a  perforated  pipe  leading 
across  the  bottom  of  the  approach  close  behind  the  weir.  Mr, 
Webber  immediately  declared  this  position  wrong  and  put  a 
wooden  box  down  inside  the  approach,  further  back  from  the 
weir.  In  fact  there  was  no  objection  to  either  position,  except 
that  his  box  reduced  the  area  of  the  approach,  as  Mr.  Francis 
had  made  an  elaborate  series  of  experiments,  showing  that  the 
statical  pressures  close  behind  the  face  of  a  weir  and  for  several 
feet  back  of  that  point  are  identical,  although  of  course  the  actual 
depth  of  water  varies  greatly  on  account  of  the  slope  of  the  fall. 
It  has  occurred  to  the  writer  that  the  whole  mass  of  water  in 
motion  at  or  near  a  fall  is  necessarily  in  a  state  of  equilibrium, 
the  water  in  motion  taking  positions  which  will  balance  the  water 
comparatively  at  rest  in  the  bottom,  and  that  therefore  even  the 
ridge  on  the  crest  of  the  weir,  showing  a  meeting  of  conflicting 
currents  at  that  point,  was  all  averaged  in  with  the  varying  heights 
at  other  points,  and  the  average  fcorrectly  shown  by  the  height  in 
the  hook  gauge  box.  Notwithstanding  this  theory,  it  is  not 
recommended  that  other  experimenters  neglect  the  evidently  wise 
precaution  given  in  Mr.  Francis's  elaborate  work  on  the  general 
subject. 
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CCXLIV. 

A  METHOD  OF  EVAPORATING  BY  EXHAUST  STEAM. 

BT  ALBERT  8TEABN9,  BBOOKLTN,  N.  T. 

(Member  of  the  Society.) 

Having  occasion  to  evaporate  considerable  quantities  of  alkaline 
liquors,  the  writer  utilized  the  exhaust  steam  from  an  engine  to 
aid  in  this  work,  by  means  of  the  Evaporating  Pan,  herein  illus- 
trated (Figs.  152  and  153),  which  has  been  in  successful  operation 
for  several  years. 

The  pan  is  17'  6"  x  11'  0"  x  1'  &"  deep,  supported  by  timbers 
resting  upon  four  jack  screws,  by  which  it  may  be  lowered  for 
cleaning  or  repairs.  It  has  thirteen  partitions  running  crosswise 
of  the  pan,  each  8'  9"  long,  placed  equidistant  between  the  ends  of 
the  pan,  and  so  arranged  that  liquors  entering  at  the  upper  end 
must  travel  in  a  serpentine  course  fourteen  times  across  the  pan 
to  reach  the  outlet  at  the  lower  end,  it  being  set  on  a  small  incline, 
to  aid  this  flow. 

Hung  between  these  partitions,  from  overhead  supports,  are 
oval  cast-iron  flanged  pipes,  of  9"  x  5"  inside  diameter  connected 
by  return  bends  passing  around  the  open  ends  of  the  partitions ; 
this  pipe  has  a  5"  inlet  on  top  at  the  upper  end,  and  a  4"  outlet  on 
top  of  the  lower  end  for  escape  of  surplus  steam,  which  is  led  to  a 
coil  of  pipes  in  a  warming  tank  (not  shown)  from  which  tlie  warm 
liquors  are  continuously  supplied  to  the  pan.  Directly  under  the 
4"  outlet  is  a  1\"  pipe  for  the  removal  of  condensed  water ;  this 
pipe  is  turned  smooth  on  the  outside  and  passes  down  through  a 
stutKng  box  un  the  under  side  of  tlie  pan,  thus  permitting  it  to  be 
lowered  without  disturbing  the  pipes. 

The  liangers  support  the  cast  pipe  near  the  bends,  alternately  at 
the  front  and  back.  Fig.  152  sliows  all  the  front  hangers  but  only 
one  of  the  back  hangers  at  the  letter  a.  Bolted  to  tlie  pipe-hangers 
are  brackets  carrying  tlie  shafts  of  agitators  which  reach  nearly  across 
the  pan  ;  these  revolve  within  a  circle  of  10"  and  are  formed  of  four 
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neers  the  diflSculties  which  arise  frequently  in  attempting  work 
of  investigation,  and  will  serve  also  to  call  attention  to  the  very 
complete  directions  given  in  Francis's  Hydraulic  Experiments  in 
regard  to  experiments  of  this  character. 

The  writer  has  interested  himself  in  deducing  'the  probable 
reason  why  the  results  were  as  good  as  they  proved.  He  had 
arranged  the  hook  gauge  box  outside  the  approach  opposite  the 
back  of  the  weir,  building  practically  a  short  brick  chimney  on 
the  bottom  of  the  pool,  provided  with  a  perforated  pipe  leading 
across  the  bottom  of  the  approach  close  behind  the  weir.  Mr, 
"Webber  immediately  declared  this  position  wrong  and  put  a 
wooden  box  down  inside  the  approach,  further  back  from  the 
weir.  In  fact  there  was  no  objection  to  either  position,  except 
that  his  box  reduced  the  area  of  the  approach,  as  Mr.  Francis 
had  made  an  elaborate  series  of  experiments,  showing  that  the 
statical  pressures  close  behind  the  face  of  a  weir  and  for  several 
feet  back  of  that  point  are  identical,  although  of  course  the  actual 
depth  of  water  varies  greatly  on  account  of  the  slope  of  the  fall. 
It  has  occurred  to  the  writer  that  the  whole  mass  of  water  in 
motion  at  or  near  a  fall  is  necessarily  in  a  state  of  equilibrium, 
the  water  in  motion  taking  positions  which  will  balance  the  water 
comparatively  at  rest  in  the  bottom,  and  that  therefore  even  the 
ridge  on  the  crest  of  the  weir,  showing  a  meeting  of  conflicting 
currents  at  that  point,  was  all  averaged  in  with  the  varying  heights 
at  other  points,  and  the  average  ijorrectly  shown  by  the  height  in 
the  hook  gauge  box.  Notwithstanding  this  theory,  it  is  not 
recommended  that  other  experimenters  neglect  the  evidently  wise 
precaution  given  in  Mr.  Francis's  elaborate  work  on  the  general 
subject. 
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Having  occasion  to  evaporate  considerable  quantities  of  alkaline 
liquors,  the  writer  utilized  the  exhaust  steam  from  an  engine  to 
aid  in  this  work,  by  means  of  the  Evaporating  Pan,  herein  illus- 
trated (Figs.  152  and  153),  which  has  been  in  successful  operation 
for  several  years. 

The  pan  is  17'  6"  x  11'  0"  x  V  &"  deep,  supported  by  timbers 
resting  upon  four  jack  screws,  by  which  it  may  be  lowered  for 
cleaning  or  repairs.  It  has  thirteen  partitions  running  crosswise 
of  the  pan,  each  8'  9"  long,  placed  equidistant  between  the  ends  of 
the  pan,  and  so  arranged  that  liquors  entering  at  the  upper  end 
must  travel  in  a  serpentine  course  fourteen  times  across  the  pan 
to  reach  the  outlet  at  the  lower  end,  it  being  set  on  a  small  incline, 
to  aid  this  flow. 

Hung  between  these  partitions,  from  overhead  supports,  are 
oval  cast-iron  flanged  pipes,  of  9"  x  5"  inside  diameter  connected 
by  return  bends  passing  around  the  open  ends  of  the  partitions ; 
this  pipe  has  a  5"  inlet  on  top  at  the  upper  end,  and  a  4"  outlet  on 
top  of  the  lower  end  for  escape  of  surplus  steam,  which  is  led  to  a 
coil  of  pipes  in  a  warming  tank  (not  shown)  from  which  tlie  warm 
liquors  are  continuously  supplied  to  the  pan.  Directly  under  the 
4"  outlet  is  a  \\"  pipe  for  the  removal  of  condensed  water ;  this 
pipe  is  turned  smooth  on  the  outside  and  passes  down  through  a 
.stufling  box  vn  the  under  side  of  tlie  pan,  thus  permitting  it  to  be 
lowered  without  disturbing  the  pipes. 

The  liangers  support  the  cast  pii)e  near  the  bends,  alternately  at 
the  front  and  back.  Fig.  152  shows  all  the  front  hangers  but  only 
•me  of  tlie  back  hangers  at  the  letter  a.  Bolted  to  the  pipe-hangers 
are  brackets  carrying  the  shafts  of  agitators  wliich  reach  nearly  across 
the  pan  ;  these  revolve  within  a  circle  of  10"  and  are  formed  of  four 
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blades,  bolted  at 
riglit  angles  on 
the  shafts,  with 
trongbs  1"  x  1" 
formed  on  their 
outer  edges,  being 
driven  abontthirty 
revolutions  a  min- 
ute by  No.  35  link- 
belt  mniiing  alter- 
nately over  and 
under  6"  sprocket- 
wheels  secured  to 
the  shafts  outside 
of  the  brackets. 
Each  blade  in  re- 
volving dips  up  a 
trough  full  of  the 
li(]uor,  which,  in 
due  tirae,  flows 
back  over  theinn^r 
surface  of  its  blade, 
and  the  outer  sur- 
face of  the  pre- 
ceding blade,  thos 
presenting  a  large 
area  of  warm 
metal  from  which 
evaporation  may 
take  place. 

The  liquors 
being  fed  into  the 
pan  at  the  npper 
end,  the  steam, 
aided  by  the  sgi- 
fiitui"s,  com]>elB  a  pirt  ol  the  water  to  pass  off  in  vapor,  causing 
a  slon  but  constant  flow  towaid  the  lower  end  where  the  satorated 
golutioii  18  dra^n  oft  throns^h  a  pipe  in  the  bottom  of  the  pau  as 
fast  as  it  reaches  the  desired  strength. 

To  give  an  idea  of  the  duty  such  a  pan  can  do,  it  may  be  said  that 
it  ha^  evaporated  one  hundred  and  twenty  gallons  per  hour  from 
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clear  water,  condensing  only  abont  one-lial£  of  the  steam  supplied 
by  a  plain  slide  valve  engine  of  14"  x  32"  cylinder,  making  sixty- 
five  revolntions,  cutting  ofE  abont  two-tliirds  off  stroke,  ■with  steam 


at  75  lbs.  boiler  pressure,  its  exhaust  steam  being  carried  about 
eighty  feet  to  the  pan  on  the  floor  above. 

It   is  found  that  keeping  the  pan-room  warm  and  letting  only 
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siifticieiit  air  in  to  carry  the  vapor  up  out  of  a  ventilator  adds  to 
its  efficiency,  as  the  average  temperature  of  the  water  in  pan  was 
only  about  1G5  F. 

Before  building  this  pan,  experiments  were  made  with  coils  of 
pij)e  in  a  small  pan,  first,  with  no  agitator^  then  with  one  having 
straight  blades,  and  lastly,  with  the  troughed  blades;  the  evapora- 
tive results  being  about  in  the  proportions  of  one,  two,  and  three 
respcctivcily. 

In  evaporating  liquors  whose  boiling  point  is  220°  F.,  or  much 
above  that  of  water,  it  is  found  that  exhaust  steam  can  do  but  little 
more  than  bring  them  up  to  saturation  strength,  but  on  weak 
liquors,  syrups,  glues,  etc.,  it  should  be  very  useful,  being  easily 
adjusted  for  continuous  action,  and  costing  almost  nothing  for  at- 
tendance or  repairs. 

Tlie  pipes  acting  as  a  condenser  cause  little,  if  any,  back  press- 
ure on  the  engine;  indeed  it  has  been  suggested  that  by  closing 
the  outlets,  making  the  pan  and  pipes  of  sufficient  area,  and  using 
a  pump  or  hot  well,  they  could  economically  perform  the  double 
use  of  adding  power  to  the  engine  as  well  as  being  a  very  handy 
evaporator  which  is  not  patented. 

DISCUSSION. 

Mr.  Geo,  IL  Babcock, — This  is  a  very  ingenious  plan  for  getting 
a  large  amount  of 'evaporation  out  of  a  given  sized  pan,  but,  as 
Mr.  Stearns  is  undoubtedly  well  aware,  it  gets  no  more  fi-om  a 
pound  of  steam  condensed  than  ordinary  pans.  By  the  conden- 
sation of  one  pound  of  exhaust  steam  you  cannot  evaporate  more 
than  a  pound  of  water  directly  by  any  mechanism.  Nor  is  the  effect 
per  square  foot  of  sui*face  in  the  steam  pipes  much  increased. 
The  heating  or  condensing  surface  in  Mr.  Steam's  pan  is  not 
given,  but  making  a  rough  estimate  from  the  measurements  stated 
it  is  somewhere  about  250  square  feet,  which  would  give  4  pounds 
of  evaporation  per  square  foot  of  surface.  Had  he  taken  those 
same  pipes  and  sprinkled  his  liquor  upon  them  he  would  have 
found  them  still  more  efficient.  This  is  what  is  done  in  the 
Yaryan  triple  effect.  In  an  experiment  made  in  Boston  a  short 
time  ago  with  one  of  those  pans,  an  evaporation  of  10  pounds  per 
S(|uare  foot  of  sm-face  per  hour  was  obtained ;  2^  times  as  great 
as  in  the  case  given  here,  simply  fi'om  the  fact  that  the  water  was 
applied  in  a  better  way.     A  similar  plan  was  employed  in  a  con- 
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centrator  used  some  years  ago  in  sugar  houses,  in  which  the 
liquor  was  caused  to  flow  over  a  stack  of  steam  pipes,  similar  to 
the  coolers  now  common  in  breweries. 

Mr.  Stearns  makes  a  remark  which  is  worth  referring  to  : — "  It 
is  found  that  keeping  the  pan-room  warm  and  letting  only  suffi- 
cient air  in  to  carry  the  vapor  up  out  of  a  ventilator  adds  to  its 
efficiency,  as  the  temperature  of  the  water  in  the  pan  was  only 
about  165  F."  Air  at  a  given  temperature  will  carry  off  a  given 
amount  of  water  ^vithout  precipitation,  increasing  rapidly  with  . 
the  temperature.  The  less  the  air  required  to  hold  the  vapor  in 
suspension,  the  less  the  loss  of  temperature  in  the  vapor  to  heat 
that  air,  and  it  is  evident  that  there  is  a  maximum  point  for  any 
given  quantity  of  vapor  at  any  given  temperature.  To  keep  the 
supply  of  air  at  this  point  would  be  a  decided  advantage.  For 
instance,  if  the  temperature  could  be  maintained  at  165  degrees 
with  the  air  passing  out  saturated  with  vapor,  supposing  it  came 
in  half  saturated  at  60  degrees,  it  would  require  the  admission  of 
only  40,000  cubic  feet  an  hour  to  carry  off  the  amount  of  vapor 
which  was  formed.  But  if  enough  air  was  admitted  to  lower  that 
temperature  to  100  degrees,  it  would  require  400,000  cubic  feet, 
or  about  ten  times  as  much  to  carry  off  the  same  amount  of  moist- 
ure. TVTience  we  can  see  the  reason  why  he  found  it  better  to 
close  his  ventilators. 

Mr.  Alex.  Miller, — My  experience  with  vacuum  pans  is  that 
about  6i  pounds  of  water  are  evaporated  per  square  foot  of  heat- 
ing surface  per  hour.  In  double  or  triple  effect  apparatus  4^  to  5 
pounds  are  evaporated.  And  in  the  case  of  salt  pans  for  pro- 
ducing common  salt  where  the  temperatures  used  are  much  higher 
than  in  the  case  of  sugar  work  we  get  as  much  as  9  or  10  pounds 
per  square  foot. 
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CCXLV. 

DIRECT  ACTING  STEAM  VENEER-GUTTERS. 

BT  TH08.   8.  CBANE,  NEWABK,  N.  J. 

(Member  of  the  Society.) 

The  first  veneer  and  lumber  cutter  illustrated  herein  is  the  in- 
vention of  Dr.  H.  S.  Smith,  of  Brooklyn. 

Being  interested  in  the  cutting  of  veneers,  it  one  day  occurred 
to  him,  when  watching  the  power  of  a  steam  hammer,  and  the  ease 
with  which  its  movements  were  controlled,  that  the  knife  for  cut- 
ting veneers  might  be  actuated  by  direct  connection  with  a  steam 
piston,  and  the  use  of  the  machinery  and  gearing  usually  employed, 
be  avoided,  while  the  power  of  the  machine  was  increased. 

He  engaged  a  draftsman  to  work  out  his  ideas,  but  after  two 
years  of  planning,  found  that  his  design  was  still  unlit  for  con- 
struction. 

The  writer  was  then  called  in,  and  found  that  many  patterns  had 
been  constructed  while  the  plan  was  still  incomplete;  the  frame 
being  designed  with  solid  beams  of  cast  iron,  eight  inches  thick, 
and  from  twelve  to  twenty  inches  wide,  and  the  steam  cylinder 
having  been  drawn  of  sixteen  inches  bore  and  two  and  one-half 
inches  in  thickness. 

As  it  was  imperative  that  a  machine  should  be  rapidly  finished, 
the  writer  undertook  to  use  the  cylinder,  which  was  fourteen  feet 
long,  and  designed  for  a  machine  to  cut  logs  24  inches  square  and 
8  feet  in  length,  but  discarded  all  the  other  patterns;  and  in  order 
to  use  the  direct  acting  principle  required  by  the  inventor,  fur- 
nished the  cylinder  with  nine-inch  balanced  piston  valves  actuated 
by  a  four-inch  steam  piston. 

The  four-inch  piston  was  reversed  at  each  end  of  the  stroke  by 
the  movements  of  a  D-valve,  actuated  by  connections  with  tappets 
which  were  shifted  at  each  end  of  the  stroke  by  dogs  upon  the 
reciprocating  knife  carrier;  and  the  feed  mechanism  was  also  actu- 
ated by  tappets  and  dogs. 

The  a])pearance  of  the  machine  is  shown  in  Figs.  116,  117  and 
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118,  the  stay-log  6  being  located  on  a  level  with  the  second  story  in 
the  building  in  which  the  machine  was  erected,  and  the  knife  and 
it«  carrier  reciprocating  before  the  etay-log  in  ways^'  at  an  angle  of 
28  degrees. 


r/  is  the  steam  cylinder,  and  y'  its  piston  rod,  attached  directly  to 
the  knife  carrier  /  which  was  formed  as  a  frame  of  6,000  lbs. 
weight,  carrying  a  compression  bar  or  roller  close  to  the  edge  of  t!ie 
knife  to  form  a  throat  like  that  in  a  hand  plane. 
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y*  lire  the  main  valve  cliests;  ^,  the  rod  coniiectinjj  their  piston 
valves  ;  <?,  the  cylinder  for  the  foiii'-iiich  actuating  piston  ;  aud  c*, 
the   chest  for  the   D-valve,  which  is  actuated    by  couaectionB   r, 


I-*,  to  the  tap]H!t8  r',  actuated  by  roller  dogs  $  upoo  the  knife 
earlier  y", 

.  c*  are  the  tappete  to  actuate  the  feed  niechanigm,  whicb  couBisted 
ill  screws  n,  sliowu  in  Fig.  118,  which  were  iitted  to  separable  note 
»■,  which,  wlieu  opened,  permitted  the  speedj  mOTement  of  the 
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Btay-log  by  means  of  a  piston  rod  ^,  and  a  steam  or  water  cyl- 
inder^. 

In  Fig.  117  are  shown  the  feed  ratchet  wheels  «,  actuated  hy 
pawls  «■,  whicli  were  reciprocated,  preceding  each  cut,  by  tlie  upper 


tappet  c*.  The  tappet  imparted  a  uniform  oscillating  motion  to 
its  sliaft  5',  wliicli,  by  connections  shown  in  Fig.  117,  oscillated  a 
lever  u',  whicli  was  fitted  within  a  sliding  box  which  formed  its  fui- 
ernrii,  and  which  could  be  adjusted  and  clamped  at  any  point 
between  its  two  extremities. 
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A  screw  ^,  operated  to  adjust  the  sliding  box  by  its  connection 
with  B  collar  v,  movable  vertically  by  the  screw  upon  a  post  w'. 

Tlie  levor  v'  thus  converted  tho  uniform  mution  of  the  tappet 
into   the  variable  y 

stroke  required,  for 
the  pawls  «",  with 
diSerent  feeds. 

The  stay-log  S, 
carrying  the  log  h, 
wa&drawn  backward 
a  quarter  of  an  inch 
at  the  end  of  each 
stroke,  to  make  tlie 
log  clear  the  knife 
while  ascending  the  ^ — 
waysy'. 

This  was  effected 
by  the  means  shown 
in  Figs.  117, 118  and 
121,  the  nuts?!*  being  fitted  bv  feet  o  and  by  a  tongae  fitted  into  a 
groove  o\  to  slide  longitudinally  upon  a  standard  m. 

A  BO-called  clearance  wedge,  consistrng  in  a  bar  t^,  provided  with 
an  inclined  rib  ?-°,  was  fitted  in  a  vertical  groove  in  the  standard  m 
behind  the  foot  o,  and  the  inclined  rib  was  fitted  to  an  inclined 
groove  ill  tlie  back  of  the  foot. 

The  clearance  wedges  were  actuated  at  the  end  of  each  stroke  by 

a  connection  with  tlie  lower  tappet  <f,  by  bell  cranks  J",  and  a  rod 

I*,  shown  ill  Fig.  116  ;  and  the  nnt  boxes,  when  clanaped  npon  the 

screws,  were  thus  moved  back  and  forth  at  the  end  and  conimence- 

-"*      /Ort         "lent  of  each  stroke,  holding  the  wood  np 

.JH-JAMO         to  the  knife  during  the  feed,  and  retntc^ 

ing  it  during  the  return  stroke. 

The   screws   n   were  grooved  to  slide 

n  freely    through    the  ratchet   wheels    «, 

/  /   which  were  provided  with  feathers,  and 

//     the  wheels  tlms  operated  to  rotate  the 

//      screws,  while  the  latter  conid  be  qnickly 

^    retracted  when  the  nuts  were  opened  to 

use  tho  cylinder^  for  quickly  witlidrawing  the  stay  log  to  insert  a 

new  1(^. 

Fig.  120  shows  the  different  forms  of  pressers  used  with  wooda 
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of  different  hardnesses,  and  Fig.  118  shows  the  adjustment  of  the 
presser  adjacent  to  the  edge  of  the  knife,  the  presser  being  set  at 

the  required  distance  by  screws  ?, 
connected  by  bevel  gears  with  a 
shaft  I. 

Fig.  122  shows,  in  an  exag- 
gerated manner,  the  grinding  of 
the  edge  of  tlie  knife  at  d^ ;  such 
grinding  operating  to  throw  the 
edge  of  the  knife  slightly  above 
its  plain  surface  d*,  to  prevent  the 
knife  from  running  into  the  wood 
during  the  cut. 

*The  presser  e  operated  to  com- 
press the  wood  in  advance  of  the 
knife,  and  rendered  the  cut  ve- 
neer more  sound  and  perfect  than 
wtthout  such  compression. 

Such  compression,  however, 
materially  increases  the  resistance 
to  the  movement  of  the  knife  carrier,  so  that  when  the  machine  was 
put  in  operation,  it  was  found  that  the  elastic  force  of  the  steam  in 
the  cylinder  g  operated  to  jerk  the  entire  carrier  when  it  ran  off 
of  the  wood  ;  and  more  or  less  difficulty  was  found  in  securing  the 
prompt  introduction  of  the  steam  at  the  lower  end  of  the  cylinder 
properly  to  cushion  the  piston  at  that  end  of  the  stroke.  A 
balanced  gover- 
nor valve  y  (Fig, 
116),  was,  there-  ^ 
fore,  applied  to  W^ J 
the  rear  cylinder  ^^^^ 
head  (at  the  sug- 
gestion of  Dr. 
Smith's  son),  and 
connected  by  pipe 
y^  directly  with 
the  boiler  steam 
pipe  ^;  and  such  valve  was  actuated,  through  an  arm  i^and  link 
ic^,  by  a  special  tappet  w,  which  was  operated  by  a  dog  upon  the 
knife  carrier  just  before  the  end  of  the  stroke. 

With  tliis  construction  the  upward  movement  of  the  piston  was 
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iiotdependent  upon  the  prompt  sliiftinj^  of  tlie  main  supply  valves  in 
the  clicst  t^,  which  were  liahle.  in  starting  up  on  cold  days,  to  work 
stilHy  for  some  time;  bnt  tlie  live  steam  from  the  boiler  was  intro- 
duced positively  into  the  cylinder  before  the  end  of  the  downward 
stiyike,  nnd  thus  opei'itcd  cffoctnally  to  cushion  tlie  piston,  and  to 

<£5, 


start  it  on  its  retnrn  stroke.  A  spring,  not  shown,  was  provided  to 
close  the  governor  valve  y  as  soon  as  the  piston  had  moved  a  fuw 
inches  upon  its  npward  stroke. 

Tlie  inclination  of  the  valve  rod  ^  catiscd  the  rod  and  its 
attached  piston  valves  to  shift  much  more  readily  in  one  direction 
than  the  other,  and  a  considerable  steam  pressure  was  reqnired  in 
the  shirting  cylinder  <?  (which  is  shown  in  section  in  Fig.  123),  to 
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move  the-valveB  promptly  upward  for  admitting sleam  to  the  lower 
end  of  the  main  cylinder  g. 

To  cushion  properly  the  four-inch  piston,  when  moved  so  rap- 
idly, the  exhaust  was  conducted  from  each  end  of  the  cylinder  to 
the  under  side  of  the  D-vaJve  exclusively  through  small  steam 


pipes  in  which  wheel  valves  were  placed  to  throttle  the  exhaust 
as  required. 

With  this  construction  a  steam  pressure  of  70  pounds  could  be 
thrown  upon  the  four-inch  piston  to  shift  it  promptly  'without 
creating  any  jar  in  the  valve  rod  which  it  actuated. 

These  pipes  are  indicated  in  Fi;^.  123  by  dotted  lines  extending 
from  each  end  of  the  cylinder  to  holes  beneath  the  D-valve. 

The  complication  of  this  machine  suggested  to  the  writer  the 
importance  of  remodeling  the  design  entirely,  and  Figs.  124  and 
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]  25  show  a  mnchine  recently  completed,  from  the  writers  designs 
at  tlie  Delamater  Iron  Works,  New  York  City,  and  now  shipped 
to  Toronto,  Canada,  in  which  the  feed  and  valve  mechanism  are 
actuated  by  a  rotating  Bliaft,  and  all  the  impact  and  jar  of  the 
tappets  is  thereby  avoided. 

To  rotate  such  shaft  in  nnison  with  the  knife  carrier,  it  was  nec- 


essarily coupled  thereto,  involving  a  crank  plate  of  the  same  stroke 
as  the  knife  carrier ;  and  as  the  inclined  position  of  the  ways  which 
were  placed  at  an  angle  of  45°  produced  a  downward  tendency  of 
the  knife  carrier  when  the  machine  wae  at  rest,  it  was  necoeeary  to 
provide  an  auxiliary  engine  to  tnm  the  lower  center,  in  case  of  the 
stoppage  of  the  carrier  at  such  point. 

Ky  the  nsc  of  such  auxiliary  engine,  the  necessity  of  a  separate 
6teani  cylinder  for  shifting  the  stay-log  backward  was  avoided,  and 
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ft  connection  WR8 readily  made  from  the  auxiliary  engine  to  the  feed 
screws,  tlirongh  the  niedinm  of  friction  wheels,  which  were 
operated  by  a  hand  lever  to  rotate  the  screws  in  either  direction, 
as  required. 

The  auxiliary  engine  was  8x6  indies  and  stationed  upon 
the  upper  bed  plate  at  a  level  with  the  stay-log. 

Its  pulley,  36  inches  x  12,  was  connected  with  a  friction  clutch 
pnlley  upon  an  intermediate  shaft,  which  in  tnm  was  connected 
by  a  pinion  and  56-inch  mortiBe  wheel,  3-iuch  pitch,  and  6-inch  face, 
with  the  crank  shaft  (the  arrangement  of  this  gearing  is  shown  in 


Fig.  126).  The  main  steam  cylinder  was  18  inches  bore,  and  Bup- 
plied  with  steam  by  a  single  D-valve,  actuated  by  an  eccentric 
on  the  crank  shaft  and  formed  with  lap  to  cut  oiF  at  two-thirds 
stroke. 

A  starting  lever,  mounted  upon  a  platform,  in  front  of  the  ways 
and  in  view  of  the  stay-log,  was  eonnec^ted,  by  separate  rods, 
with  the  friction  clutch,  and  with  the  lever  of  a  weighted  brake 
applied  to  the  intermediate  shaft,  the  movement  of  the  starting 
lever  thus  operating  automatically  to  throw  the  brake  into  operation 
whenever  the  friction  clutch  was  disengaged  from  the  shaft. 
.  The  auxiliary  engine  was  constantly  in  motion,  and  a  throttle 
lever  connected  with  a  valve   in  the  main  steam  pipe,  served  to 
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admit  steam   to  the   main   eylinderj   after   the  chitch  had  been 
coupled  and  tlie  knife  carrier  set  in  motion  by  the  auxiliary  engine. 

The  opening  of  the  steam  valve  admitted  steam  to  the  main  cyl- 
inder in  the  degree  required  for  cutting  various  thicknesses  of  wood, 
as  from  ^  of  an  inch  to  1  inch  of  pine,  and  it  was  found  in  practice 
that  the  auxiliary  engine  alone,  with  80  lbs.  of  steam,  would  operate 
the  knife  carrier  to  cut  soft  wood  under  ^  of  an  inch  in  thickness. 

The  IS-inch  cylinder  has  proved,  in  practice,  unnecessarily 
large  for  cutting  thick  wood,  as  black  walnut  could  be  cut  into} 
inch  boards  with  a  very  small  opening  of  the  throttle  valve. 

In  fact,  the  pressure  carried  (90  lbs.)  was  too  high  for  readily 
controlling  the  machine,  and  a  diaphragm  of  sheet  metal,  having  a 
central  hole  of  only  IJ  inches,  was  placed  in  the  i-inch  steam-pipe 
and  supplied  all  the  steam  required  for  the  large  cylinder. 

Samples  of  wood  are  on  exhibition  at  this  meeting  cut  from 
white  wood,  black  walnut,  and  oak,  the  oak  being  cut  ^  inch  and 
}  thick,  and  the  black  walnut  and  white  wood  being  cut  from  -jJy 
to  J -inch  in  thickness. 

The  latter  machine  was  designed  to  cut  boards  4  feet  in  length 
exclusively  for  box  stuff,  as  the  qpnsumption  of  wood  for  such 
purposes  in  some  districts  is  larger  than  for  almost  any  other  use ; 
and  the  machine  is  fully  adapted  for  cutting  any  kind  of  wood 
from  §  to  J  of  an  inch  in  thickness,  although  it  will  of  course  op- 
erate with  equal  facility  and  uniformity  upon  thin  veneers. 

The  device  shown  in  Figs.  127  and  128  illnstrates  the  means 
emj)loyed  for  stopping  the  feed  automatically  when  the  log  was 
entirely  cut,  and 
consisted  in  a 
weight  connected 
by  a  leather  strap 
to  the  feed  ])aNvl, 
so  that  the  drop- 
ping of  the  weight 
would  lift  the  feed 
pawl  from  the 
teeth  of  the  feed 
wheel.  Only  one 
feed  wheel  was 
used,  and  the  feed 
screws  wci-e  connected  by  sprocket-wlieels  and  a  chain  manufao 
tured  by  the  Link  Belt  Company. 
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sleeves   (sliown   in    Fig. 
flDiJ  fitted  in  standtirde 
behind  the  Btay-log. 

The  reciprocating 
rod,  which  actuated  the 
feed  mechaniem,  was 
coupled  by  suitable 
links  to  e«eh  of  the 
arms  shown  upon  one 
of  the  threaded  sleeves, 
in  Fig,  129,  to  rotate 
tlieni  a  qnarter  turn  at 
each  end  of  t!ie  stroke. 
Such  rotation  served, 
after  the  cut,  to  retract 
the  screws  and  stay-log 


As  shown  in  Fig.  127,  the 
weight  could  be  lifted  by  a 
treadle,  to  allow  tlie  pawl  to 
operate,  to  start  tlie  feed,  and 
was  then  sustained  bj' a  spring 
latch,  which,  when  the  stay-log 
had  moved  nearly  up  to  the 
knife  and  the  log  was  entirely 
cut,  was  released  by  a  dog  upon 
the  stay-log,  thus  permitting 
the  weight  to  drop,  and  lifting 
the  pawl  as  required. 

Fig.  128  shows  the  pawl 
crank  provided  witli  two  i>awla 
so  as  to  take  one-half  tooth  at  a 
teed,  and  also  showing  a  light 
spiral  spring  connected  to  the 
pawls  to  bold  them  into  the 
gear  teeth  until  the  weight 
tripped  by  the  stay  log  oper- 
ated to  lift  them  out. 

The  feed  nuts  in  this  latter 
machine  were  made  solid  and 
attached  to  -the  stay  log,  and 
the  screws  were  journaled  in 
hich   were    threaded   externally 
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witliont  turning  the  screws,  so  that  the  knife  might  clear  the  wood 
upon  its  upward  stroke. 

The  reverse  movement  of  the  feeding  rod,  prior  to  each  cut, 
served  to  actuate  the  feed,  and  simultaneouslv  to  rotate  the  threaded 
sleeve  in  which  the  screws  were  journaled,  and  to  thus  restore  the 
sleeves  to  their  initial  position,  in  which  they  held  the  wood  np  to 
tlie  knife  during  the  cut. 

This  construction  was  much  more  simple  than  the  separable  nuts 
and  sliding  wedges  used  in  the  former  machine,  and  proved  equally 
effective. 

DISCUSSION'. 

My,  Allan  Stirling. — I  wish  to  express  my  great  gratification  at 
the  presentation  of  a  paper  of  this  kind,  and  would  call  attention 
to  a  recent  improvement  which  has  been  introduced  in  many  large 
saw  mills.  In  one  mill  in  which  I  have  been  interested  for  many 
years,  and  where  over  2,000  logs  are  sawn  every  day,  the  slabbing 
is  done  largely  by  a  gang  of  circular  saws  worked  with  a  steam 
tl-cd.  The  work  is  done  very  rapidly,  and  the  feed  apparatus 
works  beautifully. 

Mr,  John  W(dke)\ — In  cutting  the  thick  pieces  is  there  any 
tendency  for  the  lumber  to  split  as  a  lath  does? 

J//'.  K  P.  Stratum, — Is  the  log  prepared  for  the  machine  by 
being  steamed  or  soaked  before  it  is  put  in? 

Mr,  Thos.  S.  Cmne. — The  layers  are  always  sound  when  the 
j)ressuro  of  the  rollers  is  properly  graduated :  there  is  danger  that 
the  wood  will  be  splintered  if  this  pressure  is  not  strong  enough. 

When  the  layers  are  to  be  cut  thicker  than  a  quarter  of  an  inch, 
the  log  is  usually  steamed.  The  three-quarter  inch  whitewood 
sample  exhibited,  and  the  quarter-inch  oak  sample  were  cut  dry, 
but  it  is  not  usually  thought  desirable  to  do  this  for  such  thick- 
nesses, as  wood  cut  above  \  inch  is  more  liable  to  be  checked  or 
splintered  by  the  process,  and  the  steaming  diminishes  such  ten- 
dene  v. 
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CCXLVI. 

SHOULD  A  PISTON  PACKING  RING  BE  OF  THE  SAME 

THICKNESS  AT  EVERY  POINT? 

BY  L.  H.  BUTHEBFORD,  NEW  YORK  CITY. 

INTBODUOTION. 

The  following  paper  is  an  answer  to  the  question  whether  the 
ordinary  east-iron  packing  ring  which  expands  by  its  own  elastic- 
ity against  the  bore  of  a  cylinder  can  be  made  to  press  equally  in 
every  direction,  so  as  not  to  cause  unequal  wear.  The  ring  is 
turned  a  little  too  large  (perhaps  \  inch  for  each  ten  inches  di- 
ameter), and,  after  being  turned,  is  cut  at  one  point,  so  that  it  can 
be  compressed  into  its  groove  in  the  piston  and  be  introduced 
into  the  cylinder,  where  it  is  to  work.  Should  the  inside  of 
such  a  ring  be  concentric  with  the  outside,  or  should  the  ring  be 
thicker  opposite  the  cut  ?     If  so,  by  how  much  ? 

Mr.  Rutherford's  calculation  was  undertaken  at  my  suggestion 
to  answer  this  point,  as  part  of  the  work  of  his  concluding  year  as 
student  in  the  School  of  Mines  of  Columbia  College,  and,  inci- 
dentally, some  other  questions  were  brought  in  as  being  of  interest. 
It  is  presented  to  the  Society  to  elicit  discussion  as  to  whether  prac- 
tice would  show  that  the  theoretical  discussion  has  taken  account 
of  all  the  factors  which  should  be  considered. 

F.    E.    IIUTTON. 

Let  A  B^  Fig.  Ill,  be  a  transverse  sectional  view  of  the  cylin- 
der, showing  the  cast-iron  packing  ring,  N  N,  in  an  exaggerated 
state  as  to  relative  size.  This  ring  is  of  constant  breadth  ft, 
in  the  direction  of  the  axis  of  the  cylinder,  of  variable  radial 
depth  d,  and  is  severed  at  the  point  C.  The  two  halves, 
C  P  D  and  C  E  D,  symmetrical  in  every  respect,  hold  each 
other  in  e({uilibrium  against  external  pressures  by  virtue  of  the 
internal  strains  in  the  ring. 

Let  the  broken  line,  N  N^  he  the  elevation  of  the  neutral  sur- 
face of  the  ring,  which  separates  libers  in  compression  from  fiber 
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in    tension.     Since   the  cross  section  is  rectangular,  this  neutral 
surface  will  be  midway  between  the  outer  and  inner  surfaces  of 
the  ring.     Cut  ofE  any  segment  of  the  ring,  as  C  S  Py  hj  &  plane 
Kg.  lU  i*  ^,  perpendicular  to  the  neu- 

tral surface,  intersecting  that  sur- 
face in  the  line  iV^,  which  Is  tlie 
neutral  axis  of  the  cross  section 
made  by  the  plane  P  P.  Let  ns 
now  consider  the  conditions  of 
eqiiilibrium  of  the  segment  CS 
P.  Let  dx,  at  S,  be  the  length 
of  an  iniinitesimal  element  of  the 
outer  surface,  and  call  the  arc 
P  S,  or  the  variable  distance  of 
the  clement  from  /*  a;.  D.raw 
ON  and  OS,  and  draw  NT 
perpend ii.ul.ir  tu  O  S  at  T.  Ijet  0  N=  Pj,  0  P  =  P  =  radius 
of  tlie  cylinder,  variable  angle  P  0  S  =  9  and  angle  P  O  C  = 
0'.  Let  p  =  pi-essui-e  per  square  inch  produced  by  tlie  packing 
ring  on  the  surface  of  the  cylinder.  Now,  tlie  area  of  the  element 
at  5  =  h  dx;  the  pressure  on  it  =  p 6  dx,  and,  since  this  pressure 
is  directed  toward  the  center  0,  its  lever  arm,  with  respect  to  the 
point  N  =  jV  T  =  Pi  sin  6,  and  tlie  moment  of  this  pressure 
with  respect  to  that  point  is  7*6^'  dx  sin  6.  But  x  =  P  $  .\ 
dx  =  P  d8,  and  we  have  p  h  P  Pi»in  &  dS,  for  the  moment  of 
this  pressure. 

The  total  pressure  on  the  cylinder  from  C  to  J*  is  prodneed  by 
the  reaction  of  the  strained  fibers  in  the  cross  section  PR,  and 
calling  the  total  moment  of  resistance  of  this  cross  section  aboat 
its  neutral  axis  N,  M,  we  have 


M 


=f  PRxp 


h  dd  sin  I 


Integrating,  M  -  P  h  P^  p  {1  —  aoi  ff)  =   B  Pjp  b  Ter. 
sin  ^' (I.) 

Let   us   now  tind    tlie  value  of  J£  for  the  cruss       _^ 
section  /'  P.     See  Fig.  112.  .   ,  ,' 

Let  _/"  =  the   unit    strain    in    the   extreme  fibers 
of   the    section,    that    is,    at    a  '  distance  —    from 


axis.      J  jet  I 


the  length  of  an  infini- 
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tesimal  element  of  the  section  at  a  distance  y  from  the  neutral 

axis.    Then  its  area  ^h  dy  and  the  unit  strain  in  this  element,  in 

f 
accordance  with  the  principle  of  elastic  reaction  =7^x  y  and  the 

total  force  exerted  by  this  element  =  '  ? — -,  Now,  the  lever 
arm  of  this  force,  with  respect  to  the  neutral  axis,  is  y  and  its 
moment  =  '^  y*  dy^  and  the  moment  of  resistance  of  the  entire 
section  is  equal  to  twice  that  of  one-half  the  section 


-Vrfy^y^^' 


.'.  by  integration, 


i^f=•^7•-r-=    —rr- (2.) 


Qd  6 


Equating  the  second  members  of  (1)  and  (2)  we  have*^— ^ —  = 

RR^p  b  versin  d'. 

Now,  B^  =  OP-'PN=:R'-^.  But  ^  in  practical  cases 
is  quite  small  compared  with  5,  and  we  may  regard  the  variable 
-8  -  id  as  constant  and  equal  to  K     Therefore, 

'^  =  E"  p  versin  0' (3.) 

Having  now  deduced  an  equation  involving  the  variable  depth, 
we  will  next  seek  to  impose  upon  it  the  condition  that,  when  the 
ring  is  removed  from  the  cylinder,  it  shall  spring  back  into  the  arc 
of  a  circle,  as  this  is  required  by  its  method  of  mechanical  construc- 
tion. 

If  we  take  a  portion  of  a  ring,  slq  A  B  C  I),  Fig.  113,  of  uniform 
rectangular  cross  section,  and  bend  it,  so  that  its  neutral  surface, 
-ViT,  assumes  the  arc  of  a  circle,  put 
ting  the  outer  side  in  tension  and  the 
inner  in  compression,  it  is  obvious,  A^ 
if  the  unit  strain  is  constant  on  each 
side  of  the  neutral  surface,  in  the  ex-  Fig.  lis 

treme  fibers,  that,  on  releasing  the  ring,  it  will  spring  back  into  an- 
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other  cii'CMilar  arc,  due  to  the  uniform  contraction  of  the  outer  side  and 
the  uniform  extension  of  the  inner  side.  Now,  it  is  furtlier  obvious 
that,  if  the  portion  of  a  ring,  Ay  B  C D^^  of  constant  breadth,  but  vari- 
able depth  radially,  be  bent  so  that  its  neutral  surface  shall  occupy 
tlie  same  position,  iTiT,  it  will  spring  back  into  the  same  circular  arc 
(as  far  as  the  neutral  surface  is  concerned)  on  being  released  from 
strain,  j>>*ovxded  that  there  exist  in  the  fibers  of  the  ring,  at  the 
time  of  strain,  the  same  strains  as  would  occur  in  them  if  they 
formed  part  of  the  uniform  ring  at  the  time  when  it  was  deflected 
in  a  circular  arc.  Now,  considering  Ax  B  C  DitL  part  of  A  B  CD 
we  know  that  the  strain/,  in  an  extreme  fiber  of  Ai  B  C2?i,  is  to 
the  strain /i  in  an  extreme  fiber  oi  A  B  C  Dy  slb  the  distance  of  the 
first  from  the  neutral  surface  is  to  the  distance  of  the  second  from 

f       f 

that  surface.     That  is,/  ;  fi  : :  ^d  :  id^  or  ^=  ^  =    constant 

because /i  and  di  are  both  constant. 

Therefore,/ =*^V-  (4)  is  the  equation  of  condition  for  the  ex- 

pansion  into  a  cylindrical  surface  of  the  neutral  surface  of  a  spring, 
which  neutral  surface  is  already  cylindrical,  due  to  a  unit  strain  of 
/i  in  the  extreme  fibers  at  the  point  where  the  greatest  depth  di 
occurs.  Now,  the  condition  which  makes  Eq.  (4)  applicable  is  not 
strictly  realized  in  the  case  in  hand,  for  it  is  the  outer  surface  of 
the  ring,  and  not  the  neutral  suiface^  which  is  cylindrical;  but, 
unless  we  find,  on  further  discussion,  that  the  depth  of  the  ring  is 
a  considerable  part  of  the  radius  of  the  cylinder,  we  may  assume 
that  the  neutral  surface  is  cylindrical,  without  material  error. 
Substituting  in   (3)   the  value  of  /  taken   from  (4),  we  have 

f  d^      f  d^ 
*^——  =  v-7-  —  B?  p  versin  B. 

or 

^       0  ^  p  f/i  versin  &  ,  ^  ^ 

^P  =  —f^ (^0 

To  find  the  maximum  depth  of  the  ring,  which  occurs  where 
^'  =  180''  and  versin  ^'  =  2,  we  make  d  =•  di  and  have 

"1   —  '1-  > 

j\ 

or 

"i"  =  — ^. 
./I 


hence 
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rfi   =2i?j/|f  =  i)j/-^ (5.) 


From  a  consideration  of  (A),  we  see  that  the  depth  d  varies  as 

the  >v/ver8in  0\  where  6'  is  measured  from  the  small  end  of  the 
ring,  since  versin  6'  is  the  only  variable  in  the  second  member.  In 
equation  (A)  make  cP  =  di^  and  versin  ^  =  2,  and  solve  witli  re- 
spect to  the   constant  coefficient  of  the  versin    ff,  and   we   have 

6l?pd,  ^  d^ 
/i  2- 

Snbstitnting  in  (A)j  cP  =  ^i^  versin  ff,  or 

d  =  di  Vi  versin  6^'  =  "T^  'v^ versin  6' (C.) 

From  Eq.  ((7),  we  see  that  the  depth  of  the  ring  at  the  small  end 
is  equal  to  zero,  as  we  should  expect. 

In  the  foreoroino:  deduction  it  was  assumed  that  the  neutral  snr- 
face  of  the  compressed  ring,  which  we  will  call  its  second  state,  was 
cylindrical,  and,  on  the  basis  of  this  assumption,  there  was  intro- 
duced into  the  equation,  involving  the  depth  of  the  ring,  the  con- 
dition  that  that  form  of  the  neutral  surface  should  have  been 
derived  from  an  initial  cylindrical  form.  This  is  not  exactly 
vhat  is  desired,  because  it  is  impracticable  to  make  the  neutral 
surface  cylindrical,  but  it  seemed  to  be  the  only  simple  method 
of  securing,  though  approximately,  the  desired  conditions,  and  the 
error  of  assuming  that  surface,  cylindrical  in  its  second  state,  is 
almost  completely  offset  by  failing  to  make  it  so  in  its  first  state, 
as  may  be  seen  from  looking  at  the  matter  in  the  following  light. 
If  the  neutral  surface  be  cylindrical  to  begin  with,  it  will  have  to 
be  cylindrical  afterward  to  produce  the  desired  normal  reaction, 
^vhich  will  not  be  the  case,  as  the  outer  surface  of  the  ring  will  be 
constrained  to  conform  to  the  rigid  surface  of  the  cylinder,  whereby 
the  tliinner  parts  of  the  ring  will  not  be  bent  enough  to  cause  the 
neutral  surface  to  deviate  as  much  from  its  ori«:inal  form  as  it 
oucfht  to. 

While,  if  the  neutral  surface  be  not  originally  cylindrical,  all 
that  we  need  ask  is  that  its  second  form  shall  be  analogous  to 
its   first    form,  which    is   realized   by  making    the    outer   surface 
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cvlindrical ;  for,  then,  if  i?i  is  the  outer  radius  of  the  ring  as  con- 
structed, and  d  the  variable  depth,  the  radius  vector  of  the  neutral 
surface  will  be  Bi  —  ^,  and,  after  insertion  in  the  cylinder,  its 
radius  vector  will  be  J?  —  Jd,  d  being  the  same  in  both  cases, 
and,  subtracting  the  second  from  the  first,  we  have  (7?i  —  ^)  —  {R 
—  ^^d)  =  ^1  —  -/?;  which  is  a  constant  quantity ;  therefore,  evet^y 
point  of  the  neuti*a1  surface  has  been  made  to  approach  the  central 
point  by  the  same  distance  ii?i  —  li  by  putting  the  ring  inside  the 
cvlinder. 

a/ 

Let  us  now  find  the  relation  between  the  radius  of  the  cylinder 
and  the  radius  of  the  outer  surface  of  the  ring,  which  is  to  fit  into 
it,  for  a  maximum  safe  unit  strain  of/i. 

Let  A  By  Fig.  114,  be  a  portion  of  a  rectangular  ring,  whpse 
depth  </i  =  the  maximum  depth  of  the  given  ring;  and  let  it  be 
compressed  just  as  the  given  ring  is,  inside  the  cylinder,  thereby 
subtend  in «:  an  angle  a  at  the  center,  with  an  outer  radius  R  =  the 

radius  of  the  cylinder.      Let  Ri  =  the  outer 

radius  of  the  ring  after  the   strain    is  re- 

moved   and  ai  —  the  angle  at  the   center. 

Zet  I  =  the   expansion    or  contraction  per 

unit  of  length  due  to  /i,  which  occurs  in  the 

Kg.  114  extreme  fibers  on  either  side  of  the  neutral 

axis,  that  is,  at  a  distance  R  ov  R  —  dx  from  the  center  of  the  ring. 

Xow,  in  compression,  the  length  of  the  outer  surface  of -4  B  ^  R  a 

and  the  length  of  the  inner  surface  =  (7?       d^  a. 

When  unstrained,  the  length  of  tlie  outer  surface  =  Ri  oii  and 
of  the  iimer  =  (i?i  —  d^  ai.  Now,  the  difference  of  the  two 
lengths  of  the  outer  surface  is  equal  to  its  contraction  =  {R  a)  I 
.:  R  a  -  Ri  ax=  R  a  I,  or  Ri  ax  -=:  7?  «  (1  -  Z)  (5), and  the  dif- 
ference  of  the  two  lengths  of  the  inner  surface  equals  its  expansion 
=  (7^  -  dx)  a  I, 

.'.  {Rx  -  dx)  ax-{R  -  dx)  a  =  (R  -^  d^)  al, 
or 

(^1  ~  dx)  ax  =  {R  -  dx)  «  (1  +  Z),      ....     (6.) 
Dividing  (5)  by  (6)  we  have 

Rx      ^        ii?(l  -0 
Rx  -  dx       {R  -  dx)  (1  +  I) 

.-.    /?!  R~-Rx  dx-hl  Ri  R-l  R,  d,=rRxR-R  dx-l  Rx  R-^l  R  dx 
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.    7?  _      i?rf,(l-Z)  .7. 

'^     '~d,{l+l)-2lli ^'•' 

But  I  is  60  small  compared  with  1  that  it  may  be  neglect«d  in 
that  connection,  giving 

_       Jid, 
^'~  d,-2lJi 


or 


i?.=     ^ 


1  -  2  I  li {D.) 


Now, 


^'      ^^  -  d^-^lR     ^^        d^-2lR        "  d,--2lli 


:A-R=-^ {E.) 

2  IR 


Equation  {£)  gives  the  amount  by  which  the  radius  of  the  ring 

f 
should  exceed  that  of  the  cylinder,  where  l^^^E  being  the  mod- 
ulus of  elasticity  for  the  material  of  the  ring. 

In  order  to  obtain  more  definite  results  it  will  now  be  necessary 
to  assume  specific  values  for  p  and/i.  Guided  by  previous  trial, 
in  the  aim  to  secure  simplicity,  let  us  make  j?  =t  ^  lb.  =  pressure 
of  the  ring  on  the  cylinder  per  square  inch  of  area. 

Let  safe  working  strain  of  cast-iron  per  sq.  inch  of  cross  section 
=  3500  lbs.  =/i.  This  is,  of  course,  for  tension,  that  being  the 
strain    to   which    cast-iron    more   easily   succumbs.      JE  is  about 

14200000  lbs.  and  I  ^-J  =  ^^  =  ^^-t^'    • 


From  E,.  (5)  d.  =  2  R  ^ 4^,=  ^5  ^  =  ^  ^' 


(8.) 
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2  1  

From  Eq.  {C)  d    =  —  R  ^  ve,^i,i  ff  =_  j)  ^  versin  ff 


63 


••      "    {D)R,  =  R 


1  -IIR 


R,-l^.^Ii      1 


1  -  50 
4050 


1-   • 


Q1 

.     7?,  =  §i  i2  =  1.013  R, 


(9.) 


R^-R  =  ±.R  =  .013  R, 


(10.) 


A— 


The  value  oi  i  di  =  -^  B  wonld 
seein  to  justify,  at  least  for  practical 
purposes,  the  assumption  that  (i?  — 
^  ill)  =  R,      See  page  441. 

Let  us  now  endeavor  to  deduce  the 
dimensions  of  an  eccentric  ring,  whose 
radial  deptli  shall  approximate  to  the 
tlieoretical  depth  d,  as  above. 

Let  A  C  B  (Fig.  115)  be  the  theo- 
retical ring,  in  a  natural,  un8traine<= 
state,  with  an  external  radius,  therefore,  equal  to  Rx-  If  the  en< 
of  the  ring  just  touch  when  the  ring  is  in  the  cylinder,  their  distant 
apart  now  is=  2  tt  R^  —  ^  tt  R  =  2  tt  (Bi  —  R),  and  one-bi 
the  angle  subtended  at  the  center  by  this  arc  =  J  x  2  ?r  (jBj 

B)^  R,  =  ^  (^  -  ^^  =  ^  =  .0123  Tt.     Now,  if  0'  =  the  an| 

I'll  "1 

subtended  by  tlie  arc,  A  C\  to  the  radius  R  and  0"  =  the  anj 
subtended  by  the  same  arc  to  the  radius  jffi,  we  have  B  0'  =  A 

+  ^^'  =  ^(^  +  80nor 


Mr- 


From  figure  ^^  =  qT  +  ^'  = 

""  ol 


(>„  =  .0123  (tt  X  80  e-), (11.) 
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Let  di  =  the  greatest  and  ^2  the  least  radial  thickness  of  the  cor- 
responding eccentric  ring.     Let  t  =  the  distance  between  the  centers 

of  its  inner  and  outer  surfaces  =  — ^r— ^.     Then,  if  ^  =  the  vari- 
es 

able  radial  depth  and  ^^  its  angular  distance  from  the  point  of  least 

depth  ^2,  we  know  from  a  trigonometrical  deduction  that 


d  =R  -  ^  cos  (9„  -  V^  -  sin^  0^ x  t\ 

where  i?  =  larger  and  r  =  smaller  radius  of  the  ring.  But  li  = 
r  ■\'  t  +  dfy  and  i^  sin*  ^^  is  very  small  compared  with  r^ .-.  d  =  r 
■\'t-\'  d^  —  t  C08  6^  —  r^  or 

d  =  c^  4-  ^  (1  —  cos  6/^)  =  dj  +  ^  versin  6a^ 
or 

d  =  c/^  +  — "^^  versin  6^, {F.) 

In  Eq.  (C),  for  convenience  in  subsequent  comparison,  make  di 

=  1.26,  and  from  the  resulting  Eq.  d  —  ^versin  0\  let  us  calcu- 
late the  values  of  d  for  0'  =  0%  30%  60%  90%  120%  150%  and  180% 
Tn  Eq.  (/"),  also,  make  dj  =  1.26.     Let  d^  =  i  di.     Then 


<  =  ^^'  =  ^rf.  =  .315; 


.-.    (?  =  .63  +  .315  vei-sin  0„  =  .315  (3  -  cos  ff^), 

^^d  from  this  equation  let  us  calculate  values  of  d  for  values  of  0a 
corresponding  to  6'  =  0%  30%  60%  etc.,  these  values  being  derived 
^^*om  Eq.  (11).     The  following  is  a  comparison  of  the  results : 


Anglo  9' 
0 

THEORETICAL. 

Depth. 
0 

Depth. 
.030 

ECCENTRIC. 

Angle  9a 
2  13' 

30= 

.512 

.672 

31^62' 

60^ 

.794 

.788 

61°30' 

90^ 

1.000 

.945 

91  07' 

120' 

1.145 

1.103 

120  45' 

150° 

1.231 

1.218 

15022' 

180"^ 

1.260 

1.260 

180^00' 
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In  Eq.  {J'')  let  us  make  d^  =  1.40  <fj  =  .56,  whence 

._1.40- .56_.84        .„• 

and  we  have 

^  =  .56  +  .42  versin  0a. 

Instituting  a  comparison  between  values  of  d,  calculated  from 
this  equation,  and  theoretical  depths  : 


Theoretical. 
Eccentric... 


0  1  .512  1  .794  1  1.000 
560     .616  I  .770      .980 


1.145  11.381  [1.260 
1.190    1.844    1.400 


These  two  eccentric  rings  appear  to  be  as  close  approximations 
to  the  theoretical  ring  as  can  be  secured  with  a  single  interior 
circle.  Which  would  be  the  more  desirable,  practically,  is  a  diflS- 
cnlt  matter  to  decide  by  surmise  alone.  If,  after  turning  out  the 
first  eccentric  ring,  the  surplus  metal  in  30°  of  the  ring  on  each 
of  the  ends  could  be  removed,  so  as  to  leave  a  gradual  taper,  this 
ring  would  seem  to  leave  little  to  be  desired. 

The  practical  rule  would  then  be  to  calculate  by  the  proper  for- 
mula the  value  of  the  maximum  depth,  that  is,  -^  diameter  of  the 
cylinder.  Take  one-half  th\B  for  the  least  depth  of  the  ring  and 
one-fourih  for  the  distance  between  the  centers.  The  outer  radius 
is  Rx  =  W  radius  cylinder,  and  the  inner  radius  is  r  =  JJj  —  ^  —  <7,  = 

Tt 

Rx  —  \  maximum  depth  ^  ^  R  —  \  ^^^  B  -  t^  R'="^  B, 

=  ^R;  i?x  =  1.01  R;  r  =  .98R;  t  =  .10 R. 

The  distance  between  the  ends  of  the  ring,  if  they  are  to  touch 
in  the  cylinder,  measured  along  the  surface  of  the  ring,  whether  the 
ends  are  cut  off  squarely  or  diagonally,  =  27rBi  —  27rR=^i7r 

(R,-  Ji)  =  ^^  =  ij,  Tt  Ji  =  .08  B. 

Example  :  For  a  36"  cylinder, 

R  =  18" ;  D  =  36". 

Greatest   depth   of  ring  =     ij^D^    0.72". 
Least  "       "       "    =f72      =    0.36". 

Greater  radius  of  the  "    =  1.01  R  =  18.23". 
Lesser        "      "    '*     "    =  0.98  R  =  17.69". 
Distance  between  centers  =  J.72       =    0.18". 
"  "     ends  of 

the  ring  uncompressed  =  0.08  R  =    1.44". 
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DISCUSSION.  "^ 

Mr.  Ezra  FawcetL — I  do  not  know  that  I  can  add  anything 
to  the  able  paper  of  Mr.  Butherford,  except  to  corroborate  its 
conclusions  to  a  certain  extent  by  observation  and  practice. 

I  claim  that  a  piston  packing  ring,  which  is  divided  at  one 
point  only,  should  be  of  a  decreasing  section,  from  a  point  oppo- 
site  the  cut,  in  order  to  obtain  a  uniform  pressure  and  contact  of 
ring  by  its  own  elasticity  against  the  cylinder.  In  practice  in 
spnnging  in  a  piston  packing  ring  of  uniform  section  and  say 
i  larger  than  the  bore,  for  a  10"  cylinder,  we  find  that  it  bears 
mnch  harder  on  the  extreme  points  at  the  cut,  and  is  not  in  con- 
tact with  the  cylinder  back  of  the  point,  owing  to  its  uniform 
thickness  and  stiffness  at  that  point  and  its  larger  circumference, 
relative  to  the  cylinder. 

By  decreasing  the  thickness  of  these  points  in  an  eccentric 
form,  we  come  nearer  to  a  uniform  pressure  of  the  ring ;  also  in 
springing  the  rings  over  the  piston,  into  grooves  turned  to  receive 
them  in  what  is  termed  a  solid  head,  we  find  it  much  more  easily 
done. 

As  to  the  proper  proportion  for  thickness  of  ring,  this  depends 
somewhat  on  its  width  or  longitudinal  section.  For  a  10''  cylin- 
der the  dimensions  should  be^"  to  |"  rectangular  section  at  great- 
est depth  and  \"  at  least  depth  of  ring ;  the  ring  uncompressed 
being  turned  \"  larger,  gives  good  results. 

In  my  own  practice,  one  particular  high  speed  engine,  attached 
direct  to  a  large  60  "  circular  saw  is  making  400  to  600  revolutions 
per  minute,  and  has  been  in  general  use  some  thirteen  years.  It 
is  giving  good  service  yet,  and  its  rings  are  proportioned  accord- 
iiig  to  a  rule  which  seems  so  nearly  that  of  the  solution  contained 
in  the  paper,  that  it  leaves  little  more  to  be  desired. 

Mr.  C.  T.  Porter. — I  believe  that  a  piston  packing  ring  acting 
by  its  own  elasticity  was  first  employed  by  Mr.  Kamsbottom,  the 
well  known  Superintendent  of  the  London  &  North  Western  Rail- 
way, some  twenty-five  years  ago.  In  1862  I  was  exhibiting  in  Lon- 
don a  few  American  engineering  novelties.  Mr.  Webb,  then  Mr. 
Kamsbottom's  assistant  at  Crewe,  was  a  frequent  caller  upon  me, 
and  he  described  to  me  a  number  of  Mr.  Ramsbottom's  inventions. 
One  that  interested  me  very  much  was  this  piston  ring,  which  was 
then  in  the  market  for  sale  in  England.  The  description  of  it 
will  suggest  the  progress  that  has  been  made  in  engineering  prac- 
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tice  since  that  time.  Mr.  Kamsbottom's  ring  was  a'parallel  ring, 
equal  in  depth  ^H  around.  It  was  a  wrought-iron  ring,  and  the 
form  of  it  was  derived  by  a  very  peculiar  process.  A  ring  was 
bored  and  turned  of  the  exact  diameter  of  the  cylinder.  This  was 
cut  on  one  side  and  laid  on  a  table,  around  which  were  placed  a 
number  of  pulleys  equidistant  from  each  other.  Over  these  pul- 
leys cords  were  passed,  and  weights  were  attached  to  them,  and 
this  circular  ring  was  expanded  equally  in  all  directions  by  the 
pull  of  these  equal  weights.  The  ring  was  thus  drawn  out  into  a 
curve  of  no  mathematical  character  whatever.  That  curve  was 
traced,  and  the  rings  were  rolled  to  that  curve.  They  were  not 
circles,  but  when  compressed  to  the  original  diameter  they  would 
be  circles. 

I  used  the  Kamsbottom  rings  made  in  that  way  for  some 
time  in  England,  but  with  poor  results.  They  wore  very  un- 
equally. They  would  sometimes  wear  quite  in  two  at  points  per- 
haps two  to  four  inches  from  each  end.  So  I  ceased  to  use  them, 
and  employed  cast-iron  rings,  sprung  into  grooves  in  the  piston 
after  Mr.  llamsbottom's  method,  and  which  I  always  bored 
eccentric.  The  eccentricity  was  rather  moderate;  perhaps  the 
thin  side  where  the  ling  was  cut  was  half  the  depth  of  the 
opposite  side.  These  rings  always  wore  well  in  my  practice. 
They  were  found  to  bear  on  every  point  of  the  surface.  But 
the  precise  degree  of  eccentricity  required  to  give  uniform  radial 
expansion,  equal  in  all  directions,  and  so  theoretically  correct,  I 
have  never  known  how  to  arrive  at.  The  solution  given  in  this 
paper  is  of  great  interest  to  me,  and  I  presume  will  be  to  all 
members  of  the  profession. 

Jf/\  John  E.  Siceet. — To  one  who  cannot  fonn'the  least  concep- 
tion as  to  what  it  all  means,  Mr.  Rutherford's  paper  seems  to 
present  a  wonderful  array  of  figures  to  demonstrate  what  it  would 
seem  ought  to  be  arrived  at  about  as  accurately  by  a  simple  proc- 
ess of  reasoning  without  any  figures  whatever. 

If  it  is  true  that  a  bar  having  a  straight  lower  edge,  parallel 
in  thickness,  with  its  upper  edge  formed  to  a  true  parabolic  curve, 
will,  if  uniformly  loaded,  deflect  to  a  true  circular  curve ;  then  one 
would  suppose  if  such  a  bar  were  bent  into  a  true  circle  and 
crowded  into  a  cylinder  somewhat  smaller  than  itself,  it  would 
press  against  the  surface  all  around  with  a  uniform  pressure. 

As  an  eccentric  ring,  if  cut  through  its  thinnest  part  and 
straightened  out,  would  not  make  a  bar  of  the  above  form,  it 
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cannot  be  theoretically  correct,  but  as  it  more  nearly  approaches 
that  form  than  a  parallel  bar,  it  is  so  much  nearer  correct. 

Were  we  to  make  the  packing  rings  to  the  true  theoretical 
fonn,  they  would  possess  a  feature  that  would  render  them 
worthless  in  practice.  The  ends  would  be  so  thin  and  have  so 
little  bearing  in  the  groove  in  the  piston,  that  they  would  soon 
wear  loose,  and  by  further  use  wear  off  the  outer  corner  of  the 
piston  and  the  inner  comer  of  themselves  and  wedge  in,  ending 
in  a  smash-up. 

In  this  cbnnection  it  may  be  pertinent  to  consider  the  two  lead- 
ing difficulties  with  the  **  sprung  in  '*  rings,  neither  of  which  come 
from  any  constructive  difficulties.  If  made  weak  and  just  large 
enough,  or  with  sufficient  tension  so  as  not  to  leak,  a  little  gummy 
oil  or  worn  off  metal  will  stick  them  in  the  groove.  When  this 
happens  their  usefulness  is  entirely  destroyed,  or  if  given  consid- 
erable tension  to  overcome  the  sticking,  they  wear  unduly  fast  and 
are  liable  to  cut.  Probably  the  best  which  can  be  done,  is  to 
make  the  rings  much  stronger,  and  give  the  least  pressure  against 
the  cylinder  that  will  answer,  by  turning  them  only  slightly  larger 
than  the  cylinder.  By  so  doing  the  tendency  to  wear  is  no  greater, 
while  the  power  to  free  themselves  from  striking  in  the  groove  is 
much  greater. 

I  should  adopt  very  different  proportions  from  those  given  in 
the  paper,  making  the  ring  in  its  thickest  part  not  less  than  l-20th 
the  diameter  of  the  piston  (at  least  for  small  pistons),  and  not 
turn  them  more  than  l-80th  or  1-lOOth  larger  than  the  cylinder. 

The  width  of  the  ring  in  proportion  to  its  thickness  has  a  gi*eat 
bearing  on  the  subject,  the  narrower  being  the  more  likely  to  stick 
and  the  wider  the  more  likely  to  wear  loose ;  and  also,  the  quality 
of  cylinder  oil  has  as  much  to  do  about  the  success  or  failure  of 
the  job  as  any  other  one  thing,  for  poor  oil  will  upset  all  theory, 
and  the  Jargest  part  of  good  practice. 

In  our  practice  we  use  the  "  sprung  in  "  rings  entirely,  as  we 
only  build  small  engines,  and  for  10- inch  cylinder  the  rings  are  ^ 
inch  square  at  the  thickest  and  ^^^  or  |  x  i  inch  at  the  thinnest 
and  turned  only  about  i;  inch  larger  than  the  cylinder,  though  just 
what  they  are  after  being  sprung  on  the  piston  cannot  always  be 
told,  for  unless  of  strong  iron  they  take  permanent  set.  It  is  our 
practice  to  cut  out  about  ^  of  the  thin  part  of  the  ring,  which 
makes  it  a  little  nearer  the  true  theoretical  form.  The  thick  part 
of  the  ring  is  always  at  the  top  (our  engines  being  all  horizontal) 
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and  the  grooves  between  the  ends  of  the  ring  are  filled  in  solid, 
thus  restoring  the  wearing  surface  to  the  piston  for  a  small  part 
of  its  circumference. 

The  whole  arrangement  is  theoretically  pretty  good,  practically 
probably  as  good  as  any,  but  bad  oil  and  neglect  will  induce  them 
to  cut  and  wear  out,  and  hence  we  are  looking  and  striving  for 
something  better. 

Mr,  Cha^.  E.  Emery. — I  think  it  is  due  to  the  young  gentlemen 
who  has  prepared  this  paper  to  say  that  in  the  opinion  of  the 
speaker  it  is  a  very  creditable  example  of  analysis  practically 
applied.  The  results  correspond  well  with  the  speaker's  expe- 
rience with  what  are  called  "  Bamsbottom  rings."  Twenty  years 
ago,  in  examining  the  eugiues  in  one  of  the  largest  flouring  mills 
then  in  operation  in  this  country,  I  found  that  they  had  been 
using  brass  piston  rings  and  were  only  getting  some  600  horse- 
power out  of  the  engines.  By  changing  the  rings  and  putting  in 
cast-iron  ones  of  the  type  uuder  discussion,  with  the  points  about 
one-half  the  thickness  of  the  backs,  the  engines  developed  over 
900  horse-power  with  less  consumption  of  fuel. 

The  general  results  obtained  by  Mr.  Butherford  are  evident 
from  the  ordinary  investigation  of  the  transverse  resistance  of 
beams.  With  a  beam  supported  at  one  end  and  loaded  uniformly, 
the  calculated  depth  for  uniform  width  will  result  in  a  parabolic 
curve,  and  as  each  section  is  proportioned  to  the  moment  at  that 
point  the  angle  due  to  deflection  will  be  the  same  at  each  point. 
It  would  seem  that  the  results  given  in  the  paper  would  be  ob- 
tained directly  by  a  simple  adaptation  of  the  ordinary  discussion 
to  a  polar  equation.  I  have  not  had  time  to  examine  this  matter, 
and  it  may  be  the  formula  would  practically  reduce  to  the  form 
given. 

Prof.  J,  Burkilt  Webb. — As  no  mention  is  made  of  Prot  Bob- 
inson's  paper  at  the  Hartford  meeting,^  it  is  presumable  (hat  the 
author  has  not  referred  to  it.  It  covers  the  same  ground,  attempt- 
ing also  to  approximate  to  a  correctly  tapered  ring  by  means  of 
circles  ;  but  with  regard  to  both  papers  there  is,  in  my  judgment, 
a  grave  criticism  to  make.  In  the  case  of  a  steam-tight  fit 
between  metal  surfaces,  we  have  to  discuss  thousandths,  or,  per- 
haps, ten-thousandths  of  an  inch,  as  afl'ecting  the  fit.  Now,  neither 
of  these  papers  tell  us  how  much  the  fit  between  ring  and  cylinder 
will  be  aflected  by  the  various  approximations  introduced  into  the 

*  Trans.  A.  S.  M.  E.,  Vol.  II.,  p.  19.  ~" 
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matHematical  analysis.  It  is  safe  to  say  that  the  practical  vahie 
of  any  theory  involving  approximations  is  very  greatly  reduced,  if 
not  destroyed,  by  the  neglect  to  calculate  and  sufficiently  indicate 
the  effect  of  such  approximations,  so  that  the  theory  may  be  ap- 
plied to  a  practical  case  with  some  definite  assurance ,  against 
error.  For  example,  in  the  paper  under  discussion,  passing  over 
the  various  approximations  involved  in  the  production  of  the 
lormulsB,  we  have  tables  of  "  theoretical "  and  **  eccentric  "  depths  of 
riugs,  but  there  is  no  attempt  to  show  how  the  considerable  varia- 
tions between  these  depths  will  affect  the  fit  of  the  ring,  causing, 
very  likely,  a  leakage  of  steam.  Prof.  Robinson  advocates  an  in* 
inside  circle  different  from  either  of  those  of  Mr.  Rutherford  ; 
Prof.  Robinson  throws  his  circle  out  of  center  a  distance  =  0.  2 
greatest  depth  of  riug,  while  Mr.  Rutherford  tries  0.3  and  0.4. 
Neither,  however,  proves  that  rings  so  made  will  be  of  practical 
value.  Prof.  Robinson  claims  that  a  drawing  of  the  correct  ring 
shows  that  a  circle  may  be  drawn  so  as  to  approximate  closely  to 
two-thirds  of  the  inside  of  the  riug,  but  how  large  the  drawing  was, 
and  how  carefully  made,  or  how  close  the  approximation  appeared 
is  not  told,  and  the  method  of  calculating  the  exact  size  of  this 
circle  is  simply  to  pass  it  through  three  correct  points — one  op- 
posite the  slit,  and  two  at  90""  therefrom.  Both  of  these  proposed 
simple  methods  of  makiug  rings  leave  a  large  and  important 
poition  of  the  ring  to  be  finished  by  a  file  or  otherwise,  and  it  is 
this  portion  which  is  most  likely  to  fail  to  make  contact  with  the 
cylinder.  In  our  judgment  the  proper  way  to  discuss  a  ring  formed 
of  eccentric  circles  is  simply  to  call  attention  to  the  fact  that  for 
a  ring  whose  greatest  depth  is  one  inch,  the  proper  inside  diameter 
from  the  slit  across  is  nearly  .6  inch  longer  than  the  inside  diameter 
at  right  angles  thereto,  and  that,  therefore,  a  circle  would  not 
he  suitable  for  the  iuside. 

If  it  be  advisable  to  form  piston  rings  to  the  exact  theoretical 
shape  for  a  uniform  pressure  against  the  cylinder,  there  are  ways 
euough  to  accomplish  it ;  they  can  be  milled  out  inside,  or  turned 
out  with  a  tool  fed  in  and  out  by  a  pattern  bolted  to  the  face  plate, 
or  it  is  possible  that  a  good  ring  might  be  made  by  carefully  cast- 
^Dg  tlie  inside  of  the  proper  shape  and  turning  only  the  outside. 

Prof.  Robinson  refers  also  to  rings  which  are  made  of  uniform 

thickness,  and  says  that  their  ends  close    to  the  split  will  "  bear 

heavily  upon  the  cylinder,  with  a  probable   space  of  no  contact 

for  some  distance  back."     A  short  analysis,  an  example  of  which 

30  . 
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ia  appended,  would  have  warranted  a  positive  iuBtead  of  &  prob- 
able Btntement  and  it  nonld  have  been  c^en  more  satiafaotory  if 
tlie  length  auil  opeiiing  of  tins  sjiace  had  been  discussed.  We 
liavc  at  the  Stevens  Institute  an  eight  inch  pistoD  with  rings  of 
unifoini  depth  (we  should  prefei  to  call  it  "thickness,"  and  adhere 
to  "  depth  "  only  to  snit  the  papei  undei  discussion).  The  open 
tupikce  is  70°  to  !K)°  on  each  side  of  the  split,  and  the  calculated 
nidximtim  opening  is  about  half  a  huudredth  of  an  inch.  lu  spring- 
ing the  ling  open  to  get  it  off  and  when  it  is  tightly  clasped  about 
the  outside  of  the  piston,  there  are,  in  the  same  way,  similar  open 
spaces   of  at  least   one   tliirty-secoud   inch   maximum   opeoing 
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These  two  effects  of  the  nmfoim  depth  are  shown  in  Fig.  158. 
The  greater  opening  in  the  second  case  is  accounted  for  by  the 
fact,  that  in  getting  the  ring  off  it  must  be  spmng  open  by  an 
amount  four  times  greater  tlian  the  amount  required  to  close  it 
in  to  the  size  of  tli©  cylinder,  and  that  the  arc  of  contact  opposite 
the  slit  is  much  smaller  than  180°.  This  ring  leaks  badly  and  the 
t'stent  circumferentially  of  tlie  open  crack  is  evident  by  the 
absence  of  wear  on  the  exteiior  of  the  ling.  Tliis  ring  was  turned 
to  a  diameter  only  about  a  sixteenth  larger  than  the  cylinder,  and 
sliows  that  some  attention  should  be  paid  to  forming  rings  properly. 
Had  it  been  turned  say  only  a  thousandth  or  two  larger  than  the 
bure,  and  had  its  ends  forced  apart  by  a  spring  acting  at  the  slit, 
it  would  most  likely  liava  been  an  excellent  ring,  fitting  the  cylin- 
der quite  as  well  as  any  taper  ring  could  do,  and  having  some 
advantages  which  the  latter  has  not. 
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An  cxEuninatioii  showed  that  the  ring  fitted  for  180°  oppo- 
sito  the  sHt.     It  remains  then   to  determine  the  vidth  of  the 
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opening  between  the  rest^of  the  ring  and  the  cylinder.  Suppose 
the  slit  at  A  (Fig.  159) ;  tlie  ring 
beu^  gainst  tlie  cylinder  for  a 
short  distance  at  the  slit  with  a 
pressure,  which  we  will  call  I',  but 
wliich  need  not  be  known.  At  G 
the  ring  is  to  be  supposed  tangent 
to  the  cylinder.  Let  B  be  any  dif- 
ferential element  of  the  ring.  Then 
&e  force  I*  tends  to  bend  this  ele- 
ment, and  by  virtue  of  the  bending 
of  this  and  the  other  elements  the  Kg-  ISO. 

nog  is  in  the  position  shown,  instead  of  in  its  natural  (dotted) 
position.    The  moment  of  P  tending  to  bend  B  is 

moment  =  Pp  =  (approi.)  PH  sin  d. 

The  length  of  the  element  being  BdO,  the  amount  of  the  bending. 
"ill  be  proportional  thereto,  and  the  distance  which  the  end  A 
goes  toward  0  by  virtue  of  this  bending  will  be  still  further  pro- 
portional to  p,  so  that  we  may  write  differential  distance  due  to 
be&dmg  of  differential  element 

=  m  PUf  sin*  0  d9 

(vhere  m  is  an  undetermined  constant)  and  the  total  distance  due 
to  the  bending  of  all  the  elements  from  Aio  B  will  be, 

Total  distance  =  m  Pi? J  sin*  66,8 
=  mPii*  (I -i8in«(?y, 


which  for  ^  =  -s  becomes 


^JuPIP-=b, 


(1) 


s  sprung 


h  being  the  approximate  radial  distance  which  the  end  A  i: 
in  nuder  the  action  of  P. 

At  any  other  point,  as  at  B\  we  shall  have  a  distance  sprung 
inwaril  due  to  all  the  elements  between  B'  and  C.     The  moment 
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will  be  as  before  and  also  the  length  of  the  elements,  but  the  lever 
arm  to  which  the  distance  is  proportional  will  now  be 

p'  =  i?  sin  {8  -^'), 

this  gives  a  differential  distance 

=  m  PB?  sin  B  sin  (^  -  &)  dO 
(where  m  is  the  same  undetermined  constant) 

=  m  PIP  (cos  0'  sin^  0  -  sin  6  sin  6'  cos  0)  dO 
which  makes  the  total  distance, 

Distance  =  m  PP?  cos  6^' f^sin^  ddd-  mPP?  sin  <9' f^sin  B  cos  B  dB 


=  m  PE'  cos  ^'(1  -  i  sin  2^)^-  m  PR'  sin  <?'(?^^ 


7t 

which  for  ^  =  -^  becomes 


^H 


^^o/^       Q'^      sin  ^\       4cb  /       ^n     sin  B\  .^. 
=  m  PI^(oos  B  -J ^)  =  _(^cos  B'- —"j  (2) 


Now  for  the  ring  to  fit  the  cylinder  eg  should  correspond  with 
ef,  but  we  can  calculate  ^geometrically  as  follows  (Fig.  160): 

0/  =2i 

O'e  =  H  +  b,  which  approx. 

=  e/  +  Ji  + bans' 
.:  e/  =  J  (1  -  sin  6')  (8) 

f>   I  .  We  have  then  by  subtracting  (8)  from  (?) 


°'         Fig.  160. 

Width  of  crack  at  B' 


=  fg  =  eg  -  e/=  5  (sin  «•' +  cose'-l-^sin«') 
=  h(^^-^  sin  e'  +  cos  0'  -  l) 


(*) 
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Putting  this  to  a  maximum  we  get 

sin  6'  =  — — —  cos  6'  fi'om  which 
n 

cos  «'  =  .  94  and  sin  (9'  =  .34  (5) 

or  ff  =  somewhere  near  20°. 

These  values  give  in  (4) 

max.  width  of  crack  =  h  (.36  +  .34  +  .91  —  1)  =  =^. 

By  measurement  h  =  .08  inches    .*. 
max.  opening  =  .005  inches. 

An  examination  of  the  approximation  made  in  arriving  at  this 
resnlt  shows  that  it  can  be  depended  upon  with  .001  of  an  inch 
if  the  ring  is  truly  circular  and  homogeneous  to  start  with  ;  and 
a  rough  circulation  based  on  the  measured  one- thirty-second  of 
an  inch  and  the  greater  amount  of  spring  required  to  get  the  ring 
over  the  piston  alluded  to  in  connection  with  Fig.  158  shows  that 
this  result  is  about  right. 
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CCXLVIL 

THE    EDUCATION    OF    INTUITION    IN   MACHINE 

DESIGNING. 

BT  JOHN  T.  HAWKINS,  TAUNTON,  MA88. 

(Member  of  the  Society.) 

It  may,  perhaps,  at  first  thought,  seem  apochryphal  to  say  that  a 
boy's  intuitive  mechanical  perceptions  or  tendencies  may  be  edu- 
cated ;  but  a  closer  look  at  such  a  proposition,  will,  I  think,  open 
up  to  our  view  an  important  channel  through  which  the  technical 
education  of  our  boys  may  be  modified  to  a  considerable  extent, 
and  to  their  great  advantage  as  practical  men  when  they  l>egin  to 
assume  the  responsibilities  of  that  part  of  their  profession  involving 
machine  construction. 

One  of  the  greatest  difiicnities  in  ordinary  machine  constroetion 
(and  particularly  complicated  machines  containing  a  comparatively 
large  number  of  parts,  many  of  them  of  insignificant  dimensions,) 
is  the  proper  designing  of  the  various  parts,  so  as  to  fit  them  best 
for  the  service  which  they  have  to  perform,  without  resorting,  to  any 
considerable  extent,  to  the  mathematics  for  their  solution.  In  a  large 
proportion  of  such  cases,  the  matters  of  strength  and  wearing 
and  other  qualities  are  important  questions  of  consideration;  and 
others,  such  as  form,  outline,  and  general  appearance  presented  to 
tlie  eye  ;  accessibility  for  manipulation  in  the  machine,  their  con- 
gruity  with  other  members  of  the  same  machine ;  the  most  acceptable 
manner  in  which  a  given  piece  may  be  made  to  depart  from  what 
would  otherwise  be  its  most  desirable  form,  in  order  to  escape  con- 
tact with  some  other  member ;  the  facility  with  which  it  may  be 
put  in  its  place  in  assembling  the  machine,  or  another  substituted 
for  it  with  least  disturbance  of  the  other  parts,  in  case  it  should  re- 
quire to  be  replaced  ;  the  questions  of  cost  of  its  construction,  and 
in  connection  therewith  the  modifications  of  it  permissible  as  con- 
ducing to  cheapening  of  the  methods  of  its  production  ;  what  tools 
are  available  to  be  used  for  its  production;  and  a  thousand  and  one 
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snch  questions  as  these  depend  largely  for  their  solution  upon  what 
may  be  called  the  intuitive  capacity  of  the  engineer  engaged  in  ma- 
chine construction ;  and,  in  a  large  proportion  of  such,  mathemati- 
cal investigation  can  only  be  resorted  to,  if  at  all,  in  a  most  unprof- 
itable way.  The  engineer  is  met  at  every  turn  with  questions  of 
this  kind,  which  cannot  profitably  be  subjected  to  the  ordeal  of 
figures,  but  which  are  no  less  important  in  a  vast  variety  of  me- 
chanical constructions  than  those  problems  which  more  decidedly 
depend,  for  their  successful  solution,  upon  analytical  processes. 

There  are  also  many  questions  of  proportion   which   involve 
etrength  and  wearing  and  other  qualities  which  are  so  complicated  in 
the  kind  of  stresses  to  \vhich  the  parts  may  be  subjected ;  and  the  direc- 
tions of  application  of  those  stresses  are  so  involved  with  other  con-i 
siderations,  snch  as  some  of  those  pointed  out  above,  that  analj'tical 
methods  must  fail,  if  applied  to  them,  and  in  which  the  intuition  of 
the  engineer  must  almost  entirely  constitute  the  solvent.     I  take  it 
that  the  faculty  in  man  which  may  perhaps  be  properly  defined  as 
mechanical  intuition  is  as  much  dependent  upon  education  for  its 
full  development  as  a  natural  tendency  to  be  musical,  or  an  innate 
talent  for  paititing,  or  any  of  the  fine  arts.     It  is  w^ell  understood 
that,  no  matter  how  great  a  prodigy  a  boy  may  show  himself  to  be 
in  either  of  the  directions  last  mentioned,  the  cultivation  of  his  par- 
ticular tendency  is  indispensable  to  any  marked  success  in  the  ap- 
plication of  it ;  and  it  is  doubtless  true  that  a  natural  mechanic  may 
be  developed  by  cultivation  to  as  great  an  extent  as  a  natural  mu- 
sician, or  artist,  or  orator;  and  that,  without  development,  either 
of  them  must  necessarily  be  deficient. 

Of  course,  it  is  admitted  that  the  particular  kind  of  training 
vrhicli  will  best  develop  this  faculty  in  a  boy  is  to  be  had  in  the 
practical  application  of  his  knowledge  and  talents  after  leaving  col- 
lege; but  I  believe  that  a  very  considerable  preparatory  course  in 
this  direction  may  be  followed  in  the  schools,  such  that  a  young 
graduate  of  a  technical  school  shall  not — as  is  now  very  largely  the 
case— upon  entering  upon  the  practical  duties  of  a  mechanical  engi- 
neer in  some  manufacturino:  establishment, — find  himself  to  so  irrcat 
an  extent  unable  to  apply  and  make  useful  to  himself  and  to  his  em- 
ployer that  which  he  has  worked  so  hard  to  attain  while  at  school. 
One  of  the  greatest  difficulties  attending  the  deUit  of  a  newly- 
fledged  technical  graduate  in  the  practice  of  his  profession  as  applied 
to  machine  designing  is  that  he  commences  with  a  very  decided 
tendency  to  carry  out  the  exact  methods  which  he  has  been  pursuing 
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at  pcliool ;  and  tlie  fact  tliat  einplovinfi:  manufacturers  immediately 
find  tliat  these  methods  have  to  be  8<^  extensively  reversed  or  sub- 
dned,  if  tlie  yonn<ij  aspirant  is  to  spend  liis  time  in  a  profitable 
manner,  is  a  good  indication  that  tlie  edncation  of  what  Las  been 
quite  forcibly  denominated  the  boy's  "  hoi^se sense"  by  Mr.  Dodsje,* 
has  l)een  sacrificed  during  his  college  course,  and  that  so  much 
proniin<'nce  has  been  given  to  what  may  be  termed  the  metaphysics 
of  enirineering  as  to  leave  him  very  largely  an  impracticable.  It 
is  within  my  experience  to  find  a  young  man  who  had  graduated 
with  hijifh  honors  from  one  of  our  best  colleges,  upon  first  attempt- 
ing to  use  the  knowledge  there  acquired  in  machine  design  and 
construction,  becoming  comi)letely  lost  in  an  effort  to  apply  a 
comparatively  high  order  of  analysis  to  the  designing  of  some  part 
of  a  machine  which  could,  in  no  profitable  manner  at  least,  be  ar- 
rived at  in  any  such  way  ;  and,  not  having  had  much  previous  train- 
ing of  that  faculty  which  would  enable  him  to  design  such  parts 
pro]^erly  and  wx»ll,  without  resorting  to  a  more  or  less  elabomte  ap- 
plication of  mathematics,  the  result  was  anything  but  satisfactory. 

In  this  way,  we  find  that  our  young  men  are  very  much  behind 
when;  they  ought  to  be  upon  leaving  school,  in  the  particular  direc- 
tion of  machine  design  and  construction,  and  that  they  have,  upon 
entering  ])ractical  life,  only  begun  another  course  of  training  as 
distinct  from  that  which  they  have  followed  at  college  as  can  well 
bo  imagined.  They  are  disapj^ointed,  armed  and  equipped  as  they 
feel  themselves  to  be  with  what  they  sup])ose  is  all  that  is  necessary 
to  enable  them  to  start  out  as  designers  and  constructors  of  ma- 
chines, to  find  that,  in  perhaps  the  very  fii-st  task  set  for  them,  they 
are  all  at  sea ;  and  it  is  certain,  in  the  writer's  mind,  that,  if  some 
system  could  be  instituted  in  our  technical  schools  looking  to  the 
greater  edncation  and  development  of  mechanical  intuition  in  a 
boy,  schooling  his  eye  to  recognize  good  propoi*tion  and  proper 
strength  of  material  and  the  direction  of  application  of  the  same, 
and  stimulating  and  exercising  his  inventive  faculty  in  such  a  way 
as  to  make  him  fertile  in  the  resources  which  are  so  constantly  de- 
manded of  the  constructing  engineer  in  machine  designing,  such 
an  addition  to  the  technical  curricnlnm  could  be  profitably  made, 
even  at  the  expense  of  some  of  the  more  analytical  knowledge  with 
which  his  mind  is  now  more  exclusively  stored. 

T  am  not  of  those  who  are  inclined  to  belittle  the  importance  of 


*  TriiLS.  A.  S.  M.  E.,  Vol.  VI.,  p.  548. 


THE  EDUCATION  OF    INTUITION  IN  MACHINE  DESIGNFNG.        461 

th^  higher  mathematics  in  their  proper  place;  but  I  do  believe 
that  the  tendency  in  our  schools  is  to  impress  the  etudents  with  the 
idea,  in  too  great  a  degree,  that  machine  construction  is  dependent 
upon  the  application  of  mathematical  analysis,  and  very  much  be- 
yand  what,  in  practice,  there  is  any  necessity  for;   and  I  believe 
that  one  of  the  most  important  things  which  could  be  instilled  into 
their  minds  to-day  would  be  the  fact  that,  in  designing  any  im- 
portant machine  (while  in  many  ways  the  application   of  mathe- 
matical processes  is  indispensable  to  success)  it  is  essential  to  know 
-when  and  where  not  to  attempt  to  apply  these  methods,  and  to  be 
able  to  design,  arrange,  construct,  and  create  in  the  proper  places 
without  them.    Of  course,  it  may  be  said,  strictly,  that  there  can  be 
BO  piece  of  machine  construction  which  cannot  be  subjected  to,  and 
its  dimensions  and  other  characteristics  decided  by,  strictly  analyt- 
ical methods ;  but,  in  a  very  large  proportion,  such  a  course  is  eco- 
nomically out  of  the  question,  and  they  must  be  looked  and  thought 
ont  practically  by  the  engineer's  intuition — that  is,  his  capacity  to 
jndge,  unaided  by  abstruse  computations,  as  to  their  best  propor- 
tion and  form,  the  material  of  which  it  is  best  to  construct  them, 
and  many  other  considerations,  such  as  indicated  above,  which  are 
generally  to  be  given  their  proper  weight  in  the  final  designs. 

One  of  the  principal  factors  in  this  educational  problem  is  econ- 
omy. If  it  be  accepted  that,  as  above  admitted,  every  conceivable 
problem  of  machine  construction  may  be  solved  mathematically,  in 
a  vast  majority  of  cases  it  would  be  the  sheerest  waste  of  time  and 
money  to  attempt  it ;  and,  in  this  age  of  close  competition  and  struggle 
for  cheapening  of  every  production,  it  is  one  of  the  very  first  con- 
siderations that  a  designer  does  not  waste  his  time  over  analytical 
computations  where  his  object  may  be  attained  in  a  more  direct 
and  simple  manner ;  and  perhaps  there  is  no  aspect  of  the  question 
vhich  applies  itself  more  forcibly  to  the  manufacturer  or  manager 
than  that  the  tendency  with  our  technical  graduates  upon  entering 
opon  the  practice  of  their  profession  is  to  be  too  expensive,  one  of 
tbem  rarely  being  able  to  compete  in  this  respect  with  a  young 
roan  who  has  had  his  mechanical  aptitude  or  intuitions  more 
tlioroii«rlily  trained,  though  not  in  the  possession  of  a  tithe  of  the 
Iji^ber  education  with  which  the  college  student  has  been  favored. 
It  may  be  contended  that  the  manual-trainin":  branches  of  such 
schools  are  intended  and  should  be  sufficient  for  the  development 
of  this  mechanical  faculty,  but  I  think  not — at  least,  as  they  are 
now  conducted  ;  nor  do  I  think  it  would  be  possible  to  combine  the 
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two  in  an}'  desimble  way.  These  are  excellent  for  the  training  of 
tlie  hand  or  the  imparting  to  the  student  of  "linger  wisdom,"  as 
Mr.  Pai-trid<i!;e*  has  it ;  bnt  very  little  in  the  way  of  deciding  propor- 
tion, form,  strength,  and  adaptation  of  jiarts  of  a  machine  can  be 
gotten  in  the  workshop.  It  is  in  the  mechanical  laboratory  and  the 
drafting- room  where  the  mechanical  intuitions  of  the  designer  can 
best  l>e  educated  and  developed. 

I  do  not  know  tliat  I  am  prepared  to  formulate  any  system  of 
training  which  shall  better  tend  to  the  education  and  development 
of  this  mechanical  intuition,  in  the  technical  schools.  There  are, 
however,  I  imagine,  manv  wavs  which  will  commend  themselves 
to  the  instructors,  in  which  something  of  this  kind  could  be  more 
extensively  followed  out:  as,  for  instance,  in  all  such  schools  there 
are  more  or  less  machines  of  various  kinds  in  the  laboratories,  kept 
there  for  experimental  or  other  ])urposes.  From  some  machine  of 
this  kind,  for  example,  tliere  might  be  removed  a  single  member; 
the  machine  turned  over  to  the  student,  with  the  problem  given 
to  make  a  sketch  or  drawing  of  this  member  strictly  by  the  intui- 
tive promptings  of  his  brain,  and  without  any  computation  of  its 
required  dimensions  or  form.  Then  it  might  be  compared  with 
the  removed  member;  or,  if  advisable,  let  him,  after  designing  it, 
verif}'  or  disprove  the  correctness  of  his  design  by  computations  to 
any  extent  or  depth  necessary.  Again,  a  member  of  a  machine 
may  have  a  specific  form  given  to  it  principally  for  reasons  entirely 
independent  of  its  proportion  and  strength.  In  such  a  case,  tender 
the  problem  of  designing  a  substitute  for  it  as  dissimilar  in  form  as 
possible,  to  be  equally  well  fitted  to  perform  its  functions,  and 
witliout  resorting  to  mathematical  computation  ;  or  perhaps  copies 
or  blue-prints  of  working  drawings  could  be  gotten  from  machine 
manufacturers,  and,  in  the  same  way,  the  student  be  given  a  piece 
to  design  which  he  has  not  seen,  such  as  will  be  fitted  to  go  with 
the  rest,  whicli  he  may  see  and  consult.  Let  him  see,  in  this  way, 
how  near  he  can  come  to  what  has  already  proved  to  be  good  in 
practice  ;  and,  if  necessary,  thereafter  criticise  both  his  own  and  the 
n)anufacturer''s  work  by  the  most  crucial  methods  of  which  he  is  capa- 
ble. Some  ]nirt  of  such  a  machine  might  be  pointed  out  to  which  was 
given  a  specific  form  for  reasons  of  accessibility  or  facility  of  ex- 
change, and  the  student  might  be  required  to  contrive  some  other 
means  of  achieving  the  particular  end  to  be  attained.     Almost  Mhy 


-  Trans.  A.  S.  M.  E.,  Vol.  VI.,  p.  585. 


THE  EDUCATION  OP  INTUITION  IN  MACHINE  DESIGNING.        463 

part  of  a  given  machine  may  be  produced  in  a  great  many  ways, 
eacli  reenlting  in  a  different  cost  of  the  piece  produced.  In  such 
a  case  let  the  student  devise  and  indicate  the  proper  methods  to 
be  pursued  to  produce  it  at  the  least  cost,  modifying  his  design  to 
conform  to  this  consideration.  Very  many  such  problems  as  these 
might  be  instituted  by  the  instructors,  which  would  constitute  a 
very  excellent  training  of  the  mechanical  instinct  in  *  the  student, 
and  his  inventive  faculty  be  exercised  and  developed. 

One  difficulty  which  might  be  mentioned  in  the  application  of 
this  intuitive  or  instinctive  method  so  largely  indispensable  in  ma- 
chine designing  is,  that  working  drawings  made  upon  some  small 
scale  are,  to  the  eye  and  judgment  of  most  men,  very  misleading. 
A  given  detail  of  a  machine  drawn,  for  instance,  one-quarter  size 
will  appear  very  differently  when  laid  out  full  size  ;  and,  in  my 
opinion,  there  is  no  one  feature  which  requires  more  thorough 
training  where  a  designer  is  to  rely  upon  his  unaided  judgment 
than  this,  and  I  believe  that  one  of  the  best  possible  exercises  for 
the  student  looking  to  the  fitting  of  him  for  a  machine  designer 
would  be  to  make  drawings  first  to  some  fractional  scale  and  to 
draw  them  out  afterward  roughly  on  the  black-board  or  on  large 
manilla  sheets,  full  size  ;  designing  the  part  or  parts,  to  all  intents 
and  purposes,  first  upon  a  small  scale,  then  drawing  them  full 
size,  to  enable  him  to  verify  by  his  eye  and  judgment  the  correct- 
ness of  the  smaller  drawing. 

lam  aware  that  to  all  this  some  will  crv,  "  Rule  of  thumb!" 
But  I  believe,  while  I  deprecate  any  such  exclusive  reliance  upon 
it,  as  is  too  often  permitted  and  practiced,  this  same  rule  of  thumb 
may  be  made  a  most  excellent  one,  if  properly  hedged  in,  and  its 
good  points  only  developed  and  applied  in  machine  construction. 
I  believe  that,  in  our  technical  schools,  the  rule  of  thumb  is  too 
persistently  sat  upon,  and  that  it  is  capable  of  being  brought  to  a 
snfflciently  high  standard,  by  proper  systematic  development,  to  be 
of  incalculable  value  to  the  mechanical  engineer. 

Tlie  writer  advances  these  thoughts  more  with  a  view  of  elicit- 
ing discussion  than  of  attempting  to  point  out  how  the  object 
sought  could  be  best  attained — in  the  profound  belief,  however, 
tbat  much  which  may  be  known  under  the  terms  meclianical  apti- 
tude, intuition,  instinct,  or  inventive  faculty,  is  now  neglected  in  our 
schools,  while  it  is  what  should  be  educated,  nourished,  and  devel- 
oped to  the  greatest  degree,  in  order  to  turn  out  successful  me- 
chanical engineers. 
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DISCUSSION. 

Mr.  C,  A.  Sniiih, — While  I  do  not  take  exception  to  anything  said 
in  Mr.  Hawkins'  paper,  I  do  wisli  to  say  a  word  or  two  in  defense 
of,  rather  tlian  to  criticise,  the  student  and  the  technical  schools. 

There  seems  to  be  a  great  deal  of  talk  and  writing,  at  the 
present  day,  about  the  "  practical  inefficiency "  of  the  technical 
schools,  as  well  as  that  of  the  student  as  he  seeks  an  entrance 
into  the  arena  of  **  practical  mechanics."  I  will  not  deny  that  a 
great  deal  which  is  said  is  tnie  :  I  will  not  deny  that  many  a 
young  mechanical  engineer,  so  called,  is  frequently  disappointed 
when  he  discovers  that  he  cannot  step  directly  fi'om  the  rostrum 
of  Commencement  Day  into  the  position  of  superintendent  of 
some  prosperous  manufacturing  establishment,  but  must  content 
himself  for  a  while  by  weighing  castings,  or  making  tracings,  etc. 
Nor  will  I  deny  that  these  young  men  have  acquired  their  diplo- 
mas honestly,  and  by  hard  labor — not  eight  or  ten  hours  per  day, 
but  oftencr  from  fourteen  to  eighteen  hours.  But  in  all  tlie  discus- 
sions relating  to  this  subject,  one  immutable  law  of  nature  seems  to 
be  generally  lost  sight  of,  or  to  be  left  out  of  consideration,  and 
that  is  the  fact  that  man  is  limited  in  his  abihties,  and,  conse- 
quently, it  takes  time  to  accomplish  a  certain  result.  The  abilities 
of  individuals  to  acquire  knowledge  vary  very  much,  but  to  expect 
the  most  capable  man,  at  the  age  of  entering  college;  to  acquire  a 
sufficient  amount  of  knowledge  in  a  four  years'  coui'se  of  studies 
to  make  him  a  successful  designer  of  machinery,  or  manager  of  a 
factory,  is  simply  thoughtless  in  the  extreme,  to  say  the  least. 
Let  any  man,  who  is  considered  a  fair  designer,  stop  a  few  min- 
utes and  count  up,  "  on  his  fingers,"  the  number  of  years  required 
for  him  to  acquire  those  qualifications  which  he  now  considers 
essential  in  a  good  designer.  Perhaps  he  can  count  them  on  his 
fingers,  and  perhaps  he  cannot. 

The  fact  is  that  four  years  is  much  too  short  a  time  to  educate 
a  young  man  to  be  a  full-fledged  mechanical  .engineer.  Four 
years  may  be  enough  for  the  collegiate  course,  but  the  knowledge 
gained  there  is  not  all  which  is  required.  Perhaps  the  instruction 
received  at  college  is  deficient  in  this  respect,  that  it  leaves  the 
student  under  the  impression  that  all  he  has  to  do,  after  he 
receives  his  diploma,  is  to  walk  out  upon  this  broad  land  and 
take  possession  of  all  he  can  survey ;  to  tell  the  Fultons,  the 
Stephensons,  the  Watts,  the  Eads,  the  Ericssons,  etc.,  to  step  out 
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of  his  way,  as  he  is  ready  to  show  them  "  a  thing  or  two."  The 
young  man  should  be  given  to  understand  that  what  he  learns  in 
college  is  not  the  end,  but  only  the  beginning  of  his  studies  in 
mechanical  engineering. 

The  college  can  only  equip  the  student  with  a  good  set  of  tools, 

as  it  were,  with  which  he  may  start  in  his  life  work.     After  he 

graduates  he  is  prepared  (or   at  least  he  should  be)  to   go  into 

practical  life  and  learn — not  teach — the  other  requisites  of  a  good 

designer.     Some  of  these  are  :  quite  a  thorough  knowledge  of  the 

machinist's  trade,  foundry  practice,  pattern-making,  blacksmith- 

ing,  etc.,  the  more  of  each  he  can  get  the  more  valuable  he  will 

be  as  a   designer.     The    technical    schools   and    colleges    give 

instruction  in  most  of  these  branches,  but  they  cannot  do  more 

than  give  the  pupil  a  start  in  this  direction — simply  point  out  the 

way  in  his  future  studies,  and  ^then  bid   him  learn  for  himself. 

The  college  course  is  too  short  to  do  more.     For  a  man  to  be  a 

successful  engineer  and  designer  he  must^have  a  fair  knowledge  of 

the  mathematics  in  all  its  branches,  pure  and  appUed,  including 

mechanics  in  its  various  subdivisions  ;  also  the  natural  sciences  to  a 

certain  extent ;  the  more  he  can  get  out  of  each  the  better.     These 

he  should  get  in  the  college,  as  he  can  get  them  nowhere  else  so 

weU.     The  remainder  of  the  requisite  knowledge  he  must  get  in 

the  world  of  competition,  and  it  is  there  where  the  "  mechanical 

intuition  '^  must  be  developed. 

The  sciences  and  the  arts  are  the  two  great  schools  in  which  a 
man  must  be  educated  in  order  to  make  him  efficient  in  the  prac- 
tice of  mechanical  engineering.  The  former  he  can  get  best  in 
the  college  and  the  latter  nowhere  so  well  as  in  the  workshop.  If 
he  masters  the  sciences  and  stops  there  he  will  be  a  failure  as  a 
designer,  and  if  he  acquires  the  art  without  the  science  he  will  be 
only  another  failure  of  a  different  kind.  In  either  case  he  may  be 
able  to  copy  designs,  but  he  will  never  originate  any  to  a  great 
extent.  It  is  true  that  we  do  find  fair  designers  once  in  a  while 
^ho  were  educated  from  only  one  of  these  two  sides,  but  we  can 
also  see  under  what  disadvantages  they  work  sometimes  in  conse- 
quence of  not  being  trained  from  the  other  side  as  well. 

In  view  of  what  has  been  said,  I  may  be  asked  whether  I  would 
recommend  to  abandon  the  shop  practice  system  in  use  in  the 
technical  schools  at  the  present  day.  To  this  I  would  answer 
decidedly,  No !  Although  there  is  abundant  work  for  a  student 
to  fill  up  his  time  during  a  four  year's  course  without  any  shop 
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practice,  the  shop  work  is  valuable  as  considered  fi'om  three  dis- 
tinct stand-points.  In  the  fii-st  place  it  gives  the  student  the 
necessary  physical  exercise,  to  maintain  his  health,  in  a  more 
profitable  way  than  he  can  get  it  on  the  base-ball  grounds,  or  in 
tlie  racing  shell.  In  the  second  place  the  shop  practice  system 
furnishes  the  best  means  of  teaching  the  relation  of  the  sciences 
to  the  arts ;  in  other  words,  it  furnishes  the  means  of  illustrating 
and  teaching,  in  a  practical  way,  how  to  apply  the  sciences  in  the 
daily  practice  of  business.  ■  It  helps  the  student  to  remember  the  . 
lessons  learned,  as  it  multiplies  the  association  of  ideas. 

I  once  knew  a  student  who,  after  having  studied  plane  geometry 
and  recited  his  lessons  well,  was  unable  to  apply  his  knowledge  to 
determine  how  much  to  **  set  over  "  the  foot  stock  of  his  lathe  to 
turn  a  taper  of  three-quarters  of  an  inch  to  one  foot.  If  the  sim- 
ilar triangles  had  been  drawn  on  paper  he  would  have  understood 
them  at  once,  but  the  moment  the  lines  were  hidden  in  the  center 
of  a  bar  of  iron,  or  stretched  through  the  air  in  an  invisible  form, 
he  could  not  see  any  geometry  there  to  apply.  He  needed  some 
instruction  in  practical  (/iomeity  to  teach  him  the  use  of  abstract 
geometry.  Similar  instances  might  be  mentioned  in  relation  to 
the  other  sciences. 

Thu'dly  :  Shop  practice  is  valuable  because  it  gives  the  student 
an  introduction  into  the  work  which  he  expects  to  pursue  after  he 
leaves  college.  It  gives  him  a  start  in  the  right  direction  of  hi 
future  professional  studies,  but  it  does  not  and  cannot  do  more 
than  this.  If  the  student  gets  the  idea  that  he  will  receive  all  the 
training  in  college  which  is  necessary  to  qualify  him  to  take  full 
charge  of  the  shop  or  of  the  designing  of  machinery,  then  there 
must  be  something  wrong  in  tlie  management  of  the  institution 
which  teaches  him  so  deceitfully.  The  technical  schools  usually 
advertise  '*  to  fit  young  men  for  positions  of  usefulness  in  the  de- 
partment of  mechanical  engineering/'  or  something  to  that  e£Fect. 
This  seems  often  to  be  interpreted  that  the  schools  can  manufacture, 
to  order,  full-fledged  mechanical  engineers.  The  student  should 
be  frequently  reminded  that  he  will  have  something  to  learn  after 
he  leaves  college.  We  never  hear  of  law  schools  graduating*  full- 
fledged  lawyei*s.  I  believe  the  young  as[)irant  must  always  take 
an  after  course  w4th  some  practical  lawyer  before  he  is  admitted 
to  the  bar.  Why  should  the  mechanical  student  expect  to  fit 
himself  for  the  duties  of  life  in  a  shorter  time,  when  the  subjects 
of  his  studies  are  certainly  much  more  far  reaching?    There  is  no 
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class  of  men  who  have  contributed  so  much  to  the  present  civili- 
zation as  the  mechanic.  No,  let  us  not  denounce  the  technical 
schools  because  they  cannot  make  mechanical  engineers  and  de- 
signers in  the  short  time  of  four  years.  Let  us  not  look  upon 
the  graduate  with  contempt  because  he  has  not  learned  all  there 
is  to  be  known  in  four  short  years.  The  colleges  are  doing  excel- 
lent work ;  let  us  give  them  credit  for  it.  Let  them  continue  to 
give  the  student  that*  which  they  can  give  him — a  scientific  and 
technical  education  ;  after  that  he  will  get  what  else  is  necessary 
if  he  lias  any  ambition  and  has  been  properly  directed. 

Mr,  Samuel  WMer. — While  agreeing  very  fully  with  Mr.  Haw- 
kiDS,  as  to  the  value  of  so  shaping  the  education  of  a  young  engi- 
neer, as  to  develop  and  extend  his  natural  intuitive  faculties  for 
machine  constiniction  and  design,  I  am  compelled  to  admit  that 
I  do  not  believe  that  any  system  of  study  will  do  so,  unless  the 
natural  and  intuitive  faculties  are  strong  in  him  from  the  begin- 
ning. 

The  old  Latin  proverbs,  ".£i  quovis  ligno  non  Jit  JUerciirius,'^ 
Aui '' Poeta  nascitur,  71071  Jitj'  are  S.S  applicable  to  the  engineer, 
and  I  am  quite  in  accord  with  the  remarks  of  Mr.  Dodge  at  the 
Atlantic  City  meeting,  which  Mr.  Hawkins  quotes. 

The  constructive  faculty»may  be  so  aided  by  education,  as  to 
enable  the  designer  of  a  machine  so  to  construct  his  parts  of  it 
as  to  render  each  best  fitted  for  the  stress  which  is  to  be  put  upon 
it,  and  not,  as  I  have  seen,  to  place  a  T-shaped  brace  or  girder 
vrong  side  up ;  but,  like  Mr.  Dodge,  I  believe  a  good  deal  in  the 
great  value  of  "  original  judgment "  in  the  matter. 

The  suggestion  made  by  Mr.*  Hawkins  I  deem  very  valuable, 
and  that  is,  that  the  young  engineer  should  make  enlarged  copies 
of  his  designs,  in  a  rough  way,  of  full  size.  I  know  that  it  will 
aid  materially  in  discovering  and  correcting  errors,  which  might 
pass  unnoticed,  if  merely  drawn  in  the  ordinary  way  of  one-quar- 
ter size ;  and  it  is  mainly  to  indorse  this  suggestion  that  I  venture 
to  add  to  this  discussion. 

I  might,  however,  add  that  the  practical  education  of  the, work- 
shop, where  the  machine  is  to  be  daily  used  at  its  regular  work,  is 
another  factor  of  great  importance,  and  it  is  one  which  cannot 
be  obtained  by  any  system  of  study. 

Its  weak  points  are  then  seen  and  corrected  for  the  future,  and 
I  can  point  to  a  system  of  machines  long  in  use  in  very  many  of 
our  American  cotton-mills,  and  built  by  various  makers,  in  which, 
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within  II  few  years,  radical  difficulties  have  been  discovered  by 
the  workmen  who  had  charge  of  them,  which  have  led  to  the  very 
extensive  substitution  of  an  English  mechanism  for  accomplish- 
ing the  same  pui'pose,  which  avoided  the  errors.  In  this  case, 
both  systems  were  old,  and  had  been  in  use  for  years,  but  it  was 
left  for  a  keen  practical  workman  to  discover  how  and  why  it  was 
that  one  did  good  work,  while  the  other  one  failed. 

Mr,  John  T.Hawkins* — Since  writing  *  thepaper  I  have  had 
occasion  to  look  over  a  work  recently  published  by  Dr.  W.  T. 
Barnard.  I  believe  he  is  assistant  to  the  President  of  the  Balti- 
more and  Ohio  Railroad.  And  I  found  some  very  pertinent  ref- 
erences to  that  subject,  and  I  make  a  few  ^quotations  from  it  as 
bearing  out  my  idea,  which  I  think  is  more  or  less  understood  by 
all  the  gentlemen  who  have  S[)oken. 

Dr.  W.  T.  Barnard,  in  a  recent  treatise  on  "  Technical  Educa- 
tion," says,  {).  37,  refening  to  the  tendency  to  ignore  practical 
subjects : 

"  That  this  tendency  is  a  very  grave  danger  in  technological 
schools  generally,  is  very  apparent  from  a  study  of  those  in  Eng- 
land, where  most  of  the  institutions  established  purely  and  simply 
for  technical  instruction  are  already  drifting  into  devotion  for  the 
higher  mathematics,  to  the  exclusion  of  drawing,  applied  science, 
and  mechanical  teachings." 

Judge  McArthur  saj's  that  "while  we  have  schools  for  all  sorts 
of  instruction  in  mathematics,  history,  literature,  and  philosophy  in 
abundance,  they  fit  nobody  with  either  knowledge  or  skill  in  any 
particular  branch  of  industry." 

Again,  p.  39,  Dr.  Barnard  says :  "  Students  in  industiial  classes 
should  have  greater  facilities  for  visiting  shops,  factories,  and 
mines,  and  for  studying  their  operations,  and  should  be  examuied 
with  reference  to  their  proficiency  in  aj>]jlyiHij  scientific  princi- 
ples to  the  numerous  processes  they  witness,  just  as  students  of 
botany  visit  fields  and  forests  and  study  flowers  and  plants." 

Again,  pp.  1(»5,  lOG  : 

**  On  the  other  hand,  it  is  difficult  to  procure  men  at  any  price 
wlio  combine  superior  skill,  comprehensive  mechanical  knowl- 
edge, and  general  intelligence  in  such  proportions  as  to  make 
them  valuable  as  foremen,  managers  and  specialists  in  mechan- 
ical pursuits,  or  in  the  operating  branches  of  railway  service.  An 
appreciation   of  this  fact,  and  the  necessity  for  educating  their 

*  In  closing  the  debate. 
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work-people  to  an  understanding  of  modern  railway  machinery, 
appliances  and  methods,  has  led  a  number  of  managers  to  seek 
the  services  of  the  graduates  of  technical  schools  as  assistant  fore- 
men, assistant  supervisors,  assistants  to  engineers  of  roadway, 
master  mechanics,  etc.  After  some  actual  experience  these  young 
men  are  put  in  line  of  promotion,  and  inquiry  shows  that  generally 
they  stand  well  in  their  respective  corps,  but  even  after  going 
through  the  shops,  such  graduates  continue  more  theoretical  than 
practical,  and  this  constitutes  the  great  objection  to  railroads  tak- 
ing into  service  technological  school  graduates,  instead  of  educat- 
ing their  own  young  men. 

On  p.  11  he  quotes  from  Prof.  Huxley  that  "  the  advance  of 
industry  in  all  countries  depends  on  employers  being  able  to  find 
to  their  hand  persons  of  sufficient  knowledge  and  sufficient  flexi- 
bility of  mind  to  be  able  to  turn   from  the  one  thing  they  have 
been  doiog  to  sometliLng  different,  according  to  the  nature  of  the 
improvement  that  has  been  made,"  and  that  **  the  development  of 
industry  under  its  present  conditions  is  almost  entirely  the  result 
of  the  application  of  science  to   the  development  of  mechanical 
processes  of  complexity,  requiring  a  great  deal  of  attention  and 
intelligence  to  carry  them  out." 

Mr.  G.  D.  Jamieson,  of  the  Massachusetts  Institute  of  Technol- 
ogy, in  a  paper  on  "  Railroad  EugineeriDg  Education,'*  says :  "  In 
the  instruction  in  any  branch  of  engineering  the  one  thing  to  be 
kept  prominently  before  the  student  is  economy  of  design  and 
construction.  It  is  not  enough  to  be  able  to  design  and  construct 
a  bridge  of  a  certain  length  which  shall  safely  hold  up  a  given 
load,  or  a  station  that  shall  accommodate  a  given  number  of  pas- 
sengers and  trains,  but  this  should  be  done  at  the  least  possible 
cost.  In  conclusion,"  ho  says,  "let  me  say  that  the  student 
should  be  so  drilled  that  when  he  graduates  he  can  have  not  only 
the  diploma  of  the  school,  but,  what  is  of  more  importance  to 
Wm,  can  accept  any  position  in  his  profession  that  offers,  prove 
Wmself  of  use,  and  therefore  a  necessity  to  his  employer,  and  earn 
a  living  for  himself." 

Replyiug  *  to  Mr.  Smith,  I  think  he  quite  misinterprets  the  gist 
of  the  paper.  It  is  not  advocfited  that  the  student  should  be 
expected  to  become  a  full-fledged  mechanical  engineer  or  designer 
in  four  years,  but  that  a  good  part  of  the  more  abstract  mathe- 
matics of   the  present   curriculum  might   be  replaced   by    such 

**  Added  since  the  meeting,  under  the  Rules. 
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development  of  his  meeliaDical  intuitions  as  to  make  him  su£S- 
eiently  far  advanced  as  a  designer  to  be  able,  at  least,  to  com- 
mence to  be  one.  If  it  should  be  necessary  for  a  young  man  to 
have  a  thorough  knowledge  of  the  calculus,  in  order  to  become  a 
mechanical  engineer  of  high  degree,  I  believe  it  much  the 
more  expedient  that  he  should  acquire  that  in  after  life  rather 
than  that  his  mechanical  intuitions  should  be  neglected  so  greatly 
as  I  believe  i^  now  done.  I  have  ho  hesitation  in  takmg  the 
stand  that  the  most  superlative  kind  of  mechanical  engineer 
imaginable  may  exist,  without  the  slighest  knowledge  of  what 
"  quaternions  "  mean  or  consist  of ;  and  I  am  equally  positive  that, 
so  far  as  machine  designing  is  concerned,  there  is  so  little  use  for 
analytical  geometry  and  tlie  diflferential  and  integral  calculus  that 
it  would  be  vastly  preferable  to  impart  to  the  student  nothing  of 
these,  or  only  sufficient  of  them  to  permit  of  his  knowing  what 
they  were,  allowing  him  to  perfect  himself  in  them  in  after  life,  if 
he  found  it  desirable,  rather  than  to  neglect  what  I  have  tried  to 
describe  as  his  mechanical  intuitions,  for  which  he  will  have  so 
much  and  such  constant  use. 

Mr.  Smith's  student,  who,  after  having  studied  plane  geometry 
and  recited  his  lessons  well,  failed  to  see  the  similar  triangles, 
where  thehnes  were  to  be  imagined  as  existing  in  the  tail  stock  of 
a  lathe,  serves  admirably  as  an  example  of  neglect  of  his  mechan- 
ical intuitions.  Shop  practice,  I  believe,  should  not  only  be  con- 
tinued, but  amplified  in  our  technical  schools,  for  which  latter,  I 
think  there  is  plenty  of  room.  I  think  technical  schools  may  "  fit 
young  men  for  positions  of  usefulness  in  the  department  of  me- 
chanical engineering,"  without  expecting  to  make  them  fuU- 
fledged  mechanical  engineers. 

I  cordially  join  Mr.  Smith  in  saying,  "  Let  us  not  denounce  the 
technical  schools,"  because  they  cannot  make  mechanical  engi- 
neers and  designers  in  the  short  time  of  four  years ;  but  let  us 
improve  tliem  if  we  can.  But  neither  let  us,  in  discussions  like 
this,  put  up  men  of  straw  merely  to  show  how  easily  they  may  be 
knocked  down  again  ;  for  certainly  there  is  nothing  that  can  savor 
of  denunciation  of  the  technical  schools  in  my  paper.  Nor  will 
we  '*  look  upon  the  graduate  with  contempt,"  because  he  has  not 
learned  it  all  in  the  same  brief  period  ;  but  let  us  make  him  as 
useful  as  possible  at  the  end  of  his  school  term,  without  detract- 
ing from,  but  rather  adding  to,  his  ability  to  reach  the  highest 
step  of  the  ladder  in  due  time,  by  giving  him  less  of  the  abstract 
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tjrpe  of  instruction.  We  do  not  want  to  equip  them  for  astrono- 
mers, and  can  better  omit  certain  of  that  which  astronomers  must 
have  than  that  which  is  equally  indispensable  to  them  as  mechan- 
ical engineers.  I  have  no  desire  to  find  fault  with  the  technical 
schools,  and  will  yield  to  no  one  in  admiration  of  what  they  are 
doing  for  the  young  men  of  our  country  in  our  profession  ;  but  I 
am  under  a  very  decided  conviction  that  they  may  be  improved, 
something  on  the  lines  indicated  in  the  paper. 

Gibbon  says :  "  We  have  two  educations,  one  from  teachers 
and  the  other  we  give  ourselves ; "  and  what  I  wish  to  contend 
for  is  that  the  teachers  should  give  us  more  of  those  things  which 
we  are  obliged  to  buy,  beg,  borrow,  steal,  or  dig  out  in  some  way 
for  ourselves  ;  and  which  in  machine  construction  constitute  the 
mam  requisites. 
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CCXLVIII. 

NOTES  FOR  DISCUSSION  IN  RELATION   TO   THE  DE- 
VELOPMENT   OF    THE    COMPOUND    ENGINE   AND 
THE  PROBABLE  LIMIT   OF  STEAM  PRESSURE  IN 
MARINE  ENGINES  AND  BOILERS. 

BT  CRAB.  K.  EMBRT,  NSW  TORK  CITT. 

(Member  of  the  Society.) 

Fifty  years  ago,  when  steam  navigation  was  in  its  infancy,  the 
steam  pressure  employed  in  marine  engines  was  as  low  as  five  to 
ten  pounds ;  but  as  boiler  construction  improved,  a  rapid  increase 
took  place  to  20  ^nd  25  pounds,  until  finally  a  sort  of  stand-still, 
at  a  maximum  of*  about  40  pounds,  was  established  for  a  series 
of  years.*  This  pressure  was  considered  so  high  that  compound 
engines  were  constructed  in  which  to  use  it.  Some  notable 
examples  running  on  the  west  coast  of  South  America  were  fa- 
miliar to  marine  engineers  some  twenty  years  ago,  and  curiously 
enough  the  reports  which  came  from  those  engines  corresponded 
closely  with  the  reports  from  modern  engines  of  certainly  better 
economy,  in  that  it  was  claimed  that  the  power  was  obtained  with 
the  consumption  of  one  and  a  half  pounds  of  coal  per  indicated 
horse-power  per  hour.  Higher  pressures  were  in  vogue  on  inland 
waters  almost  from  the  commencement  of  steam  navigation  on  the 
same,  but  were  introduced  much  more  slowly  on  sea-going  steamers. 
As  improvements  in  the  mechanical  arts  progressed,  it  was  found  that 
steam  boilers  could  be  safely  constructed  to  carry  higher  pressures, 
and  steam  machinery  for  using  steam  at  a  pressix*e  of  60  pounds 

*  The  well-known  veteran  engineer,  Clias.  D.  Haswell,  in  response  to  an  in- 
quiry states,  *'  In  1821,  the  first  year  of  wblch  I  have  a  clear  remembrance  of  the 
pressure  of  steam  borne  by  tlie  low-prer^sure  boilers  of  the  day,  the  geneiml 
practice  was  from  10  to  12  pounds,  as  the'  form  of  boiler  then,  from  the 
form  of  the  tlues  and  the  absence  of  bracing,  would  not  admit  oi  greater  press- 
ure." He  however  adds,  **  The  Great  Western,  the  second  steamer  that  reached 
hen>  from  Knirland,  was  operated  with  steam  at  8.5  pounds  pressure.  Her 
boilers,  tlie  box  flue,  would  not  admit  of  a  greater  pressure." 
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and  more  was  made  from  time  to  time.    Engines  of  the  compound 
type  were  made  at  an  early  date,  but  did  not  at  first  find  much 
favor,  and  it  was  not  until  about  the  year  1870  that  this  engine 
was  what  may  be  called  reintroduced  and  established  as  the  marine 
engine  of  the  future.     The  initial  successes  of  this  period  were 
doubtless  made  by  various  constructors  in  Great  Britain,  the  firm 
of  Elder  &  Co.  being  probably  in  the  lead.     Mr.  Thomas  W.  Lay, 
at  aboiit  the  same  time,  established  a  certain  form  of  engine  of  this 
class  on  the  Great  Lakes.     The  writer  also,  through  opportunities 
given  as  Consulting  Engineer  of  the  U.  S.  Coast  Survey  and  Reve- 
nue Marine,  took  an  active  part  in  developing  the  system  on  the 
smaller  government  vessels, — and  the  information  thus  obtained, 
together  with  that  which  could  be  procured  from  abroad,  was  util- 
ized by  the  U.  S.  naval  officers  in  designs  for  compound  engines 
for  vessels  of  war. 

Meanwhile,  the  "doubting  Thomases"  among  marine  engineers 
claimed  that  just  as  good  results  could  be  obtained  with  single  en- 
gines of  long  stroke,  and  a  number  of  vessels  were  built  to  prove 
this  theory,  many  of  which  did  very  well.  The  practical  work  of 
the  compound  engines  in  this  country  soon,  however,  had  the 
effect  of  converting  the  most  earnest  advocates  of  expansion 
in  a  single  cylinder.  Without  mentioning  names,  it  may  be 
said  that  one .  after  another  the  older  engineers  succumbed  to  the 
inevitable,  and  now  the  writer  does  not  know  of  a  single  one,  or  a 
single  firm,  that  adheres  to  former  opinions  and  prejudices.  To- 
day there  are  numbers  of  ocean  steamers,  both  small  and  large,  run- 
ning with  steam  pressures  as  high  as  160  pounds  to  the  square 
inch.  The  steam  is  used  in  triple  expansion  engines,  and  the  ad- 
vocates of  the  system  claim  as  great  economy  in  the  change  from 
doable  to  triple  expansion  as  was  originally  claimed  in  that  from 
simple  engines  to  the  ordinary  compound  engines.  Undoubtedly 
overstatements  are  made  as  great  as  those  formerly  made  in  rela- 
tion to  the  ordinary  compound  engine.  The  results  with  the  latter 
should  of  course  have  been  compared  only  with  tliose  from  engines 
<^perating  with  the  same  steam  pressure  and  under  the  best  c<mdi- 
tions  for  economy  at  that  pressure :  whereas  they  were  frequently 
compared  with  those  from  low-pressure  engines  of  obsolete  type. 
The  performance  of  the  triple  compound  engines  are  not  only  not 
being  compared  with  those  of  compound  engines  operating  at  the 
same  pressure,  but  comparisons  have  been  made  with  the  results 
obtained  with  engines  which  have  been  allowed  to  run  down,  and  in 
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cases  wliere  the  l)oilei*8  have  deteriorated  so  that  tlie  pressure  origi- 
nally intended  is  not  maintained. 

AVitli  the  view  of  settling  varions  questions  of  this  kind  in  rela- 
tion to  the  original  compound  engine,  a  series  of  experiments  were 
made  in  the  years  1874  and  1875,  under  the  general  direction  of 
Chief-Engineer  Charles  H.  Loring,  U.  S.  Navy,  representing  the 
Xavy  Department,  and  the  writer,  representing  the  Treasury  De- 
partment, with  the  machinery  of  various  revenue  steamers,  de- 
signed by  the  writer,  one  having  a  compound  engine,  another  a 
high-pressure  condensing  engine,  another  a  similar  engine  with  a 
jacket,  and  another  with  a  low-pressure  engine. 

These  experiments  showed  that  at  the  pressure  emploj'ed,  viz. 
70  pounds,  the  gain  due  to  compounding  was  only  12  to  15  per 
cent,  as  compared  with  using  the  steam  with  an  equal  degree  of  ex- 
pansion in  a  single  cylinder.  Official  reports  of  these  experiments 
were  made  to  the  Navy  and  Treasury  Departments  and  the  results 
discussed  by  the  writer  in  several  journals.  Abstracts  of  the  re- 
ports were  also  made  by  various  periodicals  and  embodied  in  the 
current  literature  on  the  subject.*  In  the  discussion,  the  writer 
stated  that  the  average  economy  of  compound  engines  was  doubt- 
less nearer  25  per  cent,  than  12  to  15,  on  account  of  mechanical 
difficulties  incident  to  keeping  in  order  single  engines  working  at 
a  high  degree  of  expansion  and  the  liability  of  the  engineer  to 
reduce  the  steam  pressure  and  follow  a  little  further  in  the  stroke 
to  relieve  the  strains  on  his  joints  and  all  the  working  parts  of  the 
engine  and  save  himself  work.  The  same  difficulty  was  experi- 
enced with  the  first  coinpound  engines,  and  is  supposed  to  be  one 
reason  why  the  Elders,  in  their  ori*i^inal  engines,  set  the  main 
valves  to  cut-off  with  full  link  at  about  one-half  the  stroke  on  the 
high-pressure  cylinder,  so  that  the  engineer  could  only  control  the 
cut-off  with  the  independent  gear  within  that  limit 

In  the  above  experiments  a  horse-power  was  obtained  in  the 
compound  engine  of  the  U.  S.  Kevenue  Steamer  Rxish  for  18.88 
pounds  of  feed  water  per  hour,  the  steam  pressure *being  nearly  70 
pounds.  Now  if  the  steam  supplied  to  the  engine  in  this  case  had 
been  generated  at  about  160  pounds  pressure,  and  used  to  operate 
another  i)i6iton  until  its  pressure  was  reduced  to  that  actually  used  in 

*Soo  articl(>s  hy  the  writer  on  **  Compound  and  Non-Compound  Engines," 
Tra\i8nrtinns  Amcriraii  S*m*ty  Cicil  Entjineerfi,  1875;  «?^0umaZ  Franklin  Insti- 
tute,  lb7r>-6  ;  Enginefriny  (liOndon),  1875-6  ;  see  also  D.  K.  Clark's  Hand  Book; 

Coitcrill,  on  the  Steam  Engine^  etc. 
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the  high-pressure  cylinder  of  the  liush^  there  would,  on  the  basis 
that  80  per  cent,  of  the  total  feed  water  was  utilized  in  such  iirst 
expansii»n,  have  been  obtained  about  40  pounds  mean  pressure, 
aad  21.3  per  cent,  additional  work,  and  the  cost  of  the  horse-power 
would  have  been  reduced  to  15.15  pounds  of  feed  water  per  hour, 
which  would  have  required  for  an  evaporation  of  8  pounds  of  water 
per  pound  of  coal  1.89  pounds  of  coal  per  horse-power  per  hour. 
In  average  practice,  it  is  believed  that  the  evaporation  would  fre- 
quently be  nearer  7^^  pounds  than  8,  which  would  increase  the  coal 
consumed   to,  in  round  numbers,  2  pounds  of  coal  per  indicated 
horse-power  per  hour. 

This  indirect  method  of  procedure  probably  gives  about  the  aver- 
age performance  to  be  expected  under  actual  conditions  in  modern 
triple  expansion  engines  of  moderate  size.  A  better  performance 
is  claimed  and  undoubtedly  is  obtained  under  experimental  condi- 
tions and  in  the  larger  ocean  steamers.  It  is  thought  that  further 
gain  must  be  looked  for  in  the  performance  of  the  boiler,  as  it  is 
not  believed  that  very  much  better  results  than  15  pounds  of  water 
per  indicated  horse-power  per  hour  may  be  expected. 

A  clear  gain,  however,  of  upward  of  20  per  cent,  is  very  impor- 
tant, and  by  the  same  method  of  reasoning,  it  would  appear  that 
steam  of  still  higher  pressure  might  be  expanded  in  still  another 
cylinder  and  used  again  and  again  with  economy.  This  corresponds 
with  the  conclusion  from  different  premises  stated  in  another  paper 
presented  with  this,  on  the  subject  of  '^  Cylinder  Condensation,  and 
the  Reduction  of  the  same  by  the  use  of  the  Compound  Engine."* 
On  the  above  basis,  the  limit  of  pressure  would  probably  be  fixed 
only  by  the  capacity  of  the  materials  forming  the  steam  cylinders 
and  valve  chests  to  resist  the  higher  tensions  and  higher  tempera- 
tures. It  is  probable  that  no  material  better  than  cast  iron  will 
be  found  for  steam-engine  cylinders,  and  this  is  made  sufficiently 
dense  to  resist  hydraulic  pressure  of  several  thousand  pounds.  Dif- 
ficulty is,  however,  experienced  in  carrying  pressures  as  high  as 
300  pounds  with  ordinary  castings,  and  if  the  steam  pressure  were 
to  be  increased  to  or  beyond  that  point  more  care  would  be  neces- 
sary in  selecting  and  manipulating  the  metal  and  molds. 

A  steam  pressure  of  upward  of  300  pounds  was  successfully  car- 
ried on  a  small  steamer  called  the  Anthracite^  which  was  built  in 
England  on  tlie  so-called  Perkins  High-Pressure  System,  and  vis- 
ited this  country  in  18S0  to  demonstrate  that  high  pressures  could 

*  Trans.  A.  S.  M.  E.,Vol.  VIII.,  page  479. 
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be  safelv  and  efficientlv  utilized  to  furnish  motive  power  on  an 
ocean  voyage.  Ifer  niacliinery  was  tested  by  a  board  of  naval 
oftieers  in  New  York.  With  an  average  steam  prcssnrc  of  316.5 
pounds  ex])anded  25.7  times  in  triple  expansion  engines,  thei'e  were 
required  21.64  pounds  of  feed  water  per  hour  per  indicated  horse- 
power. The  engines  were  small,  the  aggregate  indicated  horse- 
power developed  l>eing  but  67.7.  Still  the  cost  was  quite  high,  no 
lower,  in  fact,  than  has  been  obtained  in  exceptional  cases  with 
gocKl  condensing  engines,  and  about  what  ought  to  have  been  ex- 
pected with  an  ordinary  compound  engine  using  a  steam  pressure 
no  higher  than  80  pounds.  The  same  engine,  tested  in  England  by 
Mr.  Bramwell,  furnished  a  horse-power  for  17.8  pounds  feed  water 
per  hour,  the  water  level  being  then  carried  lower,  so  that  the  steam 
was  superheated  considerably.  The  superheating  of  the  steam  at 
these  high  pressures  is  not  desirable  in  practical  work  on  account 
of  difficulty  with  the  packings  and  lubricant.  In  the  Dixwell  ex- 
periments in  Boston  with  superheated  steam,  it  was  considered 
that  450  degrees  was  the  highest  temperature  which  should  be  per- 
mitted. Proper  ])recaution8  would  indicate  that  even  this  temper- 
ature should  not  be  allowed  in  sea-going  engines  involving  so 
many  responsibilities.  The  temperature  of  steam  of  300  ]X>und8 
presFure  is  about  420  degrees,  which,  in  the  opinion  of  the  writer, 
is  as  high  as  can  be  carried  satisfactorily  in  average  practice  either 
on  sea  or  land.  It  seems  certain  that  the  highest  steam  pressure 
admissible  would  be  limited  by  the  temperature  rather  than  by 
other  conditions.  In  some  of  the  marine  engines  using  steam  at 
100  pounds  pressure,  it  is  found  that  there  is  a  sufficient  precipita- 
tion of  water  to  permit  the  use  of  oil  to  be  dispensed  with  after 
the  engines  are  fairly  started  from  port.  The  temperature  due  to 
this  pressure  is  but  about  370  degrees.  In  the  Anthracite,  designed 
for  a  higher  pressure,  with  some  superheating,  all  the  packings 
were  made  of  a  metal  adapted  to  obviate  the  necessity  of  using 
oil,  and  it  is  believed  that,  if  the  steam  be  kept  dry  bo  as  to  secure 
economy,  a  pressure  even  of  300  pounds  will  not  be  carried  in 
practice  without  the  use  of  some  device  of  this  character;  and  as 
any  specialty  always  acts  to  limit  general  application,  a  less  press- 
ure will  probably  be  generally  adopted. 

It  is  considered  by  the  writer,  that  the  proper  limit  of  pressure 
hns  already  l)ccn  reached,  if  not  exceeded,  for  the  type  of  boiler 
used  in  lari^e  oceati  steamers.  Cvlindrical  boiler  shells  12  feet 
and  ujnvard  in  diameter,  and  IJ  to  1}  inches  thick,  are  not  reeoin- 
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mended,  although  used  in  practice.  To  limit  the  thickness  even 
to  the  figures  named,  it  is  necessary  to  use  steel ;  and  to  procure 
even  this  of  sufficient  tensile  strength,  it  is  necessary,  for  such 
heavy  plates,  to  use  steel  comparatively  high  in  carbon,  which  is 
treacherous  under  ordinary  manipulation.  Not  a  plate  of  it  should 
be  used  without  annealing  after  every  mechanical  operation  per- 
formed upon  it.  In  fact,  the  whole  boiler  ought  to  be  annealed 
after  the  plates  have  been  riveted  together,  in  order  to  overcome 
the  injurious  eflEects  due  to  local  strains  produced  in  working  it, 
but  this  is  impracticable.  Of  course,  boilers  are  made  as  heavy 
as  this  and  but  few  fail,  but  the  business  cannot  be  considered  on 
a  safe  and  reliable  basis  so  long  as  any  fail. 

As  these  are  notes  for  discussion,  it  is  considered  well  to  state  as 
an  opinion  that,  since  so  many  manufacturers  have  gone  into  the 
Bteel  business,  steel  can  no  longer  be  considered  in  a  commercial 
eense  better  than  iron.     Tlie  element  of  competition  brings  out 
steel  which  is  altogether  unfitted  for  boiler  plates.     Some  boiler- 
makers  recommend  their  customers  not  to  use  steel,  and  it  is  only 
when  it  is  carefully  inspected  to  ascertain  its  quality  before  being 
made  up,  and  also  carefully  inspected  while  the  boiler  js  being  con- 
structed, that  the  steel  boiler  can  be  relied  upon.     It  is  so  much 
more  homogeneous  and  in  every  way  desirable  when  the  material 
is  right  that  there  is  no  danger  of  every  one  going  back  to  iron ;  at 
the  same  time,  the  steel  industry  is  bound  to  have  its  ups  and 
downs  on  account  of  the  improper  material  furnished  by  many  of, 
the  manufacturers.     The  new  ones  are  not  entirely  to  blame,  as 
some  of  the  older  ones  send  out  inferior  material  under  the  spur 
of  competition.     It  may  be  proper  to  say  that  no  steel  should  be 
used  for  boilers,  unless  it  be  properly  inspected  or  furnished  by  a 
finn  which  is  known  to  keep  up  its  reputation  and  to  send  out 
nothing  but  what  is  suitable  for  the  purpose. 

The  type  of  boiler  used  in  most  modern  men-of-war  is  of  the 
locoinotive  type,  and  has  a  smaller  shell  than  the  ordinary  mer- 
chant marine  boiler,  and  hence  plates  of  proper  thickness  can  be 
obtained  without  using  steel  so  high  in  carbon.  It  would  seem 
better  to  retain  for  these  boilers  the  sizes  now  in  vogue,  rather 
than  make  larger  ones  requiring  thicker  plates,  and  also  to  retain 
substantially  the  thicknesses  now  in  vogue,  rather  than  to  carry 
bigher  pressures  requiring  plates  so  much  thicker  as  to  necessitate 
the  use  of  steel  unusually  high  in  carbon. 
It  is  tlie  opinion  of  the  writer  that  boilers  to  carry  the  high 
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pressures  under  consideration  should  be  entirely  without  shells, 
except  those  of  necessary  separating  drums  with  comparatively 
small  diameters.  On  this  system  there  will  be  no  difficulty  in  car- 
rying pressures  as  high  as  400  or  500  pounds  or  more,  if  the  diffi- 
culties referred  to  in  the  way  of  lubrication,  etc.,  for  cylinders 
could  be  overcome  to  permit  them.  Sectional  boilei-s  are  so  well 
worked  out  for  use  on  land,  and  there  has  been  such  measure  of 
success  even  in  sea-going  vessels,  that  it  seems  safe  to  conclude  that 
the  use  of  higher  steam  pressures  need  not  be  limited  by  difficul- 
ties in  the  construction  of  the  boiler. 

There  is  no  reason  why  pressures  as  high  as  those  in  use  on  the 
Western  rivers,  viz,y  from  180  as  high  as  200  pounds,  should  not  be 
adopted  in  general  practice  to  secure  economy  of  fuel,  and  the  con- 
siderations above  expressed  in  relation  to  the  lubrication,  etc.,  in- 
dicate that  the  pressure  may  be  increased  to,  or  nearly  to,  300  pounds, 
when  commercial  and  economical  considerations  demand  such  a 
pressure.  It  is  probable  that  for  pressures  exceeding  200  pounds, 
qxta<lrupU  expansion  engines  should  be  used.  The  experimeutB 
w-ith  the  Anthracite  appear  to  sustain  such  an  opinion.  The 
writer  has  not  seen  a  record  of  actual  experiments,  giving  quantita- 
tive results  with  triple  expansion  engines  other  than  those  of  the 
Anthracite^  though  much  information  of  a  comparative  nature  is 
available  which  is  subject  to  the  objections  tirst  above  indicated.* 

[Note. — Tins  paper  was  presented  and  discussed  in  connection  with  No,  CCXLIX 

(CTLINDEK    CONDENSATION    AND   FTS    REDUCTION    BY    THE    COMPOUND  BNOIS7E), 

ichich  follows  it.     The  Discussion  is  at  the  end  of  the  latter  paperJ]  * 

I"  lu  response  to  a  request,  Mr.  R.  li.  Buel,  M.  E.,  who  keeps  up  his  index 
reniiii,  cuIIm  attention  to  reports  of  the  trial  of  the  Anthracite,  publifihed  in  the 
Journal  of  the  Fruukliu  Institute,  Fehruary,  1881,  page  81 ;  March,  1881,  page  161; 
October,  1^81,  page  260.  The  data  given  in  the  text  were  taken  directly  from  the 
Oovernment  report,  iieferenct^  is  also  made  to  En^n^ring,  February  29, 1884, 
page  180,  where  are  published  some  indicator  diugraniR  from  triple  expansion 
eugined  of  the  hie  of  Dnrsty,  and  the  daily  coal  coubumption.  These  data 
would  appear  to  indicate  lower  con.sumption  than  calculated  in  the  text,  but 
till!;  is  the  case  with  all  such  data  from  ocean  steamertf,  as  the  single  set  of  indi- 
cator diagrams  taken  daily  do  not  represent  the  average  performance  for  the 
entire  day.  Reference  is  also  given  to  data  in  regard  to  triple  expansion 
en<j^ines  in  Engineering,  February  27,  1885,  page  224,  and  this  refers  back  to 
page  173,  tame  volume,  where  is  given  a  complete  list,  with  principal  dimensionB, 
of  triple  expansion  engines  construcn;d  prior  to  January  7th,  1885. 
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CCXLIX. 

NOTES  FOR  DISCUSSION  ON  CYLINDER  CONDENSA- 
TION  AND  THE  REDUCTION  OF  THE  SAME  BY  THE 
USE  OF  THE  COMPOUND  ENGINE. 

BY  0HA8.  B.   EXEBT,   27EW  YORK  CITY. 

(Member  of  the  Society.) 

Ix  connection  with  the  paper  submitted  herewith  on  "  The  De- 
velopment of  the  Compound  Engine  and  the  Probable  Limit  of 
Steam  Pressure  in  Marine  Engines  and  Boilers,"*  the  question  will 
naturally  be  asked  by  those  who  have  not  particularly  investigated 
the  subject,  why  is  it  necessary  to  use  the  steam  in  a  compound  en- 
gine with  a  number  of  cylinders  rather  than  in  engines'with  single 
cylinders,  the  joint  capacity  of  which,  as  is  easily  shown,  need  only 
equal  the  capacity  of  the  low-pressure  cylinder  or  cylinders  of  the 
compound  engine  ?  The  reason  of  this  was  pointed  out  by  the 
writer  in  the  American  Artizan  of  March  15th,  1871,  and  the  sub- 
ject of  "  Cylinder  Condensation  "  was  considered  in  an  essay  which 
was  embodied  as  a  preface  t6  the  descriptive  matter  of  U.  S.  Patent 
No.  70,707,  dated  Nov.  I2th,  1867,  on  the  subject  of  the  use  of 
Don-conducting  linings  in  steam  cylinders. 

It  has  been  thought  that  at  this  time  a  brief  account  of  the  ex- 
periences and  considerations  which  led  to  the  writing  of  the  articles 
referred  to  will  be  interesting  to  many,  and  perhaps  excite  discus- 
sion and  draw  out  much  useful  information  on  several  important 
details  of  the  subject. 

The  writer,  from  1863  to  1869,  then  an  Assistant  Engineer  in 
the  TJ.  S.  Navy,  was  engaged  in  New  York  in  making  experiments 
Hnder  the  general  direction  of  Horatio  Allen,  Esq.,  and  B.  F, 
Isherwood,  Engineer-in~Chief,  U.  S.  N.,  designed  to  show  whether 
or  not  there  was  any  considerable  gain  in  the  expansion  of  steam — 
the  first-named  gentleman  being  an  earnest  advocate  of  expansion, 
and  the  one  last  named  claiming  that  it  had  a  very  limited  value. 
As  is  well  known,  Mr.  Isherwood  had,  previous  to  that  time,  ear- 
nestly described  in  his  writings  the  very  considerable  condensation 

TranP.  A.  S.  M.  E.,  Vol.  VIII.,  page  472. 
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of  steam  wliich  takes  place  in  a  steam  cylinder,  and  in  a  compara- 
tivcl}'  recent  article  in  the  Jonnial  of  the  Franklin  Institute,  he 
claims  to  have  been  the  first  to  call  attention  to  that  subject.  With- 
out di8])uting  this  claim,  and  at  the  same  time  acknowledging  with 
gratitude  valuable  suggestions  from  him  as  to  the  proper  direction 
of  studv,  the  writer  desires  to  claim  to  have  been  the  first  to  show 
that  all  of  the  cylinder  condensation,  independent  of  that  due  to 
the  transmutation  of  heat  into  work,  is  fully  accounted  for  by  the 
heating  and  cooling  of  the  metal  walls  of  the  cylinder.  Mr.  Isher- 
wood  clearly  referred  to  such  heating  and  cooling,  but  in  an  elab- 
orate discussion  went  on  to  show  that  that  cause  alone  would  be 
insufficient,  and  he  accounted  for  the  greater  part  of  the  condensa- 
tion on  the  supposition  that  during  free  expansion  there  is  a  loss  of 
heat  and  consequent  condensation  due  to  what  he  terms  "  expansion 
per  *^,"  independent  of  the  heat  transmuted  into  the  work  done.* 
This  su{)posed  loss  the  writer  never  could  understand  and  never 
expects  to.  As  the  total  heat  of  steam  at  a  high  pressure  is  a  little 
greater  than  at  a  lower,  the  free  expansion  of  steam  without  doing 
work  should  result  in  superheatitig  and  not  condensation,  and  the 
only  heat  which  can  be  extracted  during  the  performance  of  work  is 
that  due  to  such  work  at  the  rate  of  772  foot  pounds  per  British 
thermal  unit.  The  maximum  work  possible  is  proportioned  to 
the  absolute  pressure,  and  therefore  the  heat  abstracted  in  the  per- 
formance of  the  work  is  simply  a  function  of  such  pressure,  80  that 
the  ordinates  of  the  adiabatic  curve  of  expansion,  or  that  in  which 

*  Extract  from  Mr.  Isher wood's  Experimental  Eesearchea  in  Steam  Engineer* 
inff,  Vol.  I.,  p.  131,  published  in  1863  : 

*'  When  steam  in  used  without  expansion,  the  condensation  in  the  cylinder,  ex- 
clusive of  thiit  which  is  due  to  the  production  of  the  power,  probably  does  not 
exceed  one  or  two  per  centum,  but  when  it  is  used  very  expansively,  the  con- 
densation, in  excess  of  rc-etaporationt  rUe^  to  the  enormous  proportion  of  80  and 
40  per  centum  of  tlie  Hteam  evaporutid  in  the  boiler,  and,  of  coaxHe,  when  the 
re -evaporation,  which  in  any  case  must  be  something,  is  added,  these  figarea 
will  bi>  increased.  Most  of  tliis  condensation,  however,  I  believ6  to  be  due  to  the 
expansion  per  se^  particularly  with  moderate  degrees  of  expanpion,  and  not  to  the 
effect  of  re-evaporation,  which  becomes  great  only  with  large  meaaarea  of  ex« 
panMon." 

Extract  from  page  xxviii  of  the  Preface  to  Vol.  II.  of  the  above  work,  pab- 
lislied  in  1805  : 

*'  The  (luantities  in  Column  C  are  the  per  centum  of  the  total  heat  which 
enters  the  cylinder  in  tlie  steam  medium  of  tliat  anniliilated  in  the  piodnctlon  of 
nie<'lianiral  ])()wer ;  there  is  additionally  a  quantity  of  heat  annihilated  by  the 
expansion  per  se  of  the  steam  when  it  is  uned  expansively  in  the  production  of 
internal  worli  on  tlie  molecules  of  the  steam." 
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the  loss  of  heat  due  to  the  perforraance  of  work  is  considered,  de- 
crease more  rapidly  than  in  the  inverse  ratio  of  the  volume,  accord- 
ing to  Mariotte's  Law.  Rankine  states  that  the  decrease  of  press- 
ure is  proportioned  to  the  minus  ten-ninths  power  of  the  volume. 
The  actual  curve  of  expansion  of  steam  engines  varies  somewhat 
from  this,  according  to  differences  in  condition,  but  this  general 
method  accounts  perfectly  for  the  heat  transmuted  into  work. 
This  heat  is  derived  partly  from  surplus  sensible  heat  due  to  steam 
of  a  high  pressure  expandijig  to  a  lower,  and  the  deficiency  is  sup- 
plied by  a  slight  condensation  of  the  steam ;  and  there  is  no  possi- 
bility of  any  further  loss  due  to  the  "  expansion  per  se  "  of  the 
Bteam  itself.  To  settle  this  and  other  questions,  the  writer,  in  the 
year  1867,  constructed  two  small  cylinders  or  chambers  without 
pistons,  one  of  glass  and  the  other  of  iron,  of  exactly  equal  capaci- 
ties and  carefully  felted,  each  of  which  could  in  turn  be  connected 
with  a  valve  operated  regularly  by  an  engine  to  admit  steam  from 
a  boiler  to  the  cylinder,  and  permit  its  exhaust  to  a  condensing 
coil.  The  exhaust  opened  slowly  at  first  and  rapidly  afterwards,  so 
that  the  pressure  in  the  cylinder  would  approximate  that  in  an  or- 
dinary steam  cylinder.  The  result  was,  that  the  condensed  steam 
from  the  iron  cylinder  was  in  nearly  every  instance  fully  double 
that  from  the  glass  cylinder.  In  this  case  there  was  no  possible 
change  in  condition  except  that  due  to  the  material  of  which  the 
metal  walls  were  composed ;  whence  the  writer  concluded  that  the 
losses  from  cylinder  condensation  found  in  practice  could  be  at- 
tributed entirely  to  the  heating  and  cooling  of  the  metal  walls,  and 
that  the  ''expansion  per  «^"  theory  of  Mr.  Isherwood  was  un- 
necessary.* 

Mr.  Isherwood  considered  that  when  condensation  took  place  in 
the  mass  of  the  steam,  the  water  would  be  suspended  in  the  form 
of  a  cloud,  and  would  not  be  affected  by  the  temperature  of  the 
metal  surfaces.  This  the  writer  explaine(J  in  1867, — (see  prelim- 
inary remarks  in  Lettei*s  Patent  No.  70,707  f ), — by  reference  to  Tyn- 
ialPs  experiments,  who  points  out  in  Heat  as  Mode  of  Motion, 
tliat  the  amount  of  moisture  ordinarily  contained  in  the  atmos- 
pliere  lias  seventy  times  the  absorptive  effect,  in  relation  to  latent 
heat,  of  dry  air.  Steam  chilled  by  the  perfcfrmance  of  work  or  by 
reheating  metal  walls  previous!}^  cooled  during  the  exhaust  stroke 
contains  minute  particles  of  water  with  a  great  capacity  for  heat, 

♦  Trans.  A.  S.  M.  E.,  Vol.  VII.,  p.  375,  No.  204—8,  Top.  Disc! 
f  And  page  499  of  Discussion  of  tliis  paper. 


482         CYLINDER  CONDENSATION  AND  THE  COMPOUND  ENGINE. 

and  almost  instantaneously  absorbs  that  necessary  for  their  re-evap- 
oralion  from  tlie  surrounding  walls,  and  this  action  is  at  a  maximnm 
when  the  exhaust  takes  place,  when  all  the  heat  absorbed  is  car- 
ried to  waste.  Upon  the  above  basis  the  writer  in  an  article  in  the 
American  Artizan  of  March  15th,  1871,  explained  the  gain  found 
in  a  compound  engine  on  the  basis  that  the  quantity  of  heat  which 
will  be  transferred  from  a  radiator  to  an  absorbent  would  vary  as 
the  square  of  the  difference  in  tempeniture  (the  conditions  being 
practically  the  same  as  those  of  force  performing  mechanical  work 
in  overcoming  resistance).  If,  therefore,  the  metal  wall  of  a  cylin- 
der, originally  heated  to  a  temperature  of  320  degrees  bj  live 
steam,  were  during  the  exhaust  subjected  to  a  temperature  of  only 
140  degrees,  the  Siime  metal  surfaces  would  be  exposed  to  a  difter- 
ence  of  temperature  of  180  degrees ;  whereas,  if  the  cylinders  were 
so  arranged  that  tlie  work  was  done  in  two  cylinders  instead  of 
one,  with  90  degrees  difference  of  temperature  in  each,  the  con- 
densation per  unit  of  surface  in  the  compound  cylinders  would  be, 
say  unity,  or,  considering  the  increase  of  surface,  say  in  effect  twice 
unity,  or  two ;  whereas  the  rates  of  condensation  in  the  single 
cylinder  would  be  at  the  rate  of  two  squared,  or  four.  In  other 
words,  the  double  cylinder  would  save  one-half  the  condensation. 
Now,  as  in  practice  about  one-half  of  the  total  quantity  of  steam 
used  is  condensed  in  the  cylinder  at  high  degrees  of  expan- 
sion, the  amount  saved  would  be  about  one-half  of  this,  or  say 
25  per  cent.  This  rough  explanation  made  at  that  timq  approxi- 
mates the  fact.  On  the  same  basis,  there  should  be  greater  saving 
by  dividing  the  difference  of  temperature  into  three  or  more 
parts,  but  the  complication  resulting  from  the  multiplication  of 
steam  cylinders  and  their  connections  is  not  in  practice  warranted, 
without  mising  the  steam  pressure.  The  later  developments  are  in 
the  way  of  permitting  the  low-pressure  engine  and  intermediate 
cylinder  of  a  triple  compound  engine  to  do  about  the  same  work 
as  the  two  cylinders  of  the  ordinary  compound  engine  did  formerly ; 
then  to  add  a  third  cylinder  to  be  supplied  with  steam  at  a  higher 
pressure,  to  be  expanded  down  to  substantially  that  formerly  used 
in  the  high-pressure  cylinder  of  a  double-expansion  engine,  which 
now  corresponds  to  the  intermediate  cylinder  of  the  double-expan- 
sion engine.  Steam  which  has  been  reduced  from  a  higher  to  a 
lower  pressure  by  expansion  is  just  as  valuable  for  all  purposes  as 
if  such  lower  pressure  were  obtained  from  a  boiler  direct  We  say 
the  Bteara  is  equally  valuable.     This  does  not  include  the  water 
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^  due  to  the  expansion  and  to  internal  refrigeration.  This  should  be 
removed  or  re-evaporated,  by  a  system  of  steam-jackets,  or  the  full 
benefit  of  the  high  pressure  and  expansibn  cannot  be  obtained. 
On  tlie  same  basis  of  reasoning,  evidently  steam  of  still  higher 
pressure  could  be  expanded  in  a  still  smaller  cylinder,  and  the 
steam  from  this  supplied  to  the  small  cylinder  of  the  triple  expan- 
sion engine,  and  in  this  way  quadruple  and,  by  repeating  the  oper- 
ation, quintuple  expansion  engines  might  be  formed  did  not 
practical  considerations  interfere.     Tliis  branch  of  the  subject  is 

.discussed  in  the  accompanying  paper  first  above  referred  to. 

DISCUSSION.* 

Mr.  Chas,  T,  Porter. — Disregarding  at  present  the  condensa- 
tion of  steam,  as  it  enters  the  cylinder,  we  find  the  economy  of 
an  engine  to  be  shown  by  the  proportion  that  the  mean  effective 
pressure  bears  to  the  terminal  pressure  in  the  cylinder.  The  for- 
mer represents  the  work  done,  the  latter  the  steam  consumed. 

If  in  a  non-condensing  engine,  admitting  steam  full  stroke, 
an  absolute  pressure  of  20  pounds  is  maintained,  and  a  back 
pressure  is  suffered  of  19  pounds,  or  4.3  pounds  above  the 
atmosphere,  then  only  one- twentieth  of  the  steam  is  utilized.  This 
may,  perhaps,  be  taken  as  the  most  wasteful  use  of  steam,  though 
I  have  met  with  worse  cases.  It  will  form  a  good  datum  line— a 
sort  of  sea  level — to  measure  our  elevations  from. 

If  in  a  similar  engine  an  absolute  pressure  of  30  pounds  is 
mamtained,  and  a  back  pressure  is  suffered  of  15  pounds  or  .3  of 
a  pound  above  the  atmosphere,  then  one-half  of  the  steam  is 
utilized.  We  have  now  an  immense  advance  in  economy.  The 
same  weight  of  steam  does  10  times  the  work  it  did  in  the  former 
case. 

If  again  in  such  an  engine  an  absolute  pressure  is  maintained 
of  150  pounds,  and  the  same  back  pressure  of  15  pounds  is 
suffered,  we  have  a  second  advance  in  economy,  almost  as  great 
68  the  first  one.  Now  nine-tenths  of  the  steam  is  utilized.  The 
same  weight  of  steam  does  18  times  the  work  it  did  in  the  first 
case.  This  would  not  be  very  bad  practice.  Probably  a  majority 
of  non-condensing  engines  run  with  less  economy  than  this. 

*  Jointly  with  the  paper  bv  Harae  author  on  the  development  op  the  com- 
pound ENGINE,  AND  THE  LIMIT  OF   STEAM  PRE8SURE  IN  MARINE  ENGINES  AND 

BOILERS  (No.  CCXLVIII.)  which  precedes. 
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Now  let  US  cut  off  our  150  pounds  at  J  of  the  stroke.  The 
terminal  pressure  is  37.5  pounds,  so  we  are  using  only  ^  as  much 
steam  as  before.  The  mean  effective  pressure  has  fallen,  how- 
ever, ouly  to  74.5  pounds,  and  so  to  twice  the  terminal  pressure. 
The  same  steam  now  does  twice  the  work  it  did  without  expan- 
sion, or  36  times  the  work  done  in  the  first  case. 

The  gain  made  by  employing  high  pressures  is  very  great, 
especially  when  working  expansively.  This  will  appear  by  com- 
paiing  with  the  above  the  inferior  results  got  by  cutting  off  at  the 
same  point,  J  of  the  stroke,  with  .J  of  the  above  pressure,  or  75 
pounds  absolute. 

The  terminal  pressure  is  now  18.75  pounds.  The  mean  effective 
pressure  is  30  pounds,  or  only  1.6  times  the  terminal  pressure. 
28.8  times  as  much  work  is  now  done  by  the  same  weight  of  steam 
as  was  done  in  the  first  case,  instead  of  3G  times  as  much.  The 
gain  in  this  class  of  engines  from  using  high  pressure  is  due  to  the 
fact  that  a  smaller  proportion  of  the  total  pressure  is  wasted  in 
overcoming  the  resistance  of  the  atmosphere. 

In  non-condensing  engines,  with  ordinary  pressures,  there  is 
no  gain  made  in  economy  by  cutting  off  earlier  than  \  of  the 
stroke.  In  this  class  of  engines  we  are  absolutely  limited  to 
three  expansions.  If  we  cut  off  earlier  than  this,  we  merely  re- 
duce the  power,  and  so  the  value  of  our  engiue,  with  a  loss  instead 
of  gain  in  economy. 

It  is  true  that  if  the  pressure  be  raised,  as  from  60  pounds  to 
100  pounds,  and  so  the  steam  be  cut  off  earlier  to  do  the  same 
work,  the  consumption  will  be  reduced.  This  is  owing  to  the 
higher  pressure.  If  a  smaller  engine  be  substituted,  in  which 
this  higher  pressure  must  follow  to  ^^  of  the  stroke,  in  order  to  do 
the  same  work,  a  still  further  gain  in  economy  will  be  made. 

The  following  tables  show  the  relation  of  the  mean  effective  to 
the  terminal  pressure,  and  so  the  gain  by  expansion  on  the  theo- 
retical assumptions  of  no  back  pressure  above  the  atmosphere, 
no  waste  room,  and  no  condensation  of  the  entering  steam,  under 
the  two  pressures,  and  for  the  several  points  of  out-off  takent 
The  computations  are  made  in  the  most  simple  manner,  without 
regarding  the  effects  of  the  conversion  of  heat  into  work,  or  of 
tlio  fall  of  temperature  during  expansion.  It  is  desired  that  noth- 
ing shall  call  attention  away  from  the  single  relation  which  is 
presented. 
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TABLE  1. 

ABSOLUTE   PKESSITRE,  90  LBS, 


Point  of 

Terminal 

Mean  Effective 

Kaiio  of  For- 

Increase in 

C'uto  I. 

Pressure. 

Pre.-sure. 

mer  to  Lntter. 

Uatio. 

1-2  stroke. 

45       lbs. 

01.5    lbs. 

1  to  1.366 

■   •   •   • 

1-8      '* 

80 

48.27   '• 

1    ♦*   l.«09 

.248 

1-4      ** 

22.5     •' 

39 

1    **   1.738 

.124 

1-5      •* 

18 

82.28   " 

1    "   1.798 

.000 

1-0      ** 

15 

27.18   '• 

I    '•   1.812 

.019 

1-7      •* 

12.86   *• 

28.18  '* 

1    *•   1.803 

—  .009 

1-8      '* 

11.25    " 

20 

1    "   1.782 

—  .021 

TABLE  2. 

ABSOLUTE  PRESSURE,  160  LBS. 


1-2  htr<»ke. 

1-3      •' 

1-4      '* 

1-5 

1-6 

1-7 

1-8 


(( 
•  ( 


80       lbs. 

53.38  " 

40 

32  " 

20  66  " 

22.80  •• 

20 


It 


120.5  lbs. 
96.75  " 
80.74 
68.82 
59.76 
52.64 
46.88 


it 


1  to 

1    •• 

1    " 

1 

1 

1 

1 


tt 


(t 


tt 


*  i 


1.5 

1.814 

2.018 

2.15 

2.241 

2.803 

2.844 


314 
204 
,132 
.091 
062 
,041 


The  above  tables  show  the  possible  gains  from  expansion  in 
non-condensing  engines  under  these  theoretical  conditions.  It  is 
obvious  tliat  the  unavoidable  losses  from  early  release,  incom- 
plete exhaust,  waste  room,  and  cylinder  condensation  are  suffi- 
cient to  change  into  positive  losses  the  small  apparent  gains  from 
expanding  below  |  of  the  initial  pressure  with^  90  pounds,  or  J 
\^ith  1(»0  pounds  absolute  pressure. 

In  this  class  of  engines,  when  expansion  is  eflFectcd  bv  the 
method  of  compounding,  the  limit  of  economic  gain  is  reached 
still  earlier.  Here  there  is  probably  no  advantage  to  be  derived 
from  more  than  two  expansions,  or  expanding  helow  one-third  the 
initial  pressure.  The  reason  for  this  earlier  limit  is,  the  loss  of 
pressure  which  is  suffered  whcm  the  steam  is  transferred  from  the 
high  pressure  to  the  l()w-])rossure  cylinder.  This  loss  is  not  com- 
pensat^'d,  except  in  a  sli^rht  de^jjree,  by  diminished  condensjition. 
Tlip  condensation  in  a  given  time  varies  in  two  ways — first,  as  the 
difference  between  tlie  alternate  tempcM'atures  to  which  the  sur- 
faces are  (exposed  (not  as  tlu;  s([uare  of  this  difference,  as  errone- 
ously stated  in  the  pajxn-  under  discussion),  and  second,  as  the 
area  of  the  condensing  surfaces. 
32 
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Now  the  aggregate  area  of  coiuleiising  surface  in  the  two  cylin- 
(lei-s  of  a  compound  engine  is  greater  than  that  in  a  single  cylin- 
der of  the  same  power.  The  reduction  in  the  loss  from  conden- 
sation which  is  made  in  the  former  is  caused  by  the  fact  that  all 
the  internal  surfaces  of  tlie  two  cylinders  are  not  exposed  to  the 
highest  and  the  lowest  temjierature.  Suppose  the  alternate 
chang<is  of  temperature  to  be,  as  they  are  approximately  in  prac- 
tice, divided  equally  between  the  two  cylinders,  one-half  in  each. 
Then  if  the  aggregate  condensing  surfaces  in  the  two  cylinders 
were  only  equal  to  that  in  the  one  cylinder,  one-half  of  the  loss 
from  condensation  would  be  avoided,  for  with  the  same  area  of 
surface,  each  square  inch  would  be  exposed  to  only  one-half  the 
changes  of  temperature.  If  the  compound  cvlindera  presented 
twice  the  surface  of  the  single  cylinder,  we  would  have  no  saving 
of  condtjnsation,  for  twice  as  many  square  inches  M'ould  be 
exposed,  each  to  one-half  the  differences  of  temperature.  In 
practice,  the  surfaces  of  the  compound  cylinders  are  greater,  but 
not  twice  as  gi'eat,  as  those  of  the  corresponding  single  cylinder, 
so  there  is  a  small,  but  only  a  small  gain  in  this  way. 

The  loss  of  pressure  between  the  two  cylinders  renders  com- 
pounding in  this  class  of  engines  a  rude  mode  of  expansion,  even 
within  the  narrow  limits  mentioned,  and  one  which  ought  not  to 
br  used  where  it  is  practicable  to  cut  off  in  a  single  cylinder.  The 
large  class  of  engines,  as  steam  pnmps,  in  which  the  steam  must 
follow  full  stroke,  affords  the  only  legitimate  field  for  compound- 
ing against  the  atmosi)here,  the  resistance  of  which  is  exerted 
against  the  area  of  the  larger  piston. 

It  seems  important  that  a  protest  should  be  made  here  against 
the  al)surd  i)ractice  of  compounding  non -condensing  engines,  in 
which  the  steanj  can  be  expanded  in  one  cylinder. 

Condensing  engines,  when  compounded  with  steam-jacketed 
cylinclers,  show  a  large  gain  in  economy.  The  paper  nnder  dis- 
cussion attributes  all  this  gain  to  the  avoidance  of  cylinder  con- 
densation, on  the  eiToneous  assumption  that  the  condensation 
varies  as  the  square  of  the  difference  between  the  temperatures 
of  the  live  and  the  exhaust  steam,  and  it  says  nothing  at  all  about 
the  additional  work  which  is  done  bv  the  steam  when  further  ex- 
l)anded  in  the  second,  or  in  the  second  and  third  cylinders. 

Now  the  fact  is  obvious,  that  this  additional  work  is  very  great. 
While  the  pressure  is  low  on  these  late  expansions,  the  piston 
iirea  is  so  much  gi'eater,  that  in  triple  expansion  engines  the  last 
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cylinder  does  the  most  work.  This  additional  work  accounts  for 
the  gain  in  economy  several  times  over,  showing  that  this  gain 
must  be  in  a  large  degree  neutralized  by  losses  of  some  kind. 

It  is  worth  while  to  exhibit  this  clearly.  Let  us  suppose  a 
theoretical  case  of  160  pounds  pressure  expanded  64  times,  or  to  2.5 
pounds  pressure,  in  three  cylinders,  and  without  loss  in  transmis- 
sion from  one  cylinder  to  the  next  one,  and  thence  to  be  exhausted 
into  a  condenser,  in  which  a  perfect  vacuum  is  maintained — as 
compared  witli  the  same  volume  of  steam,  of  the  same  pres- 
sure, exhausted  into  the  same  perfect  vacuum,  without  any 
expansion. 

Id  the  last  case  we  have 

160x1=  160 

In   tlie   first  case,  cutting   off  at  ^  stroke  in   each 

cyUnder,  we  have 

(1.)  ^l^  X  2.386=95-40=55  x 4=  220 

(2.)  y    X  2.386=23.86-10=13.86x16=  220 

(3.)  Y   X  2.386=5.96x64=  380 


Total,  820 

The  final  multipliers,  1,  4,  16,  64,  are  the  product  of  the  cylin- 
der areas  into  the  distances  through  which  the  pressure  acts. 
The  last  cylinder,  though  having  only  5.96  pounds  mean  pressure, 
is  by  far  the  most  efficient,  the  area  being  16  times  that  of  the 
first  one,  and  there  being  no  back  pressure  to  be  deducted. 

The  gain  by  expansion  is  more  than  fourfold.  Of  course, 
these  theoretical  conditions  cannot  be  realized.  But  let  us  see 
how  large  the  margin  is  for  practical  drawbacks. 

For  this  purpose  we  will  compare  tliis  supposed  case  with  one 
of  90  pounds  pressure,  cut  off  at  ^  stroke  and  expanded  against 
the  atmosphere.  In  that  case  we  have  already  seen  the  theoreti- 
cal gain  from  expansion  to  be  73.3  per  cent.  •  Here  the  theoretical 
gain  is  412  per  cent.,  or  5.62  times  as  much. 

Now  the  former  is  a  familiar  case.  It  is  well  known  that  in 
ordinary  good  practice,  with  common  losses  from  early  release, 
incomplete  exhaust,  waste  room  and  condensation  in  unjacketed 
cylinders,  a  horse-power  is  got  in  this  way  by  the  evaporation  of 
25  pounds  of  water  per  hour.  Here,  therefore,  we  have  a  good 
basis  for  comparison,  and  on  that  basis  the  consumption  of  water 
in  the  three-cylinder  system  should  be  25-f-5.62,  or  less  than  4J 
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pounds  of  water  per  horse  per  hour.  The  paper  does  not  claim  a 
eoDsumption  to  have  been  reached  so  low  as  three  times  this,  or 
13i  pounds. 

But  even  supposing  the  expansion  to  have  been  carried  down 
only  to  10  i>ounds,  or  ItJ  fold,  and  the  steam  to  have  been  ex- 
hausted from  the  second  cylinder  into  the  condenser,  against  2 
pounds  pressure,  which  is  ordinary  practice,  then  the  gain  from 
the  1(5  expansions  should  be  255  per  cent.,  or  3.4  times  as  mnch 
as  in  the  non-condensing  engine.  This  would  call  for  a  consump- 
tion of  only  7.3  pounds  of  water  per  horse  per  hour,  or  one-half 
the  amount  evaporated  in  practice.  So  it  is  obvious  that  the  gain 
effected  in  compound  engines  is  obtained  wholly  by  the  increased 
number  of  exj)ansions,  in  spite  of  largely  increased  losses,  due 
partly  to  loss  of  pressure  between  the  cylinders  and  partly  to  in- 
creased condensation. 

A  few  words  on  the  assertion  contained  in  the  paper  that  the 
condensation  of  the  steam,  as  it  enters  the  cylinder,  varies  in 
amount  according  to  the  square  of  the  difference  between  its  tem- 
perature and  that  of  the  exhaust  to  which  the  surfaces  had  just 
been  exposed.  That  proposition  will  not  stand  up  very  long  to 
be  looked  scpiarely  in  the  face. 

It  means  that  if  this  difterence  is  100  degrees,  the  condensation 
is  1<\000  times  greater  than  if  it  is  one  degree,  or  that,  if  in  the 
latter  case  i  Jo  of  one  per  cent,  of  the  steam  is  condensed,  then, 
in  the  former  case,  it  is  all  condensed,  and  must  be  replaced,  so 
that  tlu^  indicator  can  account  for  only  50  per  cent^  of  the  water 
evaporated.  With  the  difference  named  in  the  paper,  of  180**, 
the  condensation  would  be  32,400  times  as  great  as  it  is  for  a  dif- 
ference of  1  .  Common  experience,  in  the  large  gain  in  economy, 
always  made  by  using  higher  jiressures  involving  greater  differ- 
ences of  temperature,  and  by  attaching  condensers  to  non-con- 
densing engines,  which  involves  still  gi-eater  differences,  proves 
that  no  such  ratio  can  exist.  If  it  did,  or  anything  like  it,  the 
result  would  be  loss  instead  of  gain,  in  all  these  cases. 

uMr.  (rto.  H,  Ji(f/'ri/i<. — I  have  little  to  say  in  regard  to  the  effect 
of  compounding  uj)()n  cylinder  condensation,  but  I  would  call  at- 
tention to  the  matter  of  the  free  expansion  of  steam  without  doing 
work,  and  relate  a  somewhat  remarkable  experience  which  has 
come  to  mo,  and  one  wliieli  those  who  do  not  believe  in  conden- 
sation du(^  to  free  expansion  may,  perhaps,  find  it  hard  to  explain. 
I  am  myself  an  unbeliever  in  this  cause  of  condensation,  and  I 
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take  tliis  opportunity  in  the  liope  that  discussion  may  make  the 
question  less  obscure. 

In  1877  I  had  the  good  fortune  to  conductin  Boston  the  Dixwell 
experiments  on  superheated  steam.  Some  of  the  results  of  two  of 
these  experiments  are  given  in  the  accompanying  table.  The  two 
experiments  refeiTed  to  are  those  numbered  1  and  3.  They  are 
two  of  a  series  made  under  the  direction  of  a  board  of  naval  en- 
gineers, of  which  one  of  our  members.  Chief  Engineer  Loring,  was 
chairman. 

In  the  first  experiment,  which  was  made  at  a  cut-off  of  43.9  per 
cent.,  the  steam  left  the  superheater  at  a  temperature  of  490°;  and 
it  entered  the  steam -chest  at  441°.  Arriving  in  the  cylinder,  the 
temperature  fell  to  300°,  and  in  the  exhaust  pipe  close  to  the 
cyUnder  to  210°. 

In  the  third  experiment,  which  was  made  at  a  cut-off  of  07.2 
per  cent.,  the  steam  left  the  superheater  at  a  temperature  of  425°, 
and  entered  the  steam-chest  at  400°.  Here  the  temperature  in 
the  tey Under  fell  to  305°,  and  in  the  exhaust  pipe  to  212". 

One  of  the  objects  of  the  Dixwell  experimeuts  was  to  show  that 
in  the  use  of  superheated  steam  there  was  a  great  loss  of  temper- 
ature where  the  steam  entered  the  cylinder,  due  to  the  causes 
which  operate  in  producing  cylinder  condensation.     In  the  dis- 
cussion  of  the  results  of  the  experiments  the   question  arose 
whether  it  might  not  be  claimed  that  the  loss  of  temperature 
could  not  be  explained  solely  on  the  ground  of  the  radiation  of 
beat,  which  takes  place  from  the  outside  of  the  cylinder.     It  was 
thought  that  if  the  same  quantity  of  steam  were  passed  through 
the  cylinder  in  a  given  time  which  was  consumed  on  these  experi- 
ments, but  instead  of  running  the  engine,  keeping  it  at  rest,  there 
would  be  no  cooling  effects  except  radiation,  and  the  question  which 
was  raised  would  in  this  way  be  settled  in  a  most  satisfactory 
manner.     Accordingly,  the  two  experiments  referred  to  were  sup- 
plemented by  two  further  experiments  made  with  the  engine  at 
rest,  the  four  valves  wide  open,  and  the  throttle-valve  adjusted  so 
as  to  pass  the  same  quantity  of  steam  through  the  cylinder  in  a 
given  time,  as  was  used  when  the  engine  was  running.     The  re- 
siJts  of  these  tests  were  given  in  lines  2  and  4  of  the  table.     The 
last  column  gives  the  total  heat  of  the  steam  discharged  to  the 
condenser,  this  serving  at  the  same  time  as  a  calorimeter. 

These  tests  show  that  with  the  shorter  cut-off,  the  running  of  the 
engine  caused  the  temperature  at  the  throttle-valve  to  be  reduced 
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8\  that  iu  the  cylinder  71°,  and  tljat  in  tlie  exhaust  pipe  148°,  and 
there  was  a  siuiilav  though  not  so  marked  an  effect  in  the  case  of 
the  test  witli  the  longer  ciit-oiF. 

Thfire  is  much  here  that  is  worthy  of  study,  but  I  would  direct 
attention  only  to  the  matter  of  the  difference  in  temperature  be- 
tween the  cylinder  and  the  exhaust  pipe  in  tlio  cases  where  tlie 
enirine  was  in  operation.  There  is  a  difference  of  96°  in  one  case 
and  93°  in  the  other  case,  while  only  19°  and  18°,  respectively, 
oceiuTcd  when  the  engine  was  not  running.  I  can  understand  that 
the  cooling  action  whicli  produces  cylinder  condensation  waa  the 
cause  of  the  large  amount  of  tooling  which  took  place  on  the  en- 
tvauce  of  the  steam  to  the  cyliuder — 135°  in  one,  and  lift''  in  the 
other — but  I  cannot  account  for  thelai^eamonntof  cooling  which 
took  place  when  the  steam  left  the  cylinder,  unless  the  free  ex- 
pansion into  the  exhaust  pipe  produced  it. 
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Mr.  Geo.  II.  Snhcock. — There  is  no  more  promiBing  line  of 
inquiiT  for  secunng  increased  economy  in  steam-eDgines  than  the 
prevention  of  inteniiil  condensation.  All  the  superior  economy 
of  the  compound  and  tnple  expansion  type  of  engines  seems  to 
be  based  upon  their  effect  in  reducing  the  severe  loss  from  this 
cause.  In  fact,  all  other  sounses  of  loss  are  apparently  entiftnced 
ill  the  compound  type,  such  as  larger  clearances,  more  external 
surface  for  radiation,  extra  friction  due  to  increased  somber  of 
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working  parts,  and  multiplied  possibilities  of  leakage.  Still,  not- 
withstanding these  apparent  disadvantages  of  the  multiple  cylinder 
engines,  there  is  no  question  but  that  they  do  secure  a  superior 
economy  over  the  single  cylinder  carrying  expansion  to  the  same 
extent.  The  reason  of  this  has  come  to  be  pretty  well  understood 
to  be  the  less  internal  condensation,  owing  to  the  less  differences 
in  temperature,  and  also  to  the  fact  that  the  re-evaporation  in  the 
high -pressure  cylinders  becomes  available  steam  for  use  in  the 
cylinders  to  whicli  it  is  transferred.  But  I  am  inclined  to  think 
Mr.  Emery  is  mistaken  in  supposing  that  the  internal  condensa- 
tion is  in  the  ratio  of  the  squares  of  the  differences  in  temperatui'e, 
for  the  reason  that  the  conductivity  of  iron  does  not  increase  with 
the  temperature,  but  decreases.  According  to  Forbes*  experi- 
ments, it  would  seem  that  the  conductivity  of  iron  at  the  tempera.- 
ture  of  300'^  is  more  than  seven  per  cent,  less  than  at  212°.  The 
number  of  heat-units  therefore  absorbed  by  a  given  weight  of 
metal  in  a  given  time  will  not  increase  at  a  greater  ratio  than  the 
increase  of  temperature,  but  probably  at  a  lesser  ratio. 

Though  the  fact  of  condensation  in  the  cylinder  was  not  un- 
known to  engineers,  and  its  action  at  each  stroke  was  recognized 
and  described  as  long  ago  as  1855,  by  D.  K.  Clark,  in  his  Bailway 
Machinery,  yet  Mr.  Emery  was  undoubtedly  the  first  to  suggest  as 
a  remedy  a  non-conducting  lining  to  the  cylinder.  Could  such  a 
lining  of  glass  or  porcelain  as  proposed  by  him  in  1862  be  made 
to  stan<l  the  action  of  the  steam  as  well  as  the  wear  and  concus- 
sion to  which  it  would  be  exposed  in  use,  it  would  probably  reduce 
the  losses  from  this  cause  to  a  minimum,  and — what  at  first  seems 
like  an  Hibemianism — the  more  economical  the  engine  the  greater 
would  be  the  saving.  It  is  also  e^adent  that,  could  the  internal 
condensation  be  entirely  suppressed,  there  would  no  longer  be  any 
use  for  the  compound  form  of  engine,  as  the  single  cylinder  would 
be  the  most  economical.  The  problem  is,  however,  more  ditBcult 
than  at  first  it  would  seem.  The  lining  must  not  only  be  a  non- 
conductor, but  must  withstand  the  temperature  and  dissolving 
action  of  the  steam,  and  must  not  have  such  a  different  co-efficient 
of  expansion  as  to  cause  it  to  crack  and  come  off  under  the 
extreme  temperatures  to  whicli  it  is  exposed,  and  must  be  capable 
of  being  so  firmly  attached  to  the  metal  as  to  allow  no  entrance 
of  steam  between,  as  it  is  evident  that  a  mere  covering  which 
would  allow  the  steam  to  come  between  it  and  the  metal  would 
magnify,  rather  than  decrease,  the  losses. 
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Various  attempts  have  been  made  to  prevent  internal  conden- 
sation by  maintaining  the  temperature  of  the  metal  .as  high  as 
that  of  the  steam.  ISteam  jackets  have  been  extensively  used  with 
some  beneficial  results,  which  have  increased  as  the  temperature 
of  the  steam  in  the  jacket  has  exceeded  that  in  the  cylinder. 
Sinuko  jackets  have  also  been  used  in  which  the  products  of  com- 
bustion were  admitted.  Apparently  valuable  results  were  obtained 
by  Sir  Daniel  Gooch,  in  locomotive  cylinders,  in  this  way,  in 
1^550.  Another  method  of  accomplishing  the  same  result  has  been 
to  superheat  the  steam  itself,  so  that  it  may  give  up  sufficient 
heat  to  keep  the  metal  up  to  the  temperature  of  saturated  steam 
of  the  initial  pressure,  without  itself  being  cooled  below  the 
same  point.  This  plan  has  succeeded  well  so  far  as  lessening 
condensation  is  concerned,  but  it  has  always  been  found  that, 
when  the  temperature  was  high  enough  to  prevent  condensation, 
lubrication  was  practically  destroyed.  Dixwell  found  that,  by 
superheating  so  as  to  maintain  in  the  cylinder  a  temperature  of 
400  with  steam  at  a  pressure  of  70  Ibs^  the  condensation  could 
be  reduced  to  a  minimum,  but  it  was  found  to  be  impracticable  to 
maintain  the  superheating  at  this  degree,  because  every  variation 
in  the  cut-off  required  a  con-esponding  variation  in  the  initial 
superheating.  This  temperature  he  found  to  be  the  limit  of  pos- 
sible lubrication.  With  a  higher  pressure  that  degree  of  super- 
heating woidd  not  aflford  sufficient  additional  heat  for  the  purpose. 
Tli(^  present  tendency  to  high  pressures  seems,  therefore,  to  pre- 
clude the  possibility  of  much  gain  through  superheating,  because 
the  teni})eratures  are  already  caiTied  to  very  nearly  the  limit  at 
which  lubrication  can  be  maintained. 

The  depth  to  which  the  surface  is  aficcted  by  the  alternate 
heating  and  cooling  action  is  very  slight — much  less  than  is  usually 
su]^p()sed.  Let  us  assume  that  we  have  a  cylinder  of  usual  pro- 
portions in  marine  engines,  diameter  not  essential,  but  with  4- 
foet  st]'()ke,  using  steam  at  To  lbs.  pressure,  and  also  assume  that 
the  condensation  is  jis  ^reat  as  50  per  cent,  of  all  the  steam 
used  when  cutting  off  at  i,  or,  in  other  words,  equal  to  the 
steam  required  to  fill  the  cylinder  at  the  point  of  cut-off,  which 
woulil  be  ♦>  inches.  Let  us  see  how  thick  a  film  of  metal  will  be 
rctjuired  to  be  heated  to  absorb  the  latent  heat  of  the  steam  so 
coiulonsed.  Neglecting  the  sides,  we  have  for  each  square  foot  of 
area  of  the  piston,  and  an  equal  area  of  head,  ^  a  cubic  foot  of 
steam  to  be  condensed,  or  .{  of  a  cubic  foot  per  square  foot  of  sur- 
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face.  Steam  at  this  pressure  weighs  .209  pounds  to  the  cubic 
foot,  making  .052  pounds  of  steam  to  be  condensed  for  each 
square  foot  of  metfll.  As  there  is  no  loss  of  pressure,  the  pres- 
sure being  kept  up  by  the  admission  of  more  steam  from  the 
boiler,  each  pound  will  lose  888  heat-units,  and  .052  pounds  46 
heat-units.  Assume,  also,  that  the  metal  at  the  beginning  was  at 
the  temperature  of  the  condenser,  120°,  and  that  it  is  heated  to 
the  temperature  of  the  steam,  320°,  a  diflference  of  200°.  The  46 
heat-units  will  heat  .023  pounds  of  water  200°.  The  specific  heat 
of  iron  being  .114,  the  same  quantity  of  heat  would  elevate  the 
temperature  of  .2  pounds  of  iron  the  same  number  of  degrees, 
and  when  we  spread  this  .2  pounds  over  a  square  foot  of  surface 
it  makes  a  film  of  only  .05  of  an  inch  in  thickness.  But  it  is  at 
the  surface  only  that  the  temperature  will  be  320°,  while  each 
parallel  plane  will  be  less,  decreasing  until  we  arrive  at  a  plane  of 
constant  temperature,  which  we  have  assumed  to  be  at  the  tem- 
perature of  the  condenser.  The  depth  of  this  plane  of  constant 
temperature  is  easily  found  by  means  of  the  curve  of  diffusion. 
Let  the  diagram  Fig.  161  represent  a  section  of  surface,  the  hori- 
zontal scale  being  degrees  of  temperature,  and  the  vertical  the 
actual  scale  of  depth.  The  shaded  portion  between  120°  and  320° 
shows  the  distribution  of  the  fluctuating  heat.     For  heat  to  pene- 

q! 120° 200*  300'      320° 


Fig.  161. 


trate  this  distance  in  iron  requires  a  little  more  than  ^,  of  a 
second,  which  would,  under  the  conditions  assumed,  represent 
about  40  revolutions  of  the  engine  per  minute.  Increasing  the 
speed  will  decrease  the  depth  to  which  the  heat  will  penetrate, 
and  consequently  the  amount  of  condensation,  but  only  in  the 
ratio  of  the  square  root  of  the  speed.  Thus,  to  decrease  the 
condensation  one-half  will  require  four  times  the  speed,  or  160 
revolutions  ])er  minute.  It  is  evident,  therefore,  that  at  any 
available  speed  the  condensation  would  still  be  great  at  short  cut- 
offs, and  that  no  gi'eat  saving  in  this  respect  is  to  be  hoped  for  in 
the  line  of  high  speed. 

"We  may  represent  this  condensation  on  a  diagram  by  an  added 
area  which  shows  added  consumption  of  steam,  but  not  increased 
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power,  as  in  this  diagram  (Fig.  162),  in  which  the  shaded  p 
is  the  area  added  for  condensatioD.  At  -J  cut-off  the  steam 
would  be  represented  by  the  parallelogram  A,  M,  O,  C ;  at 
A,  M,  P,  D  ;  at  ^  by  A,  M,  Q,  E ;  and  at  full  stroke  by  A,  M, 
supposing  the  condensation  to  remain  a  constant  quantity. 
Tlie  loss  would  be  n  variable  percentage  of  the  steam  us 
dffferent  degrees  of  expansion,  as  is  well  known  to  be  the 
Thus,  at  Jf  riutoff  it  would  be  50  per  cent,,  at  ^  33^  per 
and  at  i  stroke,  20  per  cent,  and  at  full  stroke,  only  11  pei 
It  will  not,  however,  be  constant,  as  the  times  of  exposure 
steam  will  vary,  being  for  the  above  cut-off  as  1, 1  J,  2,  and  4 


Fig.  162. 

other  things  being  equal,  the  percentages  would  be  increas 
the  ratio  of  the  square  roots  of  these  numbers  and  become  i 
28,  and  22,  which  probably  represent  about  a  masimnm  nncl 
conditions  of  ordinary  practice. 

The  surface  film  affected  by  the  heating  and  cooling  act 
the  cylinder  being  so  very  thin,  it  may  be  a  question  w^ietlii 
ability  for  conducting  heat  has  as  great  an  influence  on  the 
as  the  thermal  capacity.  It  is  supposable  that  the  surface  o: 
a  non-conductor  would  condense  some  steam,  and  that  the  ai 
so  condensed  would  depend  upon  the  capacity  of  that  surfa 
heat.  This  thermal  capacity  may  be  defined  as  specific  h< 
volume,  and  is  proportioned  to  the  product  of  the  specifii 
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into  the  specific  gravity.  '  If  time  did  not  enter  into  tlie  problem, 
this  would  be  the  only  element  determining  the  amount  of  con- 
densation, but  as  time  is  involved  and  the  film  has  had  appreciable 
depth,  that  depth  for  equal  times  will  depend  upon  the  conductiv- 
ity of  the  substance  composing  the  surface.     The  relative  effect, 
therefore,  of  any  two   surfaces  in  producing  the  condensation 
under  discussion  will  be  dependent  upon  three  things  :  1st,  The 
depth  to  which  the  heat  will  penetrate  in  a  given  time,  which  is 
<ietermined  by  the  conductivity  of  the  material ;  2d,  the  weight 
of  that  film  of  material,  which  is  determined  by  its  specific  gravity ; 
.^nd  3d,  the  amount  of  heat  required  to  raise   that  weight  of 
:3naterial  to  a  given   temperature,  which   is   determined  by  its 
aspecific  heat     The  value  of  any  given  material,  therefore,  for  the 
urface  of  a  cylinder  for  this  puipose  will  probably  be  inversely 
the  product  of  these  three   quantities,  or  what  Sir  William 
IXhompson  calls  the  "  thermal  diffusivity"  of  the  substance. 

The  actual  conductivity  of  substances  we  know  very  little  about, 
fact.  Sir  William  Thompson,  in  his  article  on  heat  in  the  Ency- 
l&pcedia  Britannica,  ventures  to  give  it  but  for  two  metals,  copper 
nd  iron.     We' may,  however,  use  ihe  comparative  values  obtained 
y  Weidmann  and  Franz  to  ascertain  the  relative  values  of  differ- 
nt  metals  and  porcelain  for  this  purpose  : 


Substance. 

Silver 

^'■^PPer 

*-»"on 

In 

•«ad 

bismuth 

*orcelain 


a 
Conductivity. 

b 

Spec  i  fie 

grravity. 

c 

Specific 

heat. 

DifluHivity 
axbxc . 

Ratio. 
4.922 

100. 

10.47 

.0570 

59  68 

73.6 

8.92 

.0951 

62.43 

5.149 

11.9 

7.85 

.1298 

12.12 

1.000 

14.5 

7.29 

.0562 

5.94 

.489 

8.5 

11.31 

.0314 

8.02 

.248 

1.8 

9.82 

.0308 

.544 

.0449 

.86 

2.38 

.198 

.169 

.0140 

Rate  of 
expaneion, 

194" 
186 
119 
230 
280 
183 
88 


Among  the  metals  bismuth  stands  by  far  the  highest.     A  cyl- 
inder made  of  it  would  show  but  1-22  the  condensation  of  iron 
^uder  the  same  conditions.     Besides,  it  has  approximately  the 
Same  expansion,  so    that  it  would  not  tend  to  separate  under 
differences  of  temperature,  if  plated  upon  iron.     It  is  true  that 
l>orcelain  presents  a  higher  possible  saving,  but  it  has  great  dif- 
ficulty of  application. 

The  evident  advantages  of  bismuth  as  a  lining  for  steam  cyl- 
inders, particularly  on  those  parts  which  are  not  exposed  to  wear, 
led  me  to  expend  considerable  time  and  some  money  toward  se- 
curing a  practical  realization  of  its  benefits,  but  thus  far  without 
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any  success.  The  thickness  of  such  a  lining  would  not  have  to 
be  great  and  therefore  not  expensive,  if  it  could  be  applied  ;  1-64 
of  an  inch  would,  I  think,  bo  ample  under  all  circumstances.  This 
I  attempted  to  secure  by  electrical  deposition,  but  was  balked  by 
an  unforeseen  difficultj- — that  of  the  extremely  low  electrical  con- 
ductivity of  the  material.  It  was  possible  to  make  a  mere  surface 
coiiting  of  bismuth  upon  another  metal,  but  immediately  this  ar- 
rived  at  an  appreciable  thickness  it  was  found  impossible  to  deposit 
any  niore  of  the  metal  thereon;  subsequent  deposits  taking  the 
form  of  non-adhesive  black  powder.  We  succeeded  in  covering  the 
surface  by  securing  thereto  a  sheet  of  the  metal  securely  fastened, 
but  this  also  proved  abortive  from  another  unforeseen  difficulty. 
Although  this  metal  does  not  melt  below  a  temperature  of  SOO"", 
it  apparently  becomes  soft  at  the  temperature  of  the  steam,  the 
impact  of  which  broke  the  bismuth  up  into  fine  particles  in  the 
vicinity  of  tlie  j^orts,  and  these  found  their  way  out  through  the 
exhaust  pipe. 

The  ideal  sul)stance  for  this  purpose  is  an  ideal  varnish  which 
shall  have  a  very  low  theimal  difinhivity  and  be  capable  of  stand- 
ing the  action  of  high  pressure  steam.  I  am  not  without  hope  that 
tliis  mav  vet  be  discovered.  Meanwhile  we  have  to  be  content 
with  what  can  he  obtained  by  multiplication  of  cylinders  with  all 
its  attendant  expense  and  inconvenience. 

I  W7)uld  further  add,  in  reference  to  the  gain  from  the  principle 
of  compounding,  that  Mr.  J.  P.  Hall  recently  read  a  pa]>er  before 
the  North-East  Coast  Institute  of  Engineers  and  Shipbuilders, 
giving  a  shipowner's  view  of  the  relative  value  of  compound  and 
trij)le  expansion  engines.  Comparing  12  ships  with  compound 
engines  with  9  others  w  ith  triple-expansion  engines,  and  reducing 
them  to  a  comuKm  standard  of  10  knots  per  hour  with  1,000  tons 
weight  carried  1,000  knots,  all  in  "  reasonably  fine  weather,"  he 
found  an  average  of  about  25  per  cent,  in  favor  of  the  triple-ex- 
pansion, both  on  "  displacement "  and  "  dead  weight "  performance. 
Mi\  J<tH(ij[*h  Morgan,  Jr, — Mr.  Emery's  remarks  indicate  a 
dis])()sition  to  force  steel  manufacturers  to  defend  themselves. 
Ho  asserts  that  steel  can  no  longer  be  considered,  in  a  com- 
mercial scaiso,  better  than  iron.  This  is  not  the  fact.  In  good 
practice,  w^ith  the  same  attention  to  details  of  selection  of 
stock  and  methods  of  manufacture,  greater  uniformity  and  re- 
liability of  |)roduct  can  be  looked  for  in  steel  than  in  iron 
plates.     There   are  twice  as  many  well-managed  concerns  now 
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making  steel  boiler  plates  as  there  were  five  years  ago,  and  the 
knowledge  of  the  properties  of  steel  and  proper  methods  of  its 
manufacture  is  greater  now  than  then.  In  our  own  works,  in  the 
management  of  several  hundred  boilers,  many  of  which  were  built 
of  iron  in  former  years,  we  have  uniformly  used  steel  in  recent 
construction  from  a  conviction  of  its  greater  fitness  for  boiler 
work.  All  our  breakages  of  boiler  plates  in  actual  use  have  been 
of  the  iron  plates.  Some  of  these  breakages  have  been  startling, 
though  fortunately  without  disaster,  and  we  unhesitatingly  decide 
in  favor  of  steel,  with  which  our  experience  on  nearly  one  hundred 
boilers  has  been  uniformly  good  and  so  far  absolutely  without 
break  or  crack  in  use. 

Our  boiler  makers  prefer  to  work  steel,  as  there  are  few  or  no 
wasters  in  flanging  work.  This  is  the  experience  in  all  boiler  shops. 
There  is  no  reason  why  manufacturers  of  steel  boiler  plate  should 
be  less  conscientious  than  the  makers  of  iron  plates.  There  are 
fewer  of  the  steel  makers,  their  plants  are  more  modern,  better 
fitted  to  roll  sizes  now  asked  for,  and  their  process  is  cheaper  for 
high  grades.  There  has  been  also  a  substantial  advance  in  the 
metallurgy  of  steel  in  cheapening  the  material  which  it  is  necessary 
to  put  in  best  grades  of  plates.  Mr.  Wellman  has  been  one  of  the 
pioneers  in  that  way  in  developing  the  puddling  business,  and  so 
getting  cheaper  stock  than  the  charcoal  blooms  before  used  for 
best  plate ;  and  at  Cambria  Works  we  have  developed  another 
method,  the  Krupp  washing  process,  of  dephosphorizing  pig-iron 
and  getting  cheap  pure  stock  in  that  way,  so  that  steel  men  are 
able  to  meet  the  cheaper  market  and  be  conscientious  at  the  same 
time. 

There  is  one  misconception  of  the  reason  why  thick  plates  are 
not  as  good  as  thin  ones  which  seems  to  run  through  all  the  liter- 
ature on  the  subject.  The  statement  is  made  that  to  make  a  good 
thick  plate  it  is  necessary  to  raise  the  carbon  to  get  the  tensile 
strength.  This  is  not  the  case  if  a  proper  amount  of  work  is  put 
on  the  ingot.  If  an  attempt  is  made  to  reduce  an  8-inch  ingot  to 
an  inch  and  a  half  or  inch  and  a  quaiier  or  inch  plate,  and  get 
the  same  elastic  limit  and  ultimate  strength  as  if  the  same  ingot 
was  rolled  to  a  quarter  inch  plate  in  the  same  mill,  it  will  not  suc- 
ceed. But  if  an  iugot  of  a  proy)er  size  is  reduced,  and  the  proper 
amount  of  work  is  put  u])on  it,  the  inch  plate  will  certainly  show 
as  good  a  quality  as  the  quarter  inch  plate.  It  is  not,  therefore, 
necessary  to  use  higher  carbon  in  thick  plates. 
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J//*.  Allan  KSth'Uuff. — I  tliiuk  it  is  rather  late  in  the  day  for  Mr. 
Emery  to  say  that  there  is  any  question  as  between  iron  plates 
and  steel  plates  for  boilers.  I  thiuk  I  may  say  that  ten  years  ago 
that  (juestiou  was  settled  completely,  and  that  locomotive  men 
are  using  steel  plates  entii-ely  for  boilers.  Of  two  or  three  hun- 
dred locomotives  which  were  under  my  chai'ge  some  eight  years 
ago,  I  am  sure  there  was  not  an  iron  plate  in  any  one  of  them.  In 
ordering  some  boilers  some  few  months  ago,  I  had  no  hesitation  in 
specifying  steel  from  any  one  of  three  steel  works,  feeling  confident 
that  I  would  get  steel  of  the  quality  necessaiy  for  that  work.  We 
have  with  us  to-night  one  gentleman  from  whom  I  would  order  steel 
with  the  utmost  assurance  that  I  would  get  a  material  which 
would  meet  all  the  requirements  of  firet-class  boiler  work. 

31  r.  Gdovgt  S,  strong. — I  should  like  to  say  a  word  in  regard  to 
this  steel  questiou.     I  was  talking  a  short  time  ago  in  regard  to  it 
to  the  mechauical  engineer  of  one  of  our  leading  railroads,  and  I 
asked  him  if  there  was  any  trouble  about  getting  steel  plates  to 
meet  their  specificatious.     He  said  no,  and  that  although  their 
specifications  were  very  rigid  and  very  stringent  in  regard  to  the 
qualit}'  of  steel  in  every  respect,  as  well  as  to  the  thickness  of  the 
plates,  they  found  no  difficulty  whatever  in  getting  plates  to  meet 
their  requirements,  not  only  from  one  mill,  but  from  quite  a  num- 
ber.    I  myself  am  now  building  boilers  in  which  we  require  very 
thorough  auuealiug.     Oiu'  furnaces  are  corrugated,  and  the  shells 
are  welded,  and  all  this  work  requires  a  material  which  will  stand 
the  welding,  corrugating,  flanging,  etc.,  without  any  indications  of 
cracking,  and  we  use  steel  with  the  utmost  assurance,  which  is 
more  than  we  do  with  any  iron  we  can  get.     In  fact,  the  Leeds 
company,   who    are   the   manufacturers  of    the   conjugated  fur- 
nace in  England,  when  they  started  manufacturing  these  corru- 
gated furnaces,  took  iron  plate  and  found  they  could  not  depend 
on  it.     Then  they  started  to  I'oll  plates  of  the  right  size,  of  steel, 
and  since  they   adopted  steel  plates  they  have  had  veiy  little 
trouble  with  their  furnaces.     Hefore  that  they  never  knew  when 
they  were  going  to  have  a  blister  on  a  furnace.     We  find  in  weld- 
ing to-day  that  we  can  weld  with  more  assurance  the  steel  than 
we  can  the  iron. 

The  President, — Before  calling  on  Mr.  Emery  to  close  the  dis- 
cussion, 1  will  say  also  just  a  word  in  regard  to  the  steel  plate 
matter.  Mr.  Stirling  is  undoubtedly  coiTect  in  regard  to  boiler 
makers.     Experience  has  taught  them  that  steel  is  better  than 
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iron.  Still  there  is  a  great  deal  of  prejudice  against  steel  and  in 
favor  of  iron.  I  happen  to  know  of  a  case  in  which  a  company 
building  a  mill  for  the  purpose  of  manufacturing  steel  put  it  in 
their  specifications  for  boilers  that  the  shells  must  be  made  of 
wrought  iron. 

Mr.  F.  R,  Hutton. — In  connection  with  the  above  paper  on 
Cylinder  Condensation,  etc.,  Mr.  Walter  C.  Kerr,  of  Westinghoiise, 
Church,  Kerr  &  Co.,  sent  a  letter  to  me  before  the  meeting,  stat- 
ing that  the  prefatory  note  embodied  in  the  specifications  of  the  • 
United  States  Letters  Patent  referred  to  in  the  paper  contained 
an  interesting  discussion  of  the  subject  of  Cylinder  Condensation, 
and  the  economy  of  steam,  and  suggesting  that  the  same  was 
worthy  of  reproduction  in  shape  where  it  could  be  readily  con- 
sulted. On  examining  the  introduction  it  appeared  to  b6  a  valua- 
ble contribution  to  the  subject,  which,  though  written  over  twenty 
years  ago,  had  been  practically  inaccessible.  It  has,  therefore, 
been  decided  to  publish  the  same  in  full  as  part  of  the  discussioji 
on  this  subject. 

It  will  be  observed  from  the  last  two  paragraphs  that  the  pat- 
ent was  on  the  application  of  Non-Conducting  Linings  in  Steam 
Cylinders,  the  subject  heretofore  discussed  by  Mr.  Emery  in  con- 
nection with  one  of  the  Topical  Questions.  (See  Transactions, 
VoL  Vn.,  page  375.) 

EXTRACT   FROM   UNITED   STATES  LETTERS  PATENT,   NO.    70707, 

DATED    NOVEMBER   12,  1867,    GRANTED    TO    CHARLES   E. 

EMERl  FOR  IMPROVEMENT  IN  STEAM  ENGINES. 

**  ****** 

'*  It  is^a  patent  fact  that  the  best  steam-engines  utilize  only  one- 
tenth  to  one-ninth  of  the  heat  in  the  steam  used.  Scientific  men 
speak  of  the  loss  as  unexplained,  and  state  that  the  steam-engine 
is  yet  in  its  infancy,  and  that  no  considerable  improvement  has 
been  made  in*  it  since  the  days  of  Watt.  In  spite  of  all  the  efforts 
of  inventors  to  economize  fuel,  the  fact  still  stares  them  in  the 
face  that  nearly  ninety  per  cent,  of  the  steam  is  wasted. 

Mauy  experiments  have  been  made  w^ith  superheated  steam* 
and  that  principle  may  undoubtedly  be  carried  with  economy  as 
far  as  mechanical  means  will  allow.  Most  attention,  however,  has 
probably  been  paid  to  the  enormous  profits  promised  by  theory 
from  the  expansion  of  steam  ;  but  it  is  well  known  that  the  ex- 
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pected  gains  from  this  source  Lave  never  been  practically  realized. 
Compared  with  full-stroke,  the  theoretical  gain  by  cutting  oflf 
steam  at  half-stroke  is  sixty-nine  per  cent.  At  quai^ter-stroke  it 
is  oue  hundred  and  thirty-eight  per  cent.,  and  increases  with  the 
grade  of  expansion.  Notwithstanding  this,  it  is  doubtful  if  again 
of  tifty  per  cent,  has  ever  been  obtained  in  practice,  which  could 
all  be  attributed  to  expausiou  alone,  rather  than  to  differences  in 
pressure,  superheating,  or  some  circumstance,  often  used  in  con- 
nection witli  expansion,  and  for  which  that  principle  has  the 
credit,  but  which,  in  fact,  increases  propoiiionally  the  economy 
of  the  power  nearly  as  much  at  one  grade  of  expansion  as  another. 
Though  many  will  deny  this,  the  small  percentage  of  the  theoreti- 
cal porform.ince  utilized  in  the  best  steam-engines,  using  expan- 
sion in  the  most  approved  manner,  shows  that  there  is  a  discrep- 
ancj'  somewhere.  Still  it  is  to  the  expansion  of  steam  that  we 
should  look  for  further  economv.  "^* 

A  steam-engine  is  simply  a  heat-engine.  Water  takes  up  the 
heat ;  steam  is  the  result.  If  steam  be  expanded,  work  is  done. 
A  (juantity  of  heat  the  mechanical  equivalent  of  the  Work  done 
disappears,  and  leaves  its  vehicle — the  water — in  its  original  con- 
dition. In  other  words,  steam  is  condensed.  Theoretically,  we 
should  be  able  to  carry  on  the  expansion  till  the  heat  force  is  all 
utilized  and  the  steam  all  becomes  water.  Practically,  the  steam- 
pressure  can  never  be  economically  reduced  below  that  necessary 
to  equilibrate  the  resistances  incident  to  the  engine  itself.  Up  to 
this  point,  then,  we  should  expect  gain;  still  we  do  not  in  practice 
realize  it. 

Modern  discoveries  in  science  have  pointed  out  no  reason  why 
this  is  so.  They  only  show  that  the  [U'essure  must  reduce  faster 
than  the  ordinates  of  a  hyperbolic  curve,  on  account  of  condensa- 
tion due  to  work  done  and  varying  temperature.  Then,  since  the 
theory  of  expansion  is  so  conclusive,  and  we  are  not  able  to  obtain 
results  in  accordance  therewith,  should  we  not  look  carefully  at 
the  practical  side  of  the  question,  and  strive  to  find,  in  the  mate- 
rials used,  or  in  their  form,  disi)osition,  or  movements,  some  fault 
to  which  nuiv  be  attributed  the  losses?  First,  we  must  allow  that 
a  steam-engine  cylinder  appears  to  hold  the  steam,  and  that  the 
operation  of  the  valve-gear  and  piston  and  its  connections  un- 
doubtedly permits  its  expansion,  and  transmits  the  force  derived 
therefrom  to  the  desired  point.  I  say  the  cylinder  appears  to 
hold  the  steam.     Now,  what  is  steam  ?     "We  may  say  water  which, 
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by  the  action  of  heat,  has  had  work  done  upon  its  particles,  sep- 
arating and  agitating  them.  Less  literally,  it  is  simply  water  and 
heat.  Does  the  cylinder  hold  both  ?  Put  your  hand  on  it  and 
see.  Ah !  your  flesh  is  not  wet,  but  is  burned — that  is,  the  cylin- 
der holds  water,  but  not  heat.  It  is,  in  fact,  ready,  at  the  first 
opportunity,  to  give  away  the  very  force  we  wish  to  utilize.  Tour 
hand  robbed  the  cylinder  of  a  little  heat,  the  cylinder  robbed  the 
inclosed  steam,  leaving  a  little  useless  water.  However,  we  ex- 
pect loss  from  the  outside,  and  guard  against  it  by  a  covering  of 
felt  or  similar  material. 

Let  us  inquire  if  any  similar  loss  can  take  place  on  the  inside. 
There  is  nothing  but  steam  there,  you  say.  Why  was  your  hand 
burned  ?  Simply  because  it  was  colder  than  the  metal.  Is  the 
steam  ever  cooler  than  the  metal  ?  Certainly  it  is,  at  the  very 
time  it  is  going  out  of  the  cylinder,  and  can  carry  all  the  heat  it 
receives  away  to  waste. 

The  differences  in  temperature  inside  a  steam-cylinder  during 
a  double  stroke  of  the  piston  are  very  considerable.  The  steam 
enters  usually  at  nearly  the  boiler  pressure  and  temperature,  and 
if  it  be  expanded  the  temperature  necessarily  falls  from  the  time 
the  cut-off  valve  closes  to  the  end  of  the  stroke.  When  the  ex- 
haustnvalve  opens,  the  temperature  again  falls  to  that  due  lo  the 
back  pressure.  For  example,  if  steam,  admitted  to  the  cylinder 
at  a  pressure  of  thirty-five  pounds  per  square  inch  above  the 
atmosphere,  be  cut  off  at  a  quarter  of  the  stroke  from  the  begin- 
ning, and  at  the  end  exhausted  into  a  condenser  against  a  back 
pressure  of  two  pounds,  its  temperature  during  the  first  quarter  of 
the  stroke  will,  in  round  numbers,  be  280°  Fahrenheit,  and  grad- 
ually fall  to  205*"  at  the  end  of  the  stroke,  when,  after  the  exhaust, 
it  will  be  suddenly  reduced  to  130°,  remaining  so  during  the  whole 
return-stroke.  The  metal  of  the  cylinder  at  first  necessarily  becomes 
nearly  as  hot  as  the  boiler-steam ;  but  when  the  communication 
with  the  boiler  is  shut  off,  the  temperature  of  the  confined  steam 
at  the  end  of  the  stroke  becomes  75°  lower  than  that  of  the  metal, 
and  the  difference  increases  to  150°  when  the  exhaust  takes  place, 
and  remains  so  during  the  entire  return-stroke. 

Tyndall  has  shown  that  aqueous  vapor  is  a  very  powerful  absorb- 
ent of  radiant  heat.  When,  then,  as  we  have  shown,  the  tem- 
perature of  the  metal  of  a  steam-cylinder  is  so  much  higher  than 
that  of  the  inclosed  steam,  a  great  deal  of  heat  must  be  radiated 
from  the  metal,  absorbed  by  the  steam,  and  carried  with  it  out  of 
33 
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the  cylinder.     The  lioat  radiated  from  the  metal  must  be  re-sup- 
plied from  the  incoming  boiler-steam  to  adjust  the  temperatures. 

When  the  boiler  furnishes  saturated  steam,  since  that  is  its 
maximum  density,  as  steam,  at  the  point  of  saturation,  no  heat 
can  be  taken  from  it  without  producing  condensation.  Hence  the 
Ijeat  required  to  reheat  the  cylinder  and  that  transmuted  into 
work  both  produce  condensation.  A  portion  of  the  steam  yields 
up  its  latent  heat  and  collapses  from  the  volume  of  steam  to  that 
of  water  at  the  same  temperature.  So  long  as  the  steam-valve  is 
open,  new  steam  enters  to  keep  up  the  pressure.  Hence  it  often 
occurs,  in  practice,  that  twice  as  much  steam  is  used  as  is  required 
by  calculation.  There  is  nothing  strange  in  this  if  the  metal  of 
the  cylinder,  at  the  beginning  of  each  stroke,  is  cool  enough  to 
condense  about  half  the  steam  that  enters.  With  superheated  st«am 
the  effect  is  similar,  though  no  condensation  need  take  place. 
The  free  superheat  goes  to  supply  that  necessary  to  reheat  the 
cylinder  and  perform  the  work.  Tliis  decreases  the  volume,  and 
while  the  steam  valve  is  open  more  steam  flows  in  to  keep  up  the 
]>ressure.  The  density  is  thereby  increased,  and,  like  saturated 
steam,  it  requires  a  larger  quantity  of  boiler-steam  to  maintain  the 
initial  pressure  and  temperature. 

Let  us  now  carefully  follow  the  steam  through  the  cylinder  of 
an  engine,  explaining  the  changes  which  take  place  upon  the 
principles  above  stated.  The  metal  of  the  cylinder  being  some- 
what cooled  during  a  previous  stroke,  in  the  manner  pointed  out, 
suflSciont  steam  enters  not  only  to  fill 'the  space,  but  to  reheat  the 
metal  and  keep  up  the  initial  pressure.  JThe  steam  is  shut  off, 
expansion  takes  place,  and  soon  the  temperature  of  the  steam  be- 
comes lower  than  that  of  the  cylinder.  The  metal,  in  turn,  be- 
comes the  heater.  It  re-evaporates  whatever  water  is  in  contact 
with  it,  and  radiates  its  heat  into  the  steam,  and  thus  superheats 
it,  or  re-evaporates  the  suspended  wateiy  particles  of  condensation, 
as  the  case  may  be.  All  the  heat  taken  from  the  metal  during 
the  steam-stroke  is  utilized,  for  it  increases  the  volume  or  pressure 
of  the  steam,  and  thereby  produces  a  dynamic  effect  on  the 
piston.  When  the  exhaust  takes  place,  however,  all  the  heat  re- 
quired to  re-evaporate  the  water  on  the  surfaces,  all  that  can  be 
radiati^l  from  the  metal  and  absorbed  by  the  steam,  and  that  re- 
ceived by  the  steam  by  direct  attrition  against  the  heated  sides  of 
the  cylinder  and  narrow  ports  during  the  time  of  the  whole  retum- 
sti-oke,  is  carried  away  out  of  the  cylinder,  and,  for  the  purpose  of 
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work,  entirely  wasted.  All  this  heat  has  to  be  supplied  at  every 
stroke,  to  be  again  and  again  wasted  and  resupplied.  The  lost 
heat  is  furnished  by  an  additional  quantity  of  steam,  which  un- 
fortunately enters  and  leaves  the  cylinder  without  showing  its 
presence  by  an  increase  of  pressure ;  wherefore  calculations  to  de- 
termine the  quantity  of  steam  used  are  necessarily  incorrect  when 
founded,  as  is  usual,  upon  the  terminal  pressures  sliown  by  indi- 
cator-diagrams. 

In  the  famous  Erie  expansive  experiments  it  was  found  that  at 
the  higher  grades  of  expansion  from  forty  to  forty-five  per  cent, 
more  steam  entered  the  cylinder  than  was  accounted  for  by  cal- 
culation from  the  terminal  pressure.  About  eight  per  cent,  of  this 
was  condensed  to  furnish  heat  for  the  work ;  the  rest  was  absolute- 
ly wasted.  Bourne  mentions  that  in  one  of  the  noted  double- 
cylinder  pumping-engines  in  England  thirty-three  per  cent,  of  the 
steam  was  unaccounted  for  by  the  indicator.  In  small  engines 
the  discrepancy  often  amounts  to  two-thirds  of  the  steam  used. 

It  would  seem  to  be  impossible  for  an  engine  to  work  when  so 
much  of  the  steam  is  condensed  in  the  cylinder.  Now,  Tyndall 
has  shown  that  a  good  absorbent  is  necessarily  also  a  good  radia- 
tor. Sd,  when  steam  enters  a  cooled  cylinder,  though  some  water 
may  be  condensed  on  the  surfaces,  like  dew,  the  whole  body  of 
the  steam  is  also  chilled  by  radiation,  and  the  condensed  water 
left  suspended  in  the  steam  in  a  fog  or  cloud.  A  small  quantity 
of  water  may  possibly  beheld  invisibly  suspended,  like  the  aqueous 
vapor  in  the  atmosphere  ;  but  lai^er  amounts  undoubtedly  form  a 
cloud,  from  which,  when  the  abstraction  of  heat  is  carried  suf- 
ficientl}'  far,  water  probably  drops  like  rain. 

The  quantity  of  steam  necessary  to  reheat  the  cylinder  should 
increase  slightly  with  the  grade  of  expansion,  for  the  metal  is  ex- 
posed to  a  temperature  lower  than  its  own  for  a  larger  portion  of 
each  stroke.  But  since  less  steam  enters  the  cylinder  at  the 
higher  grades,  not  only  the  quantity  required  for  reheating,  but 
also  that  condensed  for  the  work,  must  form  a  larger  proportion 
of  the  whole  quantity.  In  other  words,  the  percentage  of  water 
condensed  and  unaccounted  for  by  the  indicator  must  increase 
with  the  grade  of  expansion,  at  least  up  to  a  point  where  the 
metal  is  heated  and  cooled  all  that  is  possible  in  the  time  of  a 
double  stroke. 

In  accordance  with  the  principles  above  adopted  to  explain  the 
losses  in  the  steam-engine,  we  may  account  for  the  gains  which  are 
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obtained  bj'  some  forms  of  construction,  and  reconcile  many 
statements  which  appear  contradictory. 

First,  then,  it  is  well  known  that  large  engines  are  more  eco- 
nomical than  small  ones,  even  when  using  steam  with  the  same 
degree  of  expansion.  We  can  understand  this  from  the  fact  that, 
as  the  cylinder  is  enlarged,  the  ratio  of  radiating-surface  to  capac- 
ity is  proportionably  diminished,  and  the  metal  also  is  farther 
removed  from  the  main  body  of  the  steam. 

Again,  the  Cornish  engine  is  often  referred  to  as  a  model  of 
economy,  and  an  example  of  the  efficiency  of  extreme  expansion. 
Others  adopt  the  same  pressure  of  steam  and  the  same  grade  of 
expansion,  but  do  not  realize  the  same  degree  of  economy.  Why 
is  this  ?  Now,  Cornish  boilers  are  veiy  economical ;  but  that 
will  not  account  for  all  the  gain.  On  the  principle  above  stated, 
we  Hud,  first,  that  Cornish  engines  are  generally  lai^e,  and  for 
that  reason  economical.  But  more  than  tliis,  they  are  single-act- 
ing. The  hot  boiler-steam  never  touches  the  coolest  portions  of 
the  cylinder.  It  enters  only  at  the  top,  and  presses  down  the 
piston  until  the  beam  and  heavy  pump-rods  are  put  in  motion. 
The  steam  is  then  shut  off,  and  the  stroke  completed  by  expan- 
sion. As  the  steam  lowers  in  temperature,  the  surrounding  metal 
is  con*espondingly  cooled.  The  return-stroke  is  accomplished  by 
the  weight  of  the  pump-rods,  and  the  piston  simply  displaces  the 
steam  from  one  end  of  the  cylinder  to  the  other  through  the  equi- 
librium-valve. The  upper  or  hot  end  of  the  cylinder  is  never  in 
connection  with  the  condenser,  and  the  cool  end  is  at  no  time  in 
direct  communication  with  the  boiler.  Is  it  strange  that  greater 
economy  can  be  obtained,  using  such  an  instniment  as  this,  rather 
than  a  double-acting  cylinder,  each  end  of  which  must  be  heated 
and  cooled  at  every  stroke  ? 

Again,  the  double-cylinder  engine  is  considered  very  econom- 
ical, and  properly  so,  for  the  small  cylinder  is  never  in  communi- 
cation with  the  condenser.  The  heat  radiated  from  it  is  utilized 
on  the  large  piston,  which  stands  like  a  screen  to  prevent  its  going 
entir(»ly  to  waste.  Viewing  the  matter  in  this  light,  it  is  probable 
that  the  economy  of  tlie  present  double-cylinder  engine  could  be 
increased  by  making  less  difference  in  the  size  of  the  cylinders 
than  is  usual. 

Great  differences  of  opinion  exist  as  to  what  is  the  most  eco- 
noiuical  point  of  cut-off  in  the  ordinary  double-acting  engine. 
There  is  an  undoubted  gain,  within  reasonable  limits,  when  the 
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higher  grades  of  expansion  have  the  benefit  of  higher  pressure 
steam  than  the  lower  grades,  which  is  the  only  practical  way  of 
testing  the  matter  when  doing  the  same  work  in  the  same  engine 
and  with  the  same  piston  speed.  But  moderate  expansionists 
say  that  they  are  entitled  to  as  high  a  pressure  of  steam  as  is 
used  in  any  case,  and  that  they  can  thereby  employ  a  smaller 
engine  with  no  greater  loss  than  is  compensated  for  by  dimin- 
ished first  cost,  and  increased  simplicity  and  reliability.  The 
point  about  steam  pressure  is  well  taken ;  but  they  forget  that 
when  doing  the  same  work  with  the  same  pressure  of  steam  in- 
creased expansion  not  only  necessitates  a  larger  engine,  but  brings 
the  economy  due,  as  above  explained  to  a  large  engine  per  se. 
It  is  believed,  therefore,  that  the  views  of  the  non- expansionists  are 
not  upheld  by  facts.  This  is,  however,  a  limit  to  the  application 
of  the  principle  of  expansion  in  engines  as  at  present  constructed, 
the  best,  as  has  already  been  said,  utilizing  only  one-tenth  of 
the  heat 

I  have  above  stated  my  theory  fully,  and  have  given  some 
examples  of  its  practical  application.  Still,  many  may  doubt  that 
a  cause  apparently  so  small  can  produce  such  large  and  injurious 
effects.  I  would,  however,  call  attention  to  the  fact  that  Tyndall, 
when  experimenting  with  the  very  things  that  we  have  been  discuss- 
ing— viz.,  the  vapor  of  water  and  radiant  heat — made  discoveries 
still  more  incredible.  He  found  that  the  invisible  aqueous  vapor 
present  at  all  times  in  the  atmosphere  had  seventy  times  the 
absorptive  effect  on  radiant  heat  of  dry  air.  Any  person  who 
will  carefully  read  his  remarks  on  this  subject,  in  connection 
with  a  careful  study  of  the  changes  of  temperature  that  occur  in  a 
steam-cylinder,  which  in  fat^t  confines  a  kind  of  aqueous  vapor 
within  radiating  surfaces,  will,  I  think,  agree  with  me  as  to  the 
nature  of  the  losses  which  are  found  in  practice. 

To  prevent  these  losses,  I  long  ago  proposed  to  make  the  inte- 
rior surfaces  of  a  steam  cylinder  of  a  poor  conductor  or  a  poor 
radiator  of  heat ;  but  I  found  that  Tyndall  had  shown  that  a  poor 
radiator — a  polished  surface,  for  instance — becomes  a  good  one 
when  a  good  radiating  vapor  like  that  of  water  is  in  contact  with 
it.  However,  by  making  the  interior  surfaces  of  a  poor  conduc- 
tor of  heat,  no  more  heat  can  be  radiated  or  conducted  away  than 
is  conducted  to  the  surface.  Therefore,  so  much  cannot  be  lost, 
and  less  steam  will  be  required  to  reheat  the  surface.  By  using  a 
poor  conductor,  with  low  specific  heat,  the  benefit  should  be  still 


506         CYLINDEK  CONDENSATION  AND   THE   COMPOUND  ENGINE. 

more  marked.  After  carefully  considering  the  subject,  my  con- 
victions were  so  strengthened  by  the  considerations  hereinbefore 
expressed,  and  l)y  mathematical  calculations,  that  I  tried  the 
matter  practicdh'.  After  some  preliminary,  though  encouraging, 
experiments  with  incomplete  apparatus,  I  constructed  two  cylin- 
ders of  like  dimensions,  one  of  glass,  the  other  of  iron,  in  such  a 
manner  that  either  could  be  attached  to  a  valve  which  regularly 
admitted  steam  from  a  boiler  to  the  cylinder,  and  permitted  its 
exhaust  iuto  a  condensing-coil  lying  in  a  tub  of  water.  The  ca- 
pacity of  the  two  cylinders  was  made  exactly  the  same,  as  was 
shown  b}'  transferi'ing  water  from  one  to  tlie  other.  When  put, 
in  turn,  in  the  condition  of  a  steam-engine  cylinder,  the  iron  cylin- 
der used  twice  as  much  steam  as  the  glass  one,  shown  by 
the  fact  that  twice  the  quautit}'  of  water  came  through  the  con- 
denshig-coil  for  the  same  number  of  movements  of  the  valve. 
Steam  of  the  same  pressures  was  used  in  both  cylinders,  and  the 
experiments  were  many  times  repeated,  with  substantially  the 
same  results.  This  settled  the  question.  The  glass  cylinder  in 
that  case  saved  half  the  steam.  With  more  expansion  I  expect 
still  gri^ater  gains.  A  large  proportion  of  the  theoretical  sa%dng 
promised  by  extreme  expansion  may  perhaps  be  realized. 

Whether  my  theories  be  right  or  wrong,  I  have  at  least  demon- 
strated the  practical  value  of  non-conducting  material  for  the 
interior  surfaces  of  steam-cylindei's. 

Popularly  speaking,  in  relation  to  heat,  all  materials  are  divided 
into  two  classes — *'  conductors  "  and  "  non-conductors."  The 
metals  constitute  the  first  class,  but  differ,  among  themselves  in 
conducting-power.  Thus,  copper  and  compounds  in  which  it 
enters  freely,  such  as  brass,  conduct  heat  less  freely  than  silver, 
but  bcitter  than  iron.  Other  metals  conduct  heat  less  freely  than 
iron.  For  instance,  lead  and  German  silver  have  only  from 
three-fourths  to  one-half  its  conducting-power,  and  bismuth  has 
but  about  one-sixth.  Substances  such  as  glass,  porcelain,  fire- 
brick, marble,  and  stones  are  known  as  "  non-conductors,"  and 
many  of  them  have  about  one-thirtieth  the  conducting-power  of 
iron.  Cast-iron  is  almost  universally  employed  in  the  construc- 
tion of  steam-cylinders,  and  it  has  lower  conducting-power  than 
brass  or  any  other  substance  now  practically  used  for  the 
purpose. 

The  object  of  my  invention  is  to  produce  economy  in  the  steam- 
cnghH\     I  accomplish  this  by,  and  my  invention  consists  in,  lin- 
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ing  or  coatiog  the  interior  surface  of  the  cylinders  of  steam- 
eDgines  with  glass,  porcelain,  enamel,  or  equivalent  materiaL  I 
also  propose  to  constnict  the  whole  cylinder  of  a  poor  conductor, 
and  have  made  changes  in  the  form  of  steam-engine  cylinders 
and  pistons,  whereby  certain  portions  of  the  surfaces  that  cannot 
always  be  conveniently  lined  may  be  protected  from  direct  radia- 
tion. 

For  the  purposes  of  my  invention  one  material,  used  as  above 
expressed,  is  the  equivalent  of  another  when  it  conducts  heat  less 
freely  than  cast-iron ;  and  the  application  of  the  words  "  poor 
conductor  of  heat "  and  similar  expressions,  as  herein  used,  is 
limited  to  such  materials  as  conduct  heat  less  freely  than  cast- 
iron. 

Mi\  Charles  E.  Emery. — The  papers  which  we  are  consider- 
ing were  written  for  the  express  purpose  of  producing  discussion, 
and  it  is  exceedingly  gratifying  that  the  object  has  been  so  well 
attained. 

We  will  first  respond  to  the  remarks  of  Mr.  Porter,  who  has 
expressed  himself  most  forcibly  on  the  subject.  He  evidently  still 
entertains  views  which  we  supposed  had  been  abandoned  by  every 
prominent  engineer  in  the  country.  The  final  suggestion  in  his 
main  proposition,  to  the  effect  that  additional  work  obtained  by 
the  additional  cylinders  accounts  several  times  over  for  the  gain 
in  economy  of  the  compound  engine,  is  met  simply  by  the  fact  that 
such  engines  are  compared  with  other  engines  on  the  basis  of  equal 
wotk  and  stiU  show  economy.  In  reply  to  his  protest  against  what 
is  called  "  the  absurd  practice  of  compounding  non-condensing  en- 
gines," it  is  suflScient  to  say  that  locomotives  have  been  success- 
fully compounded  by  two  independent  methods  in  several  foreign 
countries  and  have  shown  marked  economy  in  fuel  when  using  the 
same  boilers  and  hauling  similar  trains  over  the  same  road. 

I  am  sorry  to  say  that  both  Mr.  Porter  and  Mr.  Babcock  as- 
sume that  we  claim  that  the  whole  internal  condensation  is  in  the 
ratio  of  the  squares  of  the  diiferences  in  temperature,  and  have 
failed  to  quote  our  exact  words  on  the  subject,  which  are  simply 
"  that  the  quantity  of  heat  which  will  be  transferred  from  a  radiator 
to  an  absorbent  would  vary  as  the  square  of  the  difference  in  tem- 
perature." The  distinction  is  important,  though  it  was  not  con- 
sidered necessary  in  the  original  paper  to  go  into  the  detail  neces- 
sary to  show  it.  There  is  no  question  but  that  the  quantity  of 
heat  transferred  by  direct  conduction  varies  directly  as  the  differ- 
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ence  of  temperature,  and  the  same  is  true  of  heat  transferred  by 
direct  circulation  or  convection.  In  transmitting  heat  through  a 
plate,  the  fall  of  temperature  necessary  to  produce  the  transfer 
through  each  successive  layer  is  the  same,  or,  as  it  may  be  ex- 
pressed mathematically,  the  differential  of  the  temperature  divided 
by  the  differential  of  the  thickness  is  constant,  so  the  resistance 
would  vary  as  the  thickness.  If  a  fluid  were  circulated  against 
the  cooler  side,  each  particle  would  take  away  the  same  quantity 
of  hoat  as  the  next,  and  the  total  quantity  received  by  each  par- 
ticle would  be  proportioned  to  the  difference  of  temperature  mod- 
ified by  a  co-efficient  of  resistance  based  on  the  kind  of  contact 
which  the  particular  fluid  had  with  the  particular  material  of  the 
plate.  In  a  steam-cylinder  all  the  moisture  deposited  on  the  sur- 
faces is  undoubtedly  re-evaporated  by  direct  contact  with  the  steam, 
and  the  quantity  of  heat  transmitted  is  therefore  proportioned  or 
nearly  proportioned  to  the  difference  of  temperature.  As,  how- 
ever, the  whole  body  of  steam  is  chilled  and  is  in  the  condition  of 
a  cloud,  the  greater  portion  of  the  transfer  of  heat  takes  place  by 
radiation  from  the  hotter  metal  surfaces  and  absorption  by  the 
suspended  waterj'  particles.  It  is  this  action  which  it  is  claimed 
is  proportioned  to  the  square  of  the  difference  in  temperature. 
With  falling  bodies  we  know  that  the  rate  of  acceleration  is  con- 
stant and  proportioned  to  the  acceleratrix  of  gravity  (g).  Hence 
the  velocity  is  proportioned  to  this  acceleratrix  multiplied  by  the 
time,  but  the  space  passed  over,  as  well  as  the  energy  absorbed, 
and  which  can  be  afterwards  utilized,  is  proportioned  to  the  square 
of  the  velocity.  Hence  the  application  of  the  short  explanation 
embodied  in  parenthesis  in  the  original  paper  after  the  quotation 
above  given,  viz.:  ("  the  conditions  ^eing  practically  the  same  as 
those  of  force  performing  mechanical  work  in  overcoming  resist- 
ance *').  Now,  in  throwing  up  a  projectile  it  is  continually  retarded 
by  the  force  of  gravity,  which  gradually  reduces  the  stored-up  en- 
erg}'  until  the  velocity  becomes  naught  So,  in  projecting  heat 
from  a  radiator  to  an  absorbent  through  vapor,  the  energy  trans- 
mitted from  the  heated  surface  is  continually  dissipated  by  evap- 
orating water,  in  the  form  of  mist,  met  with  on  the  way,  until  finally 
all  the  heat  energy  is  absorbed.  The  parallel  of  the  two  cases  is 
complete. 

The  proposition  is,  moreover,  supported  by  authority.  Kankine, 
in  dovelopino^  a  formula  to  represent  the  quantity  of  heat  trans- 
ferred to  the  water  from  the  heated  gases  passing  through  a  boiler, 
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for  different  portions  of  the  length  of  the  tubes  or  other  heating 
surface,  first  develops  a  complex  equation,  practically  that  of  a 
hyperbola  with  other  factors  involved,  which  is  undoubtedly  the 
true  form  applicable  to  that  particular  case.  But  on  the  ground 
that  the  equation  is  a  complex  one,  he  states  that  practice  shows 
that  the  transfer  of  heat  is  proportioned  to  the  square  of  the  dif- 
ference in  temperature,  and  he  then  gives* what  is  termed  an  ap- 
proximate formula  based  on  this  particular  deduction.  In  the  case 
of  radiation  the  work,  is  not  considered  approximate  but  accurate, 
for  the  reason  that  there  is  a  direct  projected  force  acting  to  over- 
come resistance  the  same  as  that  of  an  actual  projectile  overcom- 
ing the  resistance  of  gravity.  Mr.  Porter  has  attempted  to 
assume  a  set  of  conditions  by  which  all  the  steam  would  be  con- 
densed upon  raising  the  temperature,  and  it  is  not  at  all  impos- 
sible that  such  would  be  the  case  under  certain  conditions,  but 
in  other  cases  the  result  would  be  much  of  the  same  character 
as  the  law  of  depreciation;  for  instance,  that  of  the  value  of 
tools  in  a  manufactory.  If  a  depreciation  of  10  per  cent,  be 
allowed  per  year,  at  first  sight  it  would  seem  to  be  as  if  the  plant 
would  be  worth  nothing  on  the  books  in  ten  years ;  but  when  it  is 
considered  that  the  depreciation  is  10  per  cent,  of  the  remainder 
in  each  case,  instead  of  the  original  amount,  it  becomes  evident 
that  there  will  always  be  a  remainder. 

Attention  has  been  called  by  Mr.  Babcock  to  the  development 
of  cylinder  condensation  by  Mr.  D.  K.  Clark,  as  set  forth  in  his 
work  on  Railway  Machinery.  In  preparing  the  paper  we  had 
in  mind  only  Mr.  Isherwood's  claim,  and  though  ours  may  be  cor- 
rectly based  upon  his,  we  are  reminded  by  the  suggestion  of  the 
gentleman  named  of  our  early  interest  in  Mr.  Clark's  unrivaled 
series  of  investigations,  and  feel  that  both  claims  must  be  modi- 
fied, ours  possibly  only  to  the  limited  extent  so  kindly  stated 
by  Mr.  Babcock.  The  experiments  made  by  the  speaker  with 
glass  and  iron  cylinders  above  recited,  doubtless  demonstrate,  in- 
controvertibly,  the  cause  of  internal  cylinder  condensation,  and  it 
is  suggested  that  this  simple  apparatus,  using  cylinders  say  one 
inch  in  diameter  and  10  inches  long,  should  form  part  of  the  phil- 
osophical apparatus  of  every  technical  school,  as  the  results  ob- 
tained are  as  startling  as  many  of  those  customarily  employed  to 
produce  strong  impressions  on  the  minds  of  students. 

We  are  obliged  to  Mr.  Barms  for  introducing  the  facts  stated 
in  relation  to  the  Dixwell  expansion  experiments.     The  experi- 
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meuts  show  admirably  on  a  large  scale  the  effect  of  expanding 
steam  with  and  without  the  porfonnauce  of  useful  work,  although 
the  results  have  apparently  nothing  to  do  with  the  question  under 
discussion.  Actual  loss  of  heat  should  have  taken  place  even  when 
the  engine  was  not  ininning  equivalent  to  the  mechanical  work  ne- 
cessary to  displace  the  atmosphere,  as  well  as  that  required  for 
external  refrigeration. . 

In  experiment  2  the  temperature  corresponding  to  (54  +  15=) 
09  lbs.  is  302^.  The  temperature  near  the  throttle-valve  was  449°, 
so  there  was  147^  superheating,  corresponding  to  about  73.J  ther- 
mal units.  The  total  heat  above  zero  of  saturated  steam,  at  the 
pressure  al)ove  stated,  is  1174  thermal  units,  so  (1174  +  7'6^=)  1247.^ 
tliermal  units  entered  the  engine,  and  as  1223  tliermal  units  were 
discharged,  only  (1247 ^J  — 1223=)  24j  thermal  units  were  lost  in 
passing  through  the  cylinder.  This  is  insufficient  for  the  mechan- 
ical work  required  to  displace  the  atmosphere,  so  although  many 
interesting  (juestions  are  raised  by  the  presentation,  the  results  not 
onl}^  fail  to  support  the  "  expansion  />tv'  se  "  theory,  but,  so  far  as 
they  go,  actually  disprove  it. 

The  discussion  of  the  paper  on  the  compound  engine  has  neces- 
sarily been  combined  to  a  large  extent  with  that  on  cylinder  con- 
densation. The  incidental  remarks  about  the  use  of  steel  in  the 
former  paper  appear  also  to  have  excited  some  attention.  It  will 
be  observed  that  there  is  no  serious  difference  in  the  views  of  the 
various  speakers  on  this  subject.  Mr.  Morgan  naturally  takes  the 
side  of  the  steel  makers,  as  he  should,  and  his  remarks  that  "  in 
good  practice,  ^vith  the  same  attentiou  to  details  and  selection  of 
stock  and  methods  of  manufacture,  greater  uniformity  and  relia- 
bility of  product  can  be  looked  for  in  steel  than  in  iron  plates,"  is 
only  one  way  of  putting  part  of  the  remark  of  the  writer  that  steel 
"  is  so  much  more  homogeneous  and  in  every  way  desirable,  when 
the  material  is  right,  that  there  is  no  danger  of  every  one  going 
back  to  iron.**  The  qualification,  "when  it  is  right,"  is  very  im- 
portant. If  all  boiler  steel  were  as  good  as  that  manufactured 
under  the  direction  of  one  gentleman  here  present,  who  has  not 
favored  us  with  remarks,  there  never  would  be  any  question ; 
but  the  number  of  steel  makers  is  constantly  increasing,  and,  un- 
fortunately, each  one  has  to  go  through  exactly  the  same  experi- 
ence as  the  early  manufacturers  of  steel.   ' 

Steel,  once  produced,  must  be  disposed  of,  on  account  of  the 
necessity  of  making  profits  in  competition  with  others,  and  so  steel 
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of  an  improper  kind  for  use  in  boilers  will  get  on  the  market.  Mr. 
Morgan's  remarks  in  regard  to  putting  the  work  upon  thick  plates  to 
bring  up  the  tensile  strength,  instead  of  increasing  the  carbon,  are 
very  interesting.  The  principle  has  been  long  known,  but  we  must 
take  it  for  granted  that  Mr.  Morgan  means  that  steel  makers  are 
prepared  to  make  steel  in  this  way.  Let  us,  however,  examine 
what  this  means.  If  two  long  plates  be  compared,  of  a  width  about 
as  great  as  can  be  rolled,'and  one  four  times  as  thick  as  the  other, 
the  ingot  for  the  thick  plate  would  have  to  be  four  times  as  heavy 
to  make  the  quadruple  thickness,  and  four  times  as  heavy 
again  as  is  required  for  this,  or  sixteen  times  as  heavy  as 
that  for  the  thinner  plate,  in  order  that  in  the  process  of  manu- 
facture it  would  receive  the  same  work  as  would  be  obtained  in 
rolling  the  thin  plate.  Not  only  this,  but  the  thick  plate,  when 
done,  would  be  four  times  as  long  as  required.  In  other  words,  it 
would  be  necessary  to  make  four  thick  plates  in  order  to  get  one. 
Now,  all  this  is  possible,  but  it  is  left  to  the  engineering  experi- 
ence of  those  present  to  judge  how  often  mills  in  practical  work 
would  go  to  this  trouble  and  expense  instead  of  slightly  increasing 
the  carbon  to  get  the  necessary  tensile  strength.  That  the  carbon 
is  increased  at  times  is  shown  by  the  failure  of  some  of  the  boilers 
with  extra-thick  plates  constructed  abroad.  These  remarks  are 
not  made  in  an  unfriendly  spirit.  The  whole  discussion  shows  the 
absolute  necessity  of  careful  inspection  in  the  use  of  steel,  and  as 
these  are  notes  for  discussion,  it  seemed  a  fitting  opportunity  to 
call  this  subject  to  the  attention  of  members,  so  that  the  young 
might  be  forewarned  and  the  older  ones  reminded  that  the  prob- 
lems which  antagonize  the  introduction  of  steel  are  still  to  be 
met,  unless  in  an  unbusinesslike  way  dealings  are  had  entirely  with 
such  parties  who  have  such  a  reputation  that  they  cannot  afford  to 
send  out  anything  not  adapted  for  the  particular  purpose  of  the 
order.  • 

During  the  discussion  I  have  had  thrust  into  my  hand  a  note 
from  an  eminent  engineer  here  present,  which  forms  an  amusing 
commentary  on  the  situation.  It  reads:  "You  are  about  right  on 
the  steel  question,  but  very  unorthodox;  don't  mention  my  name, 
as  I  would  about  as  soon  attack  the  orthodoxy  of  the  church  as 
the  use  of  steel  at  this  day.'^ 
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THf^    COMPARATIVE    VALUE    OF    STEAM    AND    HOT 
WATER  FOR  TRANSMITTING  HEAT  AND  POWER. 

BY  CUA«.   E.  KMEKT,   NEW  YORK  CITY. 

(Member  of  the  Society.) 

The  relative  values  of  steam,  water,  or  other  vehicle  for  the  pur- 
])ose  of  distributing  heat  to  be  used  for  heating  and  power  purposes, 
curiously  involves,  in  a  large  degree,  the  same  elements  as  the  trans- 
portation of  passengers  and  freight  on  railroads.  Witli  tlie  latter, 
the  Relative  amount  of  paying  and  non-paying  load  forms  one  of  the 
most  important  considerations,  while  with  the  former  tlie  relative 
values  depend  largely  upon  the  percentages  of  their  heat -carrying 
capacities  which  can  be  utilized  in  practice.  In  generating  steam 
with  fuel,  the  gases  may  be  reduced  in  temperature  nearly  to  that 
of  the  steam  itself,  securing  fair  efficiency,  but  in  melting  metals, 
they  must  be  rejected  at  a  temperature  higher  than  that  of  the 
metal,  and  economy  secured  by  secondary  operations  to  save  waste 
heat.  Similarly  the  efficiency  of  a  heat-transmitting  medium  de- 
pends upon  the  amount  of  heat  rejected  or  unavailable  by  the  con- 
ditions of  the  problem  com})ared  with  that  originally  imparted  to 
such  medium 

If  steam  and  hot  water  of  400  degrees  temperature  be  respect- 
ively used  for  some  heating  purpose  such  as  cooking,  requiring 
nearly  that  temperature,  the  steam  will  give  up  its  latent 
heat  and  be  converted  into  a  small  quantity  of  water  at  the  final 
temperature,  while  hot  water  can  only  give  up  its  sensible  heat, 
represented  practically  by  the  difference  between  its  original  and 
final  t(?m])erature.  If  the  fall  of  temperature  be  from  40()  to  399 
degrees,  the  water  would  impart  substantially  one  thermal  unit  for 
each  ])()un(l  of  water  circulated  over  the  surface,  while  the  steam 
would  ini])art  over  800  thermal  units  for  each  pound  of  water  con- 
densed. If  a  difference  of  2  degrees  were  allowed,  the  water  would 
impart  su])8tantially  two  thermal  units  for  each  pound  of  water 
cii'culnted,  whereas  the  heat  supplied  by  the  condensation  of  one 
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pound  of  steam  with  same  limits  of  temperature  would  be  but 
slightly  changed,  though  the  relative  quantity  of  water  required  to 
be  circulated  to  equal  the  results  obtained  with  one  pound  of  steam 
would  be  reduced  one  half.  By  allowing  a  still  greater  reduction 
of  temperature  the  water  would  appear  at  less  disadvantage.  For 
instance,  with  a  difference  of  temperature  of  about  11.15  degrees 
the  water  would  impart  11 J  thermal  units  for  each  pound  of  water 
circulated  and  the  steam  842  thermal  units  for  each  pound  con- 
densed.* This  is  doubtless  a  greater  reduction  of  temperature 
than  could  be  allowed  for  cooking,  and  yet  it  would  require 
(842.04  -7-  11.52  =)  72.71  times  as  much  water  circulated  to  do  the 
same  work  as  would  be  required  if  steam  were  used.  In  this  case, 
then,  72.71  pounds  of  water  would  necessarily  be  heated  at  the  Sta- 
tion, pumped  to  the  point  where  the  heat  was  required,  and  then  be 
forced  back  again  to  the  Station  at  a  lower  pressure  and  pumped 
into  the  boiler  to  be  reheated,  for  each  pound  of  water  evaporated 
if  steam  were  used  as  the  medium  of  transmission.  The  steam 
would  be  transmitted  by  causing  a  slight  difference  of  pressure 
from  the  heating  station  to  the  point  where  it  was  used,  and  its 
surplus  pressure  would  return  the  water  of  condensation  back  to 
the  Station,  where  one  pound  would  require  to  be  pumped  in  the 
boiler  for  each  72.71  pounds  by  the  water  system. 

As  the  temperature  at  which  the  heat  is  to  be  applied  is  reduced, 
the  preponderance  against  the  water  system  somewhat  diminishes. 
For  instance,  if  steam  at  70  pounds  pressure  be  required  to  operate 
engines,  it  may  be  obtained  by  directly  expanding  down  the  steam 
of  235  pounds  pressure,  which  would  result  in  a  beneficial  super- 
heating of  25.87  thermal  units  per  pound  of  steam  thus  expanded. 
If,  however,  the  steam  were  supplied  from  hot  water  at  400.89 
degrees  temj^erature,  corresponding  to  the  pressure  of  235  pounds, 
only  10.2  parts  in  100  would,  on  reducing  the  pressure  to  70 
pounds,  flash  into  steam  at  that  pressure,  so  in  that  case  10.2 
pounds  of  water  would  necessarily  be  heated  at  the  Central  Sta- 
tion, transmitted  to  the  point  where  steam  is  required,  and  if  high- 

*  (A)  Temperature  due  to  23fl  lbs.  gauge  or  250  lbs.  absolute  pressure,  400.89  ; 
temperature  due  to  205  lbs.  gauge  or  220  lbs.  absolute,  389.74'' — difference,  11.15\ 
Total  heat  above  32  in  the  two  cases  respectively,  873.75  and  362.17 — differ- 
ence, 11.5  thermal  or  heat  units.  Total  heat  of  steam  of  235  lbs.  gauge  pressure, 
1204.21  heat  units.  Subtract  362.17  heat  units  due  to  final  temperature,  gives 
842.04  heat  units,  available  from  condensation  of  steam  between  limits  of  tem- 
perature stated. 
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pressure  engines  were  used,  9.1  pounds  would  necessarily  be  trans- 
mitted back  again,  and  finally  10.1  pounds  pumped  in  the  boiler 
for  eaeli  pound  weight  of  steam  used,  instead  of  the  one  pound 
which  would  be  required  to  be  evaporated  at  the  Central  Station 
in  the  case  of  the  sfeam  plant.* 

Fur  heating  purposes  the  temperature  could,  under  favorable  cir- 
cumstances, be  reduced  to  228  degrees  in  the  coils,  corresponding 
to  a  pressure  of  five  pounds,  in  which  case,  without  repeating  the 
o]K*rations  above  described,  there  would  require  to  be  circulated 
from  tlie  heating  Station  to  the  point  of  supply  and  back  to  such 
Station,  5.60  pounds  of  water  for  each  pound  of  steam  utilized  at 
the  i)oint  of  supply,  or  for  the  heat  which  would  be  imparted  at 
the  temperature  corresponding  to  such  pressure,  for  each  pound  of 
steam  which  in  a  steam  system  would  be  evaporated  and  sent  direct 
from  the  Station.f 

Tlie  above  statements  may  be  easily  verified  from  the  figures 
given  in  the  foot-notes,  and  the  great  resistances  found  in  pumping 
water  through  pipes  at  high  velocities  being  well  known,  there  would 
seem  to  be  no  reason  why  any  one  should  think  of  using  water  rather 
than  steam  for  the  purposes  above  referred  to.  Tlie  subject  lias, 
however,  been  agitated  for  a  number  of  years.  Little  plants  to 
show  what  could  be  done  Avith  water  heated  to  a  high  temperature 
have  been  built  from  time  to  time,  but  apparently  did  not  com- 
mand the  cajiital  necessary  to  stiirt  the  business  on  a  large  scale. 
Another  revival  has  recently  been  attempted,  however,  based 
chiefly  on  the  favorable  report  of  an  unusually  well-informed  en- 
gineer of  experience  and  acknowledged  ability,  to  whom  it  is  a 
])leasure  to  say  the  writer  is  personally  indebted  for  many  valii- 

^  (B)  Total  hoat  steam  of  70  lbs.  gauge  or  85  abnolute  pre:>8ure,  1178.34  heat 
nnits,  which,  subtracted  fiom  1204.21  heat  units  due  to  285  lbs.,  foot-note  (A), 
phows  25.87  heat  units  for  superheating.  Temperature  due  to  70  lbs.  gauge 
310.08  Corresponding  to  286.26  heat  uniTS  above  82",  which,  subtracted  from  873.75 
heat  units  due  to  235  lbs.  (A),  leaves  87.49  heat  units  available  formftking  steam 
with  water,  and  fiubtracting  same  from  1178.«54  heat  units,  tot^il  heat  due  to  70 
lbs.,  giveH  892.0(j  heat  units  required  for  steam  of  70  lbs.  Hence  there  will  be 
required  802.08  h-  87.49  =  10.2  poundw  of  water  circulated  per  pound  of  water 
evavorated  into  steam  of  70  lbs.  pres^*u^e. 

f  (C)  Temperature  due  to  5  Ibn.,  227.96%  equivalent  to  106.66  beat  units  above 
82,  which  latter,  subtracted  from  873.75  heat  units  in  water  due  to  285  lbs.  pres- 
sure. <rivos  177.09  heat  unit^i  per  pound  of  water,  and  subtracted  from  1204.21, 
total  heat  due  to  235  lbs.  pressure,  gives  1007.55  heat  units  avullable  from  steam 
between  ^'anle  limits,  so  that  there  will  be  required  (1204.21  -h  177.09  =)  5.094 
tiuiCH  HH  much  water  circulated  as  steam. 
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able  suggestions  as  to  proper  courses  of  study  at  an  earlier  period 
of  life.  Mr.  Isherwood,  in  forming  his  opinions,  has  evidently,  liow- 
ever,  failed  to  consider  some  of  the  most  important  elements  of  the 
problem,  and  occasion  is  thereby  made  for  an  abstract  discussion 
on  the  merits  of  steam  and  hot  water,  so  far  as  possible,  without 
reference  to  the  merits  of  a  particular  system  and  the  details  of  the 
same. 

It   has    been    stated   in   the   public    press,   quoting    from    the 
report,  that  a   cubic  foot  of  water  at  400  degrees   temperature 
contains  34|  times  as  much  heat  as  is  contained  in  a  cubic  foot 
of   steam    at  the   same    temperature,   and    it    is    therefore    con- 
eluded  that  "the   areas  of  the  pipes  will  be  in  this  proportion, 
making  their   diameters   in    the    proportion   of   1  for  the  water 
and  (V34f  =)  5.89  for  the  steam."     Also  that  "  the  thickness  of 
the  material  of  the  pipes  for  equal  strength  would  have  to  be  about 
six  times  greater  for  the  larger  steam-pipe  than  for  the  smaller  water- 
pipe,  even  if  both  were  lap- welded."    On  the  supposition  that  larger 
Bteam-pipes  would  be  necessary,  comparisons  were  presented  of  the 
"greater  bulk,"  "  enormously  greater  cost,"  "  extra  loss  of  heat  by 
conduction  and  radiation  "  due  to  the  larger  pipes,  with  some  fur- 
ther remarks  about  the  difficulty  of  getting  rid  of  the  water  of  con- 
densation in  steam-pipes,  difficulties  of  management,  etc.,  not  at  all 
warranted  by  the  state  of  the  art  in  relation  to  steam  plants.     Evi- 
dently the  error  behind  these  statements  is  to  be  found  in  the  as- 
sumption that,  because  a  given  quantity  of  water  of  the  tempera- 
ture assumed,  contains  34|  times  as  much  heat  as  that  of  an  equal 
volume  of  steam,  therefore  the  steam-pipe  must  be  proportionably 
larger  to  that  extent.     It  ignores  entirely  well-known  laws  of  hy- 
draulics, which  teach  that  a  fluid  of  much  less  density  than  another, 
will,  with  the  same  diflference  of  pressure,  flow  at  a  much  higher 
velocity.     The  weight  of  a  fluid  transmitted  through  pipes  with 
comparatively  small   differences  of    pressure   at   opposite  ends  is 
proportioned  to  the  square  root  of  tlie  5tli  power  of  the  diameter  of 
the  pipe,  into  the  square  root  of  the  pressure  gradient  (represented 
by  the  difference  of  pressure  between  the  two  points  divided  by  the 
length)  into  the  square  root  of  the  weight  per  unit  of  volume  of 
the  fluid,  for  instance,  the  weight  per  cubic  foot,  called  b}^  Weis- 
bach  the  *' heaviness,"  and  herein  designated  the  "specific  weight." 
Therefore,  for  the  same  loss  of  pressure  in  the  same  distance  and 
the  same  size  of  pipe,  the  relative  weights  of  water  transmitted 
would   vary   as   the   square  roots   of   the  specific  weights.     The 
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weight  of  a  cubic  foot  of  water  at  400  degrees  is  approximately 
53  pounds,  and  a  cubic  foot  of  steam  at  the  pressure  of  235  pounds 
due  to  sucli  temperature  is  0.5478  pounds  The  relative  weights 
of  the  steam  and  water  are  therefore  as  1  to  96.36.  The  weights 
transmitted  under  like  coniiitions  as  above  referred  to,  would  there- 
fore be  as  tlie  square  roots  of  these  numbers,  or  as  1  to  9.816. 
Therefore,  if  the  steam  and  water  be  compared  on  the  basis  of  use 
for  heating  buildings  exclusively,  which,  as  has  been  shown,  is  most 
advantiigeous  to  the  water  system,  there  would,  as  has  been  stated, 
be  required  a  circulation  of  5.694  times  as  many  pounds  of  hot 
water  as  of  steam,  but  9.816  pounds  of  water  would,  under  like 
conditions,  be  circulated  to  1  of  steam.  The  relative  capacities 
of  the  pipes  required  to  convey  the  steam  and  water  under  like 
conditions  would  then  be  for  the  steam  1,  and  for  the  water,  the 
increased  weight  required,  viz.,  5.694  divided  by  the  increased 
weight  conveyed,  viz.,  9.816,  or  as  1  to  0.5796,  or  as  1.7253  to  1. 
But  the  carrying  capacities  of  the  pipes  are  not  as  the  areas  or  the 
squares  of  the  diameters,  but,  on  account  of  the  friction  element, 
as  the  square  root  of  the  fifth  power  of  the  diameters,  on  which 
basis,  under  this  most  favoi'able  condition  for  the  water-pipe,  the 
diameter  of  the  steam-pipe  would  require  to  be  but  24.38  per 
cent,  in  excess  of  that  of  the  water-))ipe.  This  does  not,  however, 
represent  the  relative  cost  of  the  system.  For  heat  taken  the  same 
distance,  the  return-pi i)e  of  the  water  system  must  be  as  large  as 
the  direct  pipe,  whereas  that  of  the  steam  system,  which  has  to  do 
but  about  one-sixth  of  the  work,  could,  on  merely  theoretical  con- 
ditions, have  a  carrying  capajity  that  much  smaller.  For  practical 
reasons,  which,  as  will  be  shown  hereafter,  will  have  greater  force 
with  the  water  system,  this  pipe  is  made  somewhat  larger,  or  on  the 
average  about  one-half  of  the  diameter  of  the  steam-pipe.  On  the 
basis  that  the  costs  are  proportioned  to  the  lengths  and  diameters^ 
which  is  not  far  from  correct  when  the  two  pipes  are  laid  together 
in  the  same  trench,  the  cost  of  the  steam-pipe  of  1.2438  diameter 
should  be  increased  one-half  to  allow  for  the  return-pipe,  making, 
in  the  case  of  the  steam  system,  1.8657  compared  with  2  as  the  cost 
of  the  full  size  double  pipes  of  the  water  system,  which  numbers 
are  as  1  to  1.072.  That  is,  even  under  the  most  favorable  condi- 
tions for  the  water-pipes,  they  would  cost  at  least  7  per  cent,  more 
than  the  steam-pipe  system,  and  even  this  result  is  obtained  by 
favoring  the  water  system  in  the  calculations,  for  the  reason  that 
the  water  has  to  be  pumped  double  the  distance  that  the  steam  1b 
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conveyed,  and  therefore  requires  double  the  difference  of  tlie 
pressure.  However,  as  this  pressure  is  produced  with  a  pump,  for 
simplicity  the  comparison  has  been  allowed  to  stand  as  above. 

If  the  water-pipes  were  designed  to  furnish  power  at  a  distance 
by  generating  steam  to  be  used  at  70  pounds  pressure,  it  would  be 
necessary,  as  stated,  to  circulate  10.^  times  as  much  water  as  would 
require  to  be  evaporated  for  steam  used  directly,  when,  on  the  same 
basis  previously  discussed,  the  water-pipes  would  require  to  iiave 
3.9  per  cent,  greater  carrying  capacity  under  like  conditions  than 
the  steam-pipe,  that  is,  would  require  to  be  of  1.55  per  cent, 
greater  diameter,  ^vhen  the  cost  of  both  the  direct  and  return  water- 
pipes  would  be  35.4  per  cent,  greater  than  that  of  the  steam- 
pipe  and  its  smaller  return-pipe. 

If,  however,  the  water-plant  were  designed  to  furnish  water  for 
cooking  purposes,  and.the  temperature  were  maintained  in  the  stoves 
at  400  degrees  by  circulating,  as  claimed,  water  of  only  400  degrees, 
there  would  be  required  the  circulation  of  an  infinite  quantity  of 
water  to  fulfill  this  condition.  If,  however,  the  temperature  in- the 
stoves  w^ere  allow^ed  to  fall  one  degree  below  that  of  the  water, 
there  would  require  to  be  circulated,  as  first  stated,  something 
over  eight  hundred  times  as  much  water  as  would  be  required 
to  be  evaporated  and  conveyed  if  the  work  were  done  by  steam. 
Without  stopping  to  calculate  the  size  of  the  enormous  pipe  re- 
quired on  this  basis,  we  may  assume,  as  before,  that  in  practical 
work  a  loss  of  say  11.15  degrees  would  be  permitted.  On  this 
basis,  as  stated,  the  water  required  to  be  circulated  would  be  72.21 
times  the  weight  of  steam  required  to  do  the  work,  so  the  water- 
pipe  would  necessarily  have  7.407  times  the  carrying  capacity  of  the 
steam-pipe,  or  2.228  times  the  diameter,  and  the  cost  of  the  two 
systems  of  piping  on  the  basis  above  explained  would  be  as  one  for 
the  steam  to  2.97  for  the  water.  We  thus  see  that  in  doing  ex- 
clusively the  work  for  which  these  high  pressures  are  principally  to 
be  carried,  to  wit,  cooking,  instead  of  the  steam-pipes  requiring  to  be 
46|  times  the  area,  or  5.8  times  the  diameter  of  the  water-pipe  as 
claimed,  the  water-pipes  must  have  7^  times  the  carrying  capacity, 
be  of  about  2;^  times  the  diameter,  and  about  3  times  the  cost  of  the 
steam-pipes.  The  relative  cost  of  the  pipes  by  no  means  represents 
the  cost  of  operating  the  two  systems.  The  water-system  would 
always  be  at  a  disadvantage  in  this  respect,  on  account  of  the  high 
cost  of  pumping. 

It  should  be  stated  that  it  is  proposed  to  use  steam  for  power 
34 
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at  only  20  pounds  pressure,  but  it  is  unnecessary  to  say  that  this 
would  involve  a  very  extravagant  use  of  steam,  and  the  size  of  the 
pij)es  would  only  take  an  intermediate  position  between  those  given 
for  heating  and  power  respectively.  It  may  also  be  claimed  that 
the  fall  of  pressure  availal)le  to  transmit  steam  is  limited,  whereas 
the  pressure  available  by  pumping  to  force  the  water  is  compara- 
tively unlimited.  This  will  not  sustain  investigation.  With  an 
initial  steam  pressure  of  80  ])ounds,  a  loss  of  pressure  of  but  ten 
pounds  will  give,  in  a  steam-pij^e  12  inches  in  diameter  and  one- 
half  mile  long,  a  velocity  of  fully  80  feet  per  second,  so  that  there 
will  be  readily  transmitted,  through  such  pipe,  nearly  1,700  horse- 
power of  30  pounds  of  feed-water  ]>er  hour  for  that  entire  distance. 
The  most  unfavorable  conditions  for  the  transmission  of  steam  are 
when  used  for  cooking,  where  a  high  temperature  is  to  be  main- 
tained ;  but  even  in  this  case,  unless  the  assuiyiption  be  made  that 
the  water  will  maintain  the  ovens  at  400  degrees  with  steam  at 
400  degrees  temperature,  which,  as  has  been  stated,  will  require  an 
infinite  quantity  of  water  circulated,  there  must  be  some  loss  of 
temperature,  and  as  soon  as  it  is  permitted  to  drop,  so  that  instead 
of  fabulous  quantities  only  72  times  as  many  pounds  of  water  are 
required  to  be  circulated  as  of  steam,  the  loss  of  temperature  of 
about  11  degrees  entails  a  loss  of  pressure  of  30  pounds,  and  but  a 
portion  of  this  difference  of  pressure  will  circulate  the  steam  as  fast 
as  would  be  safe  for  the  permanence  of  the  pipes.  With  water  the 
velocity  would  need  to  be  kept  down  in  the  inverse  proportion  of 
its  density  compared  with  that  of  steam,  for  a  similar  reason.  If 
the  necessary  loss  of  temperature  for  cooking  be  made  np  by  in- 
creasing the  temperature  of  the  water,  this  would  also,  in  a  much 
greater  ratio,  increase  the  pressure  of  the  steam  and  still  keep  it  at 
an  advantage. 

An  average  presentation  of  this  branch  of  the  subject  may  be 
had  by  examining  the  pressure  available  when  the  hot  water  and 
steam  are  used  to  furnish  steam  iPor  power.  In  the  case  of  the  hot 
water,  in  order  to  evaporate  about  ten  per  cent,  of  its  volume  into 
steam,  the  reduction  in  temperature  will  be  that  due  to  a  fall  in 
pressure  of  165  pounds,  or  from  235  down  to  70  pounds.  In  a 
steam  system  this  entire  difference  of  pressure  may  be  used  as  the 
energy  which  transports  the  steam  to  the  point  where  it  is  used, 
and  as  the  pumping  pressure,  on  the  principles  above  expressed, 
must  be  double  this,  the  circulating  pump  would  require  to  work 
against  a  pressure  of  330  j)ounds  to  compete  with  steam,  and  10.^4 
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times  as  much  water  must  be  pumped  with  the  water-plant  as  would 
be  required  by  the  steam-plant ;  also  the  water  for  the  water-plant 
must  be  pumped  twice  : — once  at  the  high-pressure  of  330  pounds, 
to  circulate  it  in  the  pipes,  and  again  at  235  pounds,  to  pump  it  into 
the  boiler ;  whereas,  with  the  steam-plant  one-tenth  of  the  quantity 
of  water  would  be  pumped,  and  but  once  :  viz.,  into  the  boiler.  It 
may,  however,  be  claimed  that  the  steam-plant  must  be  charged 
with  the  power  required  to  return  the  water  of  condensation.  The 
water  is  returned  in  practice  by  the  pressure  in  the  heating  sys- 
tems or  by  steam  operating  pumps,  or  pump  traps  which  exhaust 
into  the  heating  systems,  so  that  no  heat  is  wasted,  and  the  losses 
are  too  inconsiderable  to  mention  in  comparison  with  the  handicaps 
of  the  water  system. 

The  hot  water  circulated  has  been  called  "  superheated  water," 
because  it  is  hotter  than  212°,  but,  of  course,  water  cannot  be  super- 
heated in  the  scientific  sense  that  its  temperature  exceeds  that  due 
to  its  pressure.  Steam  may  be  superheated  and  must  always  have 
as  high  a  temperature  as  that  due  to  its  pressure.  Water  cannot 
be  superheated,  but  may,  of  course,  have  a  pressure  greater  than  is 
due  to  its  temperature;  in  other  words,  be  «wJ-heated,  which  is  the 
condition  that  the  so-called  superheated  water  would  be  in  when 
maintained  at  constant  pressure  the  moment  it  imparted  any  heat 
to  another  object. 

Reference  must  finally  be  had  to  one  point,  which  has  been  made 
to  appear  very  important  on  paper.  The  following  quotation  may 
be  made : 

"  The  fuel  cost  of  the  power  developed  by  the  steam-engines 
employed  in  [a  hot  water]  system  for  circulating  the  superheated 
water  in  the  hot-water  pipe,  for  pumping  the  used  water  from  the 
return-pipe  into  the  boiler,  for  driving  the  blowers,  if  a  mechani- 
cal supply  of  air  is  needed  for  the  combustion  of  the  coal,  and  for 
hoisting  coal  and  its  refuse,  will,  owing  to  the  peculiarity  of  the 
system,  be  not  over  one-twelfth  of  the  similar  cost  per  horse-power 
developed  by  the  most  economical  steam-engines  employed  in  other 
work.  In  fact,  the  only  coal  required  to  work  these  circulating, 
pumping,  blowing,  and  hoisting  steam-engines  is  what  furnishes 
the  heat  actually  transformed  into  work  according  to  the  thermo- 
dynaniical  theory,  and  to  supply  the  loss  of  heat  by  conduction 
and  radiation  from  the  external  surfaces  of  these  engines.  The 
cooled  water  from  the  return-pipe  will  be  in  such  excessive 
quantity  compared  with  the  feed-water  required  for  generating  the 
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Steam  used  in  the  engines,  that  it  will  be  enormously  more  than 
sufficient  to  condense  all  the  steam  worked  through  the  engines, 
the  condensed  steam  and  the  water  condensing  it  will  be  wholly 
pumj>ed  back  into  the  boiler,  and  there  will  be  no  rejected  heat, 
as  in  tlio  case  of  other  steam-engines,  which  rejected  heat  averages 
about  eleven-twelfths  of  the  total  heat  of  the  vaporization  of  water. 
If  the  cost  of  the  indicated  horse-power  in  the  best  engines  be  taken 
at  about  2f  pounds  of  ordinary  coal  per  hour,  that  cost,  with  the 
engines  of  [a  hot  water]  system,  will  be  only  one-tenth  of  a  pound 
of  coal  per  hour.  The  steam  taken  from  the  boilers  at  the  tem- 
perature of  400  degrees  Fahrenheit  (pressure  250  pounds  per  square 
inch  above  zero)  for  working  the  engines,  will  be  condensed  by  the 
water  of  the  return-pipe  at  the  temperature  of,  say,  160  degrees 
Fahrenheit,  and  both  the  water  of  condensation  and  the  condensing 
water  will  be  pumped  into  the  boiler,  so  that  the  total  quantity  of 
water  in  the  boiler  and  in  the  hot  water-pipe  and  in  the  return 
water-pipe  will  always  remain  constant." 

With  all  the  hot  water  used  for  power  purposes  rejected  at  a  tem- 
perature of  310  degrees  and  that  for  cooking  at  390  degrees  or  up- 
ward, how  is  the  ver}'  large  quantity  of  heat  still  remaining  in  the 
water  to  be  reduced  to  the  temperature  of  100  degrees,  as  stated  in 
the  above  extract?  It  may  be  said  it  will  be  used  for  heating 
water,  boiling  articles  of  food,  heating  buildings,  and  such  like 
uses.  But  what  can  be  done  with  it  in  summer  when  there  is  no 
heating  to  do,  and  even  in  winter  or  at  any  other  time,  in  fact,  how 
is  the  sur[)lus  heat  in  the  hot  water  from  cooking  and  power  appa- 
ratus to  be  exactly  that  required  for  some  other  culinary  operation 
or  for  heating  some  particular  building?  The  slightest  calculation 
will  show  that  the  sui-plus  heat  will  be  so  great  that  it  cannot  in 
practice  be  reduced  to  the  temperature  stated.  The  low  tempera- 
ture of  the  return  water  could  onlv  be  secured  in  individual  in- 
8tancc5>  in  buildings  provided  with  specially  large  heating  coils  ar- 
ranged to  receive  the  water  as  it  was  about  to  escape  to  the  street. 
Houses  an<l  public  buildings  already  provided  with  heating  appa- 
ratus would  necessarily  have  connections  made  to  the  apparatus 
in  j)lace,  and  the  heat  would  be  rejected  at  the  temperature  of 
the  steam  used  for  heating,  say  at  the  temperature  due  to  five 
pounds,  as  has  been  provided  for  in  the  previous  calcuhition.  In 
no  ease,  as  has  been  intimated,  could  it  be  assured  that  the  surplus 
heat  from  the  cooking  apparatus  would  not  exceed  that  required 
fur  otlier  culinary  operations  and  heating  the  house.     In  seasons 
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when  no  heat  was  required,  the  only  economical  way  to  dispose  of 
the  hot  water  at  390  degrees  rejected  from  the  cooking  apparatus 
would  be  to  pump  it  back  to  the  station  at  that  temperature  and 
at  the  pressure  due  thereto.     The  result  would  only  be  worse  were 
it  allowed  to  expand  down  to  atmospheric  pressure^  for  then   a 
large  portion  would  fly  into   steam  and   the  return-pipes  be  tilled 
with  a  mixture  of  steam  and  water.     If  the  hot  water  were  used  to 
generate  steam  for  power,  the  surplus  heat  would  be  so  great  that 
it  would  be  impracticable  to  dispose  of  it  in  the  same  or  adjacent 
buildings   even    during   the   heating   season.      Few  factories  can 
use  all  the  exhaust  steam  from  their  engines,  whereas  with  the 
water  system  there  would  be  about  five  times  as 'much  heat  in  the 
rejected  water  as  would  be  used  in  the  engine.      If  part  of  the  lat- 
ter be  used  for  heating,  the  heat  in  the  exhaust  steam  must  be  abso- 
lutely wasted.  In  fact,  at  all  times  a  very  large  quantity  of  hot  water 
must  be  rejected  at  the  temperature  of  316  degrees  due  to  the  press- 
ure, and  as  in  the  case  of  cooking,  the  only  economical  way  would 
be  to  return  it  to  the  station  at  a  pressure  of  70  pounds.   If  it  were 
permitted  to  expand  down  to  the  pressure  of  the  atmosphere,  there 
would  be  2.89  cubic  feet  of  steam  per  pound  of  water  circulated,  or 
29.4:  cubic  feet  of  steam  at  atmospheric  pressure  in  the  returns  for 
each  pound  of  water  evaporated  into  steam  for  use  in  the  engines,  and 
the  volume  of  steam  in  the  return  pipes  would  be  about  60  times  as 
large  as  tliat  of  the  water  contained  in  the  same.     Of  course,  in  a 
small  plant  for  exhibition  purposes  radiators  may  be  arranged  to 
keep  down  the  temperature  rejected  from  cooking  and  power  sys- 
tems; but  a  slight  study  of  the  problem  will,  as  above  indicated,  show 
that  the  demands  for  different  purposes  cannot  be  adjusted,  even  in 
winter,  so  as  to  prevent  the   rejection  of  a  great   deal  of  heat,  and 
that  in  summer  the  heat  in  the  water  can  practically  only  be  util- 
ized  through  a  small  range  of  the  higher  temperatures,  and  much 
the  greater  part  of  the  heat  must  be  rejected,  though  it  may  be  re- 
turned to  the  station  at  great  cost  and  be  saved  if  practical  means 
are  found  for  the  purpose. 

The  writer  has  thus  far  discussed  the  subject  in  the  abstract 
without  comparison  with  other  work.  At  this  point  it  may  be  of 
interest  to  state  that  precisely  the  feed-water  apparatus  described 
above  has  been  used  from  the  first  in  the  plant  of  the  New  York 
Steam  Company  designed  by  the  writer,  and  that  we  are  barely 
able  to  condense  the  steam  which  comes  back  in  the  returns  lohen 
fuilf  ilie  feed-water  is  su-ppUed  directly  from  the  Crotoii  mains  to 
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.  make  up  the  loss  due  to  tlie  escape  steam  from  high-pressure  en- 
giues  supplied  on  the  lines.  At  times  a  portion  of  the  steam  from 
the  pnmi)ing-engines  can  also  be  condensed  in  the  tank,  but  at  others 
a  portion  of  this  escapes.  It  is  utterly  hopeless  to  do  better  or  even 
as  well  with  a  very  much  larger  proportion  of  hot  water  supplied 
from  the  returns. 

If  the  present  proposed  system,  to  return  the  water  at  high  press- 
ure, be  changed,  then,  without  helping  the  feed-water  question,  all 
the  old  complications  of  the  former  developments  of  the  system  will 
be  necessary  in  every  house,  and  under  some  circumstances  boilers 
would  necessarily  be  used  on  the  premises  arranged  to  be  heated 
bvhot  water  instead  of  fuel.  On  the  other  hand,  if  steam  be  used 
merely,  the  full  range  of  temperature  is  available  for  every  operation, 
and  the  heat  rejected  due  to  the  smaller  quantity  of  water  required 
be  readily  returned  to  the  station  by  the  surplus  pressure  in  the 
pij)e8. 

It  will  naturally  be  asked  what  the  probable  cost  of  pumping  the 
hot  water  will  be.  This  requires  theassumption  of  a  certain  set  of 
conditions.  Previous  discussion  has  been  based  on  allowing  the  hot 
water  a  difference  of  pressure  at  the  two  ends  of  the  line  of  twice 
that  allowed  to  the  steam  between  the  station  and  the  point  of  use. 
On  this  basis,  with  a  comparatively  low  pumping  pressure,  say  a  dif- 
ference of  twenty  pounds  between  the  extremes  of  the  line,  the  net 
power  required  for  pumping  would  be  somewhat  more  than  one  per 
cent,  fur  each  volume  of  water  pumped  compared  with  that  required 
to  be  pumped  in  the  boiler  for  a  steam  system.  Ileckoning  the 
efficiency  of  steam-pumps  at  50  per  cent,  on  the  basis  of  one  horse- 
]>ow(M'  for  the  heat  required  to  evaporate  30  pounds  of  water  from 
70  pounds  pressure  ])er  horse-power,  there  would  be  required  for 
circulating  water  for  heating  fully  11.4  per  cent,  of  the  power  trans- 
mitted through  the  ])ipe8 :  for  power  there  would  be  required  fully 
20.4  per  cent.,  and  for  cooking  fully  145.4  per  cent.  Higher  pump- 
ing pressures  would  of  course  entail  higher  losses.  For  the  steam 
plant,  on  the  contrary,  there  would  be  required  on  the  same  basis  for 
pumping  the  water  in  the  boiler,  a  little  less  than  2  per  cent,  of  the 
power  transmitted,  and  this  cost  would  be  independent  of  the  loss 
of  pressure  in  transmission.  The  water  in  the  returns  wonld  be 
forced  back,  as  has  been  stated,  by  surplus  pressure.  It  will  be  seen, 
therefore,  that  the  water  plant  will  not  only  be  more  expensive  to 
construct  originally,  as  well  as  more  difficult  to  operate,  but  that 
the  actual  cost  of  the  operation  would  be  greater  in  the  proportions 
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stated,  independent  of  many  other  considerations  which  cannot  here 
be  discussed,  which  would  make  the  cost  still  greater  on  account  of 
the  indirect  method  of  doing  the  work. 

The  resistance  to  explosion  of  the  steam  and  of  the  water  pipes 
could  be  made  the  same  originally  by  increasing  the  thickness  of  the 
water-pipes  proportionally  to  their  increased  diameters ;  but  if 
high  capacities  were  attempted  by  pumping  water  at  very  high 
velocities,  the  pipes  would  be  rapidly  scoured  out  so  as  in  time 
to  become  dangerously  thin.  In  case  of  a  break  in  the  steam -pipe, 
the  steam  dissipates  at  once  and  is  not  dangerous.  The  writer  has 
known  a  case  where,  through  carelessness  of  workmen,  a  man  was 
struck  full  in  the  body  at  a  distance  of  only  a  few  feet  by  a  jet  of 
steam  two  inches  in  diameter,  issuing  from  a  pipe  at  80  pounds  press- 
ure, but  no  injury  to  his  person  whatever  resulted.  Evidently, 
however,  a  single*  quart  of  hot  water,  projected  in  the  same  way, 
would  have  caused  fearful  scalds,  and  anything  like  the  same  quan- 
tity of  water  as  of  steam  would  have  caused  a  lingering  death.  Hot 
water  is  also  very  destructive  when  the  pressure  is  suddenly  re- 
leased, and  the  flying  particles  would  scald  persons  and  do  other 
injuries,  even  when  projected  long  distances. 

It  is  interesting  to  see  all  the  operations  of  cooking  performed  by 
hot  water  of  high  temperature,  but  evidently  every  one  of  these  op- 
erations could  be  performed  equally  well  by  steam  with  the  pressure 
due  to  such  temperature,  and  all  the  operations  would  be  much  more 
simple  and  economical.  In  other  words,  the  advantages  due  sim- 
ply to  high  pressure  are  claimed  for  hot  water.  It  may  be  said  that 
the  hot  water  at  the  high  temperature  ought  to  be  compared  with 
steam  at  the  pressures  ordinarily  carried,  but  the  steam  can  be 
supplied  at  the  high  pressure  much  more  readily  than  the  water. 
There  is,  however,  a  separate  question  as  to  the  relative  advantage 
of  transmitting  steam  at  the  high  pressure  of  235  pounds  referred 
to  above,  compared  with  a  transmission  at  a  pressure  of  80  or  90 
pounds  corresponding  to  that  ordinarily  used  in  practice.  Evidently 
the  lower  pressure  will  supply  all  the  steam  which  is  required  for 
heat  and  power  purposes  quite  as  well  as  if  generated  at  the  very 
high  pressure.  The  only  possible  object  in  increasing  the  pressure 
would  be  to  do  some  kinds  of  cooking  which  cannot  be  done  with 
the  lower  pressure,  and  it  may  be  claimed  to  save  something  in  the 
size  of  pipes.  So  far  as  the  latter  is  concerned,  the  increased  thick- 
ness must  also  be  taken  into  consideration.  The  culinary  opera- 
tions which  require  the  greatest  amount  of  heat  are  the  heating  of 


524  STEAM  AND  HOT  WATER  FOB  TRANSMITTINa  HEAT  AND  POWEB. 

water  and  the  boiling  of  meat  and  vegetables.  This  can  be  done 
with  perfect  satisfaction  with  a  steam  pressure  but  little  above  the 
atmosphere,  say  at  the  ordinary  heating  pressure  of  5  pounds  or 
under.  Meat  may  be  roasted  and  browned  satisfactorily  if  put  in 
steam-jacketed  vessels  directly  on  the  metal  with  a  steam  pressure 
of  40  pounds.  This  is  done  every  da}^  in  many  saloons.  Of  course, 
steaks  and  chops  can  be  cooked  in  the  same  way  if  desired,  though 
without  the  aroma  of  slightly  scorched  meat  as  in  broiling.  Cake  and 
bread  can  be  cooked  but  not  browned  with  a  steam  pressure  of  80 
pounds.  The  higher  pressure  of  235  pounds  is  only  required  for 
such  operations  as  broiling  meat,  and  for  the  baking  and  satisfactory 
browning  of  bread  and  cake.  But  little  bread  is  baked  in  private 
houses,  and  that  required  n)ay  be  sent  either  to  the  baker's  or  be  done 
in  the  house  by  customary  methods  on  a  particular  day  of  the  week. 
The  other  operations  stated  as  requiring  a  high  temperature  can 
readily  be  performed  at  very  slight  expenses  with  gas-stoves.  When 
the  comi)aratively  small  income  to  be  derived  from  this  particular 
work  is  considered  in  connection  with  the  enormous  cost  required  to 
do  such  work,  ])articuhirly  with  hot  water  and  also  to  some  extent 
with  steam,  it  appears  to  the  writer  that  it  will  not  pay  to  go  to  the 
extra  exj)ense  and  risk  necessary  to  carry  steam  or  the  more  expen- 
sive hot  water  at  such  high  pressures  for  this  purpose  alone,  and  it  is 
hoped  that  this  presentation  will  enable  others  who  are  required  to 
assume  responsibilities  in  this  direction  to  judge^  for  themselves 
what  limit,  everything  considered,  is  the  best  to  adopt. 

DISCUSSION. 

Mr,  C.  T.  Porter. — I  have  gi'eat  pleasure  in  agreeing  with  the 
conclusion  of  the  paper,  and  the  only  thing  that  T  propose  to  say,  is 
to  tell  a  little  story,  which  looks  very  much  at  first  as  if  it  would 
help  the  other  side.  It  is  interesting  in  itself,  however.  Quite  a 
number  of  years  ago,  in  the  city  of  New  York,  we  had  a  very  severe 
winter,  which  froze  our  water-pipes  very  seiiously  indeed.  We 
had  more  trouble  that  winter  than  ever  before.  Mr.  Samuel 
Sloane,  who  is  not  so  well  known  to  the  present  generation  as  he 
was  to  the  last,  but  who  was  one  of  the  most  gifted  men  we  have 
had  (he  was  the  inventor  of  the  gimlet-pointed  wood  screw,  and 
the  machinery  for  making  it),  applied  his  ingenuity  to  meeting 
that  difficulty  of  freezing  pipes,  and  the  next  fall,  at  the  Fair  of 
the  American  Institute,  he  exhibited  a  very  admirable  apparatus 
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by  which  he  thawed  out  an  ordinary  lead  pipe  which  was  laid  in 
a  loDg  trough  filled  with  a  freezing  mixture,  and  while  the  pipe 
remained  imbedded  in  this  freezing  mixture,  he  thawed  the  ice 
through  it  at  the  rate  of  a  foot  a  minute.  Before  he  put  his 
apparatus  in  operation  there,  he  asked  me,  "  Can  you  tell  me 
which  contains  the  most  heat,  a  cubic  foot  of  steam  or  a  cubic 
foot  of  water,  at  212  degrees  ?  "  I  told  him  water  contained 
about  three  hundred  times  as  much  heat  as  an  equal  volume  of 
steam  at  atmospheric  pressure.  "  That  explains  it,"  he  said  ;  "  I 
could  not  do  anything  with  steam,  but  as  soon  as  I  tried  hot  wa- 
ter I  was  successful." 

The  hot  water  was  discharged  from  the  end  of  the  internal 
tube  against  the  ice,  and  flowed  back  through  the  annular  space, 
and  so  thawed  out  the  pipe,  and  kept  it  thawed  out  right  through 
this  freezing  mixture.  Mr.  Sloane  expected  to  make  a  fortune 
out  of  that  invention,  but  I  doubt  if  he  ever  sold  one  apparatus. 

In  this  case  water  impinged  against  a  very  small  surface, 
and  it  would  part  with  all  of  its  heat  at  that  point,  and  it  was 
only  necessary  that  it  should  remain  warm  enough  not  to 
freeze  in  flowing  out  The  advantage  of  water  over  steam  there 
shows  that  a  universal  rule  cannot  be  made  to  apply  to  all 
cases.  But  the  cases  in  which  water  has  an  advantage  over 
steam  are  very  few.  Steam  takes  itself  anywhere  upward,  and 
returns  in  water  to  the  boiler,  while  water  requires  to  be  pumped. 
Steam  will  rush  along  at  a  great  rate  when  wanted,  and  although 
the  heat  in  a  cubic  foot  of  steam  is  so  much  less  than  that  in  a 
cubic  foot  of  water,  still,  if  there  is  condensing  surface  enough,  it 
is  quite  as  efficient. 

J/r.  G.  H,  Bahcock. — If  the  question  before  us  were  one  of  the 
quantity  of  heat  which  could  be  carried  by  a  given  sized  pipe,  of 
a  given  length,  in  a  given  time,  the  problem  would  be  a  simple 
one.  The  approximate  weight  of  any  fluid  which  will  flow  in  one 
minute  through  any  given  pipe  with  a  given  head  or  pressure  may 
be  found  by  the  following  formula  : 


T     7-.  n 


J^  ly''i-;^2l 


Wz=Z(iOd'Y    X  [1  +  ?-^] 

d 

iu  which  W  —  Weight  per  minute  iu  pounds  avoirdupois, 
d    =  Diameter  of  pipe  in  inches, 
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D  =  Density  or  weight  per  cubic  foot, 
'P\-l\  =  Pressure  per  square  inch  tending  to  produce  flow, 
and 
L  =  Length  of  pipe  in  feet. 
Where  tlie  pipe  and  pressure  are  the  same,  the  only  variable  is 
the  density,  so  that 

Now,  the  quantity  of  heat  transmitted  is  equal  to  the  total  heat 
per  pound  multiplied  by  the  number  of  pounds. 

Let  Q  =  quantity  of  heat  per  minute,  and 
//=  total  heat  per  pound  of  the  fluid, 
then 

With   steam  H  increases  gradually  but  slightly  with  the   tem- 
perature, while  the  density  increases  in  rapid  ratio.     With  water 
H  increases  nearly  in  the  ratio  of  the  temperature,  while  D  de- 
creases slightly.     It  will  therefore  be  seen  that  with  both  these 
fluids  Q  will  increase  with  the  temperature,  but  most  rapidly  with 
steam.     Assuming  a  constant   motive  pressure,  the    curve    for 
water  is  practically  a  straight  line,  while  for  steam  it  rises  rapidly, 
so  that  it  is  evident  that  the  values  of  ^and  D  are  approaching 
each  other,  and  that  where  they  cross  the  value  of  Q  will  be  th^ 
same  for  both  fluids.     This  will  occur  at  about  1200°  tempera — 
ture,  when  the  pressure  will  be  about  21,000  pounds  to  the  inch  —- 
and  the  total  heat  per  pound  would  be  about  1,400  units.     Th^ 
diagram  (Fig.   163)  shows  the   two  curves  intersecting  at  tha~- 
point. 

But  this  is  not  a  solution  of  the  problem,  because  it  is  not  t 
question  of  how  much  total  heat  may  be  transmitted,  but  of  hoi^^ 
much  available  heat.     This  will  depend  upon  the  temperature 
which  the  water  from  each  system  is  rejected  at  the  point  of  U8< 
This  will,   of  course,  bo    dependent    upon  circumstances;  bi 
assuming  that  it  is   the   same  in  each  case,  and  putting  it 
200  as  the  minimum,  this  amount  must  be  taken  from  the  vali 
of  //  before  it  is  multiplied  by  the  square  root  of  the  density. 
the  case  of  water  tliis  gives  us  a  line  nearly  parallel  with 
gradually  approaching  the  curve  of  total  heat,  while  the 
curves  are  divergent.     The  two  show,  however,  a  nearer  approx:^'" 
mation   to   equality.     A  higher  temperature  for  the  discharge  4^ 
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'^vaterwill  show  still  more  to  the  disadvantage  of  the  water  system 
^  compared  wilh  steam,  ami  it  needs  to  be  carried  to  only  about 
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300^  to  overcome  the  apparent  advantages  of  water  over  steam, 
and  reverse  their  relative  positions.  This  will  occur  when  the 
system  is  used  for  power. 

But  an  equal  amount  of  suiface  will  not  dispose  of  the  same 
aniGuut  of  heat  in  equal  times,  when  supplied  with  water,  <is  it 
will  wlien  supplied  with  steam.     The   experiments  of  Tredgold 
show  that  a  square  foot  of  cast-iron  surface  exposed  to  hot  water 
upon  the  one  side  and  air  upon  the  other  will  give  off  1.85  British 
thermal  units,  while  a  square  foot  of  sheet-iron  will  give  1.24. 
It  is  fair  to  suppose  that  the  wrought-iron  pipes  ordinarily  used  will 
be  a  mean  between  these  two,  giving  only  1^  units  per  hour  for 
each  degree  of  difference  in  the  temperature.    "With  steam-heated 
pipes,  however,  3  British  thermal  units  for  each  degree  of  differ- 
ence in   temperature  is  the  usual  allowance.     It  will  therefore 
require  twice  as  much  surface  to  heat  a  building  to  the  same  de- 
gree with  the  water  as  with  the  steam  sj'stem,   both  being  at  the 
same  temperature,  while  at  the  same  areas  of  heating  surface  the 
water  will  part  ^vith  one-half  of  the  heat  in  a  given  time.     The 
reason  for  this  difference  is  not  difficult  to  see.     When  steam  is 
cooled  below  the  normal  temperature  of  the  pressure,  it  instantly 
condenses  and  makes  room  for  another  supply  of  steam  to  take 
its  place,  so  that  the  heating  surface  is  always  supplied  with 
steam  at  full  temperature.     "With   water,  however,   the  lilm   of 
water  lying  next  to  the  surface  ])arts  with  its  heat  and  is  cooled, 
after  which  it  does  not  give  way  for  hotter  water  to  take  its  place, 
but  remains  as  an  impediment  to  the  transmission  of  the  heat 
from  the  hotter  water  within.     As  a  practical  means,  therefore, 
of  heating  buildings  from  a  central  station,  it  would  seem  that  the 
water,  although  capal)le  of  transmitting,  under  usual  conditions, 
a  greater  amount  of  heat  in  a  given  time,  will  not  be  able  to  util- 
ize the  heat  thus  transmitted  without  a  much  greater  increased 
ex])onditure  for  heating  surface. 

J//*.  Geo,  J/.  Bond. — T would  say  that  in  the  manufacture  of  paper 
barrels,  which  has  been  perfected  by  a  company  having  built  their 
machinery  in  Hartford,  the  use  of  hot  water  is  found  to  be  far 
superior  to  steam  in  drying  the  pulp  of  which  the  barrels  are 
made.  Steam  was  first  tried,  but  was  found  to  act  too  slowly  for 
the  operation.  With  hot  water  the  barrels  are  dried  in  about 
seven  minutes  almost  as  hard  as  a  piece  of  seasoned  lumber. 
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CCLI. 

TESTS  OF  THE    COMPARATIVE  VALUE    OF  DIFFER- 
ENT KINDS  OF  BELTING. 

BT  SAMUEL  WEBBER,  CHABLBSTOWK,  1^.  H. 

(Member  of  the  Society.) 

The  arrangements  for  the  different  experiments,  of  which  the 
results  are  shown  in  the  accompanying  tables,  were  made  early  in 
the  summer  of  1886,  but  various  circumstances  prevented  their 
execution  until  December  of  that  year,  when  they  were  taken  up 
and  continued  during  a  period  of  several  weeks. 

When  the  tests  were  begun,  the  writer  was  unaware  of  the 
experiments  made  by  Messrs.  William  Sellers  &  Co.,  which  were 
described  in  a  paper  read  by  Mr.  Wilfred  Lewis*  in  May,  1886  ;  he 
might  then  have  so  designed  his  apparatus  as  to  have  been  able  to 
contribute  some  farther  information  as  to  the  relative  value  of 
T^  and  ?^,  or  the  tension  on  the  driving  and  slack  sides  of  the  belt, 
and  he  would  probably  have  adopted  the  arrangement  described  by 
Mr.  Lewis  for  determining  the  slip^  as  more  accurate  and  positive 
than  the  one  which  he  thought  of  and  used  for  that  purpose. 

As  his  intention  was,  however,  rather  to  determine  the  relative 
driving  capacity  of  various  kinds  of  belting  than  to  establish  any 
formula  by  which  such  belting  might  be  applied,  the  apparatus 
which  he  used  answered  the  desired  purpose  very  satisfactorily,  and 
the  results  obtained,  when  compared  with  those  furnished  by  Mr. 
Lewis  and  Professor  Lanza  in  a  previous  paper,  t  may  aid  in  estab- 
lishing some  such  definite  formula  for  practical  use. 

The  apparatus  employed,  as  shown  in  the  accompanying  plan  and 
elevation  (Figs.  109  and  110),  was  as  follows:  A  is  the  main  shaft  in 
the  room,  driven  direct  from  the  engine  which  furnished  the  neces- 
sary power  for  the  belt  factory  where  the  experiments  were  made, 
by  the  main  belt  Dy  which  led  from  an  8  ft.  pulley  on  the  engine 
to  one  of  4  ft.  on  the  main  shaft.     The  engine  had  a  "  Wheel- 

*  No."C('XIII.  Trans.  A.  S.  M.  R,  Vol.  VII.,  p.  549. 
f  No.  ecu.  Trans.  A.  ?5.  M.  E.,  Vol.  VII.,  p.  347. 
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ock"  cyliTider,  10"  x  30",  wha  making  60  revolutions  per  minute, 
and  was  ordinarily  used  with  a  boiler  j^ressure  of  60  lbs.  per  inch. 
Shaft  A,  therefore,  made  120  revohitions  per  minute,  and  from 
a  24"  jMiUey  on  it,  the  belts  to  be  tested  were  taken  to  a  similar 
])ullcy  on  the  brake-shaft  M,  which  was  supported  from  the  floor,  as 
sliown  in  the  elevation,  at  a  height  of  2  ft.  above  it,  and  carried  the 
friction  jniUey  (7,  24"  diani.,  7"  face,  with  flanges  1"  deep,  which  kept 
the  brake  7i  in  position.  Ths  two  shafts  were  12  ft.  &^^"  from 
center  to  center,  having  a  horizontal  distance  of  11  ft.  and  a  ver- 
tical of  5  ft.  6",  and  the  direction  of  the  belt  was  such  as  to  bring 
tlie  strain  on  the  under  side,  leaving  the  slack  side  on  top.  The 
brake  was  made  of  two  pieces  of  spruce  timber  7  ft.  square  and  9  ft. 
6"  and  3  ft.  6"  long  respectively.  These  were  scooped  out  to  a 
dei)th  of  3",  with  a  radins  of  a  2-foot  circle,  and  grooved  in  "her- 
ring-bone" grooves  around  the  curve  to  admit  of  the  free  passage 
of  the  lnl)ricant,  which  was  simply  strong  soapsuds,  and  iVas  fed 
from  the  cans  S  S  on  the  top  of  the  brake. 

The  vibrations  of  the  brake  were  controlled  by  the  "  dash-pot "  jF, 
M'hich  was  8J"  interior  diameter  and  12"  deep,  with  a  piston  hav- 
ing a  clearance  of  rather  less  than  -^q  inch. 

The  radius  of  the  brake  circle  was  5  ft.  3^',  scanty  being  as 
near  as  possible  to  5.252  ft.,  or  the  radius  of  a  33  ft.  circle. 

This  dimension  was  adopted  to  facilitate  the  calculation  of  the 
hor.se- j>ower  attained  on  the  spot,  as  it  was  only  necessary  to 
multiply  the  weight  shown  on  the  scale  by  the  lip  ni  of  the  pulley 
to  get  the  power  at  oTice  by  striking  oft'  decimals.  The  number  of 
revolutions  of  the  brake-shaft  was  ascertained  by  counting  the 
seconds  between  the  strokes  of  the  bell  7,  %vhich,  by  means  of  a 
Worm  and  gear,  was  rung  every  100  revolutions  of  the  shaft. 

A  worm  gear  and  dial  77  were  driven  from  the  main  shaft  by  a 
cross-belt  on  grooved  pulleys,  and  an  observer  at  that  dial  counted 
the  revolutions  of  the  main  shaft  corresponding  to  100  of  the 
brake-shaft,  by  letting  the  pointer  on  the  dial,  which  was  an  easy 
tit  on  the  shaft,  start  when  the  bell  rang  on  the  brake-shaft,  and 
noticing  the  point  it  had  reached  at  the  next  ring.  This  apparatus 
was  all  so  light  that  there  was  no  })0ssibility  of  slip  or  lost  motion 
in  It. 

r>(ifore  commencing  the  tests,  the  brake  was  perfectly  balanced 
l)y  siifii)enf]ing  it  by  means  of  the  hook  A",  placed  directly  over  the 
center  of  the  pulley,  with  the  scales  attached,  and  the  dash-pot 
filled  with  water  and  the  piston  in  place.     After  the  weight  G  was 
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ascertained  and  adjusted,  it  was  never  changed  or  removed,  and  the 
brake  was  never  known  to  move  from  any  nearly  level  position  in 
which  it  was  left,  after  releasing  it  from  the  pulley. 

To  facilitate  the  operation  of  weighing,  a  spring  balance  was 
used,  obtained  of  Charles  Forschner,  of  New  York,  having  a  dial 
graduated  to  250  lbs.  This  was  found  to  be  capable  of  weighing  up 
to  30  lbs.  more,  after  describing  the  circle,  but  was  not  used  to  that 
^2tent,  although  occasionally  strained  to  register  10  lbs.  over,  or 
260  lbs. 

This  was  carefully  tested  and  found  to  be  entirely  accurate,  and, 
ith  a  companion  of  the  same  size,  was  used  in  getting  the  strain 
pplied  to  the  belts,  when,  later  on,  the  two,  by  the  use  of  levers, 
ing  made  to  register  1,000  lbs. 
The  dash-pot  checked  the  vibrations  of  the  brake-arm  so  that  we 
"w-ere  able  to  read  the  scale  very  accurately,  and  it  proved  a  very 
rapid  and  easy  method  of  determining  the  load  on  the  brake. 
Slaving  provided  ample  surface  for  the  friction,  in  the  brake  and 
pulley,  the  whole  apparatus  worked  smoothly  and  perfectly,  and 
th^  only  trouble  encountered  was  the  inability  of  the  engine  to  fur- 
nish sufficient  power  to  test  fairly  a  12"  belt. 

One  attendant  was  employed  at  the  brake  lever  to  screw  up  the 
nuts  of  the  clamp,  and  another  to  keep  the  soap  cans  filled,  and 
Mr.  F.  II.  Underwood  assisted  me  in  the  count  of  revolutions, 
checking  each  other  at  every  experiment. 

The  hook  to  which  the  scale  was  attached  had  a  sharp  knife- 
edge,  which  was  set  as  accurately  as  possible  to  the  exact  distance 
from  the  center  of  the  shaft  re<iuired  for  the  radius  of  the  33  foot 
circle.  I  have  been  thus  full  in  my  description  of  the  apparatus 
used,  because  I  have  found  the  want  of  it,  in  reading  other  papers, 
not  being  able  to  follow  all  the  results  clearly. 

The  engine  was  supposed  by  Mr.  Underwood,  when  the  tests 
were  proposed,  to  be  of  85  IIP.,  which  is  higher  than  I  should  rate 
it,  and  we  found  it  impossible  to  make  the  more  important  tests 
while  the  factory  was  in  operation,  and  had  to  do  them  at  dinner- 
time and  in  the  evening.  Each  test  occupied  from  half  an  hour  to 
an  hour  and  a  half;  and  another  belt  was  then  put  on  the  pulleys 
and  allowed  to  rnn  without  any  load  but  that  of  the  brake-shaft  and 
pulleys  for  half  a  day  before  testing,  in  order  to  let  it  get  fitted  to 
the  pulleys  as  much  as  possible. 

The  insufficiency  of  the  engine  is  clearly  seen  in  the  loss  of  speed 
in  the  driving-shaft,  as  the  load  was  increased,  and  as  the  main  belt 
35 
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was  taken  up  3  inches  after  the  first  preh'miiiary  tests,  and  no  sign 
of  slip  in  thiit  noticed  afterwaixl,  this  loss  of  speed  can  only  be 
duo  to  the  engine.  In  one  or  two  tests,  sliglit  variations  can  be 
noticed  due  to  forcing  the  fires  so  as  to  get  75  lbs.  of  steam  on  the 
boilers. 

Table  1  gives  the  result  of  the  tests  of  an  ordinary  leather  belt, 
in  good  working  order,  taken  off  one  of  the  machines  in  the  fac- 
tory, and  of  a  2-ply  leather-lined  canvas  belt  of  the  same  length, 
width,  and  weight,  put  on  merely  as  preliminary  experimenls,  be- 
fore the  scales  for  weighing  the  tension  were  ready ;  to  test  the 
oi>eration  of  the  brake. 

Tables  2  and  3  contain  the  records  of  the  tests  of  a  heavier 
"  cotton-leather  "  belt,  as  it  is  designated  by  the  makers,  the  details 
of  which  are  fully  explained  in  the  tables.  It  will  be  seen  that  it 
was  tested  under  two  different  tensions,  and  under  the  heavier  ten- 
sion, at  two  different  velocities. 

Tables  4  and  6  give  the  results,  with  one  of  the  well-known  best 
single  leather  belts,  entirely  new,  as  were  all  the  others,  but  being 
somewhat  rigid,  not  giving  quite  as  good  results  as  it  would  have 
done  after  six  months^  use.  Changing  the  side  to  the  pulley 
showed  no  essential  difference.  Not  getting  entirely  satisfactory 
results  from  it,  at  the  width  of  12  inches,  it  was,  together  with 
the  12"  law-hide  and  the  cotton  and  leather  belt  of  the  same  width, 
split  down  to  8^  inches,  and  tested  again,  as  shown  in  Table  6. 
This  belt  did  not  appear  to  have  stretched  any  more,  after  the 
strain  of  1,000  lbs.  was  first  put  on,  as  noted  in  Table  5,  but  did 
not  even  then  appear  to  have  fairly  fitted  itself  to  the  pulley. 

Table  7  contains  the  results  of  the  test  of  a  cotton  duck  belt 
which  requires  no  farther  explanation  than  is  given  in  the  table. 

Table  8  gives  the  record  of  the  tests  of  a  remarkable  structure 
of  leather  and  iron,  known  as  a  "  link  belt,"  No  farther  comment 
is  needed  than  that  given  in  the  table  to  show  the  incorrect  princi- 
ple on  which  it  is  constructed. 

Table  9  shows  the  tests  of  a  woven  canvas  belt,  woven  4-ply, 
not  stretched  like  the  belt  in  Tabl^  7.  When  received,  it  smdled 
very  strongly  of  linseed-oil,  and  appeared  to  have  been  dusted  over 
with  powdered  soapstone,  which  caused  it  to  slip  very  badly  on  the 
first  trial  with  a  light  strain,  but  on  the  application  of  a  strain  of 
1,000  ll)s.,  gave  very  good  results,  and  but  for  want  of  time  and 
an  unwillingness  to  spoil  the  belt,  would  have  been  cut  down  to8J 
inches,  and  tested  farther,  and  on  other  pulleys. 
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Table  10  is  that  of  a  first-class  rubber  belt,  which  is  fully  e 
plained.     It  will  be  noticed  that  it  showed  no  signs  of  slip  in  ai 
test  until  it  went  off  finally,  and  on  the  last  one  was  found  to  I 
somewhat  "demoralized,"  the  rubber  chafing  in  places.     The  lat 
tension  of  83J  lbs.  per  inch  was  probably  greater  than  should  havi 
'been  applied  to  the  belt 

Table  11  gives  the  first  series  of  tests  of  what  was  called  a  "  raw- 
liide  belt,"  which  I  suppose  to  have  been  the  same  material  as 
-that  mentioned  by  Mr.  Lewis,  in  his  paper,  under  the  same  name. 
Although  this  could  not  be  called  strictly  **  raw-hide,"  it  was  evi- 
<lently  prepared  in  some  manner  which  was  not  ordinary  tanning. 
Ht  possessed  great  softness  of  surface  and  fiexibility,  and  hugged 
-fche  pulleys  in  a  wonderful  manner,  and,  as  is  shown,  slipped  very 
1  ittle,  until  the  final  test. 

Table  12  shows,  the  result  of  trials  of  the  same  belt,  on  wooden 
uUeys,  when  the  power  of  the  engine  was  practically  exhausted, 
nd  the  belt  was  then  cut  down  to  8^  inches,  and  the  test  repeated, 
shown  in 

Table  13.  Here  the  belt  was  simply  laced  as  before,  in  the  old 

holes,  but  the  original  strain  of  1,000  lbs.  now  gave  117.7  lbs.  per 

inch,  and  while  giving  a  higher  power  per  inch  of  width  than  be- 

"f  ore,  the  strain  stretched  the  belt  permanently,  as  it  was  found  to 

l>e  tnuch  looser  when  laced  on  to  the  paper  pulleys,  and  the  tension 

^^wraa  measured  at  the  end  of  the  trials  on  them,  and  found  to  have 

shrunk  to  660  lbs,;  while  the  belt,  when  taken  off  and  measured  by 

the  3J"  strip  which  had  been  split  off,  was  found  to  have  stretched 

If  inches.     This  may  possibly  have  been  partially  done  in  the  trial 

on  the  wooden  pulleys,  while  of  the  full  width  of  12  inches,  but  was, 

I  tliink,  mainly  due  to  the  strain  of  the  test  after  reduction  of 

width. 

It  will  be  seen  that  this  final  test  on  the  paper  pulleys  varies  but 
very  little  from  the  results  obtained  from  the  new  leather  belt, 
which  did  not  seem  to  have  stretched  any  more  than  noted  in  the 
tables. 

Table  14  gives  the  results  obtained  with  a  plain  canvas  belt,  such 
^8  nsed  by  the  Underwood  Manufacturing  Company,  as  the  basis 
for  their  cotton-leather  belt,  the  first  trial  of  it  being  made  just  as 
it  came  from  the  factory,  the  second  one  after  it  had  been  sized^ 
and  tlie  third  of  the  same  belt  under  double  tension. 
These  arc  mainly  interesting  as  showing  the  impossibility  of 
btaining  any  great  friction  troni  simple  woven  canvas. 
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Tables  15  and  16  show  the  results  obtained  with  a  12"  cotton- 
leather  belt,  under  different  tensions  on  iron  pulleys,  and  under  the 
higliest  tension  on  wooden  pulleys,  and  TaUe  17  gives  the  records  of 
the  same  belt  cut  down  to  8|  inches  on  the  wooden  and  paper  pulleys. 

It  will  be  seen  that  this  belt  did  not  stretch,  but  retained  its  ten- 
sion after  the  last  test,  and  it  will  also  be  noticed  that  the  slip  on 
the  wooden  and  paper  pulleys  was  very  slight  to  the  end. 

This  belt  consists  of  a  finiily  woven  duck  or  canvas,  which  is  first 
stretched  by  running  it  at  a  high  speed  over  pulleys,  which  are  ad- 
justable by  means  of  screws  to  any  required  tension,  and  after  the 
stretch  seems  to  be  thoroughly  taken  out  of  it,  a  thin  and  soft 
leather  lining  is  cemented  on  to  one  side,  under  lieavy  pressure,  so 
as  to  make  a  holding  suiface  to  be  run  next  tlie  pulleys.  The  can- 
vas is  woven  two,  three,  four,  or  more  "  plies  "  in  thickness,  and  of 
any  desired  width ;  and  a  sample  of  this,  and  of  the  other  belts 
tested,  are  exhibited  herewith. 

It  will  be  seen,  by  examination  of  these  tables,  that  they  fully 
corroborate  the  conclusion  arrived  at  by  Mr.  Lewis,  as  to  extent  of 
slip  with  which  a  belt  will  remain  on  the  pulleys,  and  which,  as 
shown  by  his  experiments,  seems  to  be  about  20  per  cent. 

In  determining  the  co-efficient  of  effect,  or  friction,  which  1  un- 
derstand to  be  the  same  thing,  I  have  simply  divided  the  power 
shown  by  the  brake  by  the  sum  of  the  tensions,  jP  +  T*,  or  twice 
the  strain  with  which  the  belt  was  laced  on,  multiplied  by  the 
speed  of  belt  in  ft.  per  minute. 

This  is  the  only  way  in  which  I  can  look  at  it,  and  although  I 
have  not  succeeded  in  obtaining  any  co-efficients  of  over  100  per 
cent.,  these  results  only  agree  with  the  old  axiom,  that  "a  part  can- 
not be  greater  than  the  whole." 

It  will  be  seen  that  the  "rawhide"  belt,  as  well  as  the  cotton 
and  leather  belt,  gave  co-efficients  of  over  50  per  cent,  and  the 
writer  is  of  the  opinion  that  the  new  leather  belt  would  have  reached 
50  per  cent,  had  it  been  well  oiled  and  flexible,  as  it  might  become 
jifter  six  months'  use.  It  had  been  kept  some  time  in  a  warm 
dry  room,  and  was  rather  stiff,  and  does  not  seem  to  have  given 
the  power  w^iich  it  ought.  It  certainly  was  in  no  wise  stretched 
or  injured  in  the  experiments. 

In  a  little  volume  which  the  writer  published  a  few  yearg 
since,*  he  endeavored  to  haimonize  a  number  of  rules  given  by 

*  Mnnnnl  of  Poxcer  for  Macldues,  i<hnfts,  and  Bdti.    D.  AppletoD  &  Co. 

N.  Y..  1«70. 
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different  parties,  for  determining  the  width  and  horse-power  of 
belts,  all  using  as  »  factor  the  amount  of  surface  contact.     Sub- 
sequent experiments  of  his  own,  which  were  reported  at  the  Hart- 
ford meeting  of  this  Society,*  in  the  spring  of  1881,  finally  eon- 
Tinced  him  that  the  extent  of  surface  had  nothing  to  do  with  the 
joaatter,  and  that  the  "  arc  of  contact "  was  the  only  factor  to  be 
considered,  and  that  with  an  assumed  co-efficient  of  friction  of  50 
j)er  cent.,  the  following  formula  might  be  safely  adopted. 

This  only  requires  the  initial  knowledge  of  the  tension  with 
^which  the  belt  is  put  on,  and  which  may  vary  from  330  to  350  lbs. 
pier  sq.  in.  of  belt  section.  "With  the  exception  of  this  change  in 
formula,  the  writer  sees  no  reason  to  change  any  of  the  views  or 
tables  expressed  or  published  in  the  aforesaid  "  Manual  of  Power," 
&8  these  tests  fully  confirm  them  and  show  a  much  greater  power 
obtainable  from  a  single  belt  than  that  deduced  by  Mr.  Lewis  from 
"Mr.  Nagle's  theoretical  formula. 

The  proposed  formula  is  as  follows : 

^^. ,  ,  .    .    ^  No.  HP.  X  33000  X  180^ 

Width  m  mcjies  =  ^el.  in  ft.  )       J  strain  in  lbs.    ) ' " 

per  min.    )   ^  \  per  inch  width  f  ^  ^^^  ^^  ^^°^- 

and 

p-p  _  vel.  in  ft.  X  strain  per  in.  x  width  X  arc  of  contact 
• "  33000  X  180°  '\ 

'V^ith  the  strain  known,  or  assumed,  these  results  are  easily  attain- 
able. 

Agreeing  fully  with  the  views  expressed  by  various  gentlemen 
^t  the  Chicago  meeting,  that  there  is  yet  a  good  deal  more  to  be 
*^amed  about  this  matter,  I  have  made  this  paper  as  full  as  possible 
^^f  the  facts  regarding  the  experiments,  on  which  Mr.  Underwood 
^^d  I  have  spent  many  weeks,  leaving  the  matter  open  for  any  one 
^^  deduce  as  many  theories  as  possible.  The  results  fairly  prove 
^^e  great  driving  capacity  of  that  style  of  belt  to  test  which  these 
ials  were  planned. 


*  Trans.  A.  S.  M.  E.,  Vol.  II.,  p.  224. 
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TABLE  I. 

RMord  of  BoltTi^Btsat  Underivnod  MTftCo.'H  Shop,  TollMd,  Canii..I>e«inber 

15,1886.   Onpoldleittht«rl>e1tingO'idonler,3  in.  wMp.^in.  thick.  SI  ft.  3  In.  lonff. 

VViiglii,  6J  Ills. ;  Mtrain  on  leli  not  isken ;  stretched  to  aifl.  4\"  ;  iron  palleya, 

crowned  ,',;  inch. 


One  new  2-p1;  cotton  leather  belt,  8  in.  wide,  31  ft.  3  in.  long ;  weight,  7]  Iba.  ; 
i"  thick,  ]iut  on  with  strftln  (not  takeu)  ;  stretched  to  SI  ft.  4i".     Inm  pulI«jB, 


LI  1,1. 
on  brake. 

Bl.m. 

HP. 

drlvt'r. 

m>. 

Ft.  per  m. 

a' 

Coetl. 

Ft  perm. 

8i> 

117. C 

8.53 

117.6 

0 

TH9 

680 

Hr, 

117,8 

4.13 

0 

7311 1 

. 

40 

4.46 

S.63? 

7;j!i  1 

6W 

W 

1(K) 

4.l).i 

7.31 

Tijfif 

4J8 

GO 

1011.3 

5.35 

8.a.i 

T:!B? 

■3 

B.ao 

30  f 

730! 

'^ 

823 

Bi'lt  slipped  oil  pnileys.  Main  hflt  probaMj  slipped  aJso.  Speed  of 
drivliig'-Khaft  anccriaiD.  Thcac  two  belts  were  |iat  on  to  tiy  the  working 
of  the  brake,  were  cut  the  eaiue  length,  and  thrown  on  to  pnlleje  with- 
out weighing  tension. 


TABLE  II. 

Reconl  of  Belt  Testa  at  Underwood  M'fg  Co.,  Tolland,  Coon.,   December  Id, 

1B86.     One  fi-ply  cotton  leather  b^lt.  31  ft.  2"  long,  5"  wide,  -ft"  tWok,  1«  lbs., 

HtretrhnI  tn  ill'  i\",  nitli  strain  of  380  !bs.,  76  lbs.  per  In.   Iroa  pulleys,  crowned 

Ve  i"eh. 


Lhj. 

Itpm. 

liP. 

Slip. 

Ft,  lietl 

SKS- 

-w,- 

lao 

Mellon. 

per  la. 

™ 

6 

120 

0 

754 

760 

.845 

OSS 

no 

130 

7.20 

120 

0 

7.H 

700 

117.6 

lis. ft 

8.77 

117,0 

1.80 

80 

lis. 5 

0,20 

117.6 

i,;io 

7811 

7B0 

.Ml 

403 

t« 

113. a 

O.flfi 

115 

1.70 

725 

TOO 

.570 

877 

00 

IIIU 

0  81 

118 

3,r>-t 

697 

760 

!lrt.3 

109 

0.80 

110 

H->.2 

f),02 

lOo 

31.  S 

6H3 

790 

.SB8 

844 

o  slip  alao,  and  the  speed  of 
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December  30,  1886.      Same  belt  with  same  teDsion,  on  Dodge's  wooden  pulleys 
crowned  i  inch. 


CoeflT. 

Belt 

Lb9. 
on  brake. 

Rpm. 

H.P. 

Rev. 
driver. 

Slip. 

Ft.  belt 
per  min. 

7»i  +  T^t 

eflfcl 

or 
friction. 

Ft.  perm, 
to  HP. 
per  in. 

80 

120 

8.60 

120 

0 

754 

760 

.207 

1,047 

40 

120 

4.80 

120 

0 

754 

760 

.276 

785 

50 

120 

6 

120 

0 

754 

760 

.845 

628 

60 

117.6 

7.05 

117.6 

0 

789 

760 

.415 

524 

70 

117.6 

8.21 

117.6 

0 

789 

760 

.488 

450 

80 

117.6 

0.32 

117.6 

0 

789 

760 

.548 

896 

90 

113.2 

10.19 

113.2 

0 

711 

760 

.622 

848 

100 

100 

10 

• 

115.4 

18^ 

725 

760 

.600 

862 

Belt  still  on  pullevs,  but  test  stopped  on  account  of  evident  loss  of  power  by 


TABLE  III. 

Record  of  Belt  Tests  at  Underwood  M*f'g  Co.     Same  5"  belt  reported  in  Table 
T.  on  iron  pulleys,  with  strain  of  584  lbs.  =  117  lbs.  per  inch,  January  6,  1887. 


• 

Ft.  belt 

Lbs. 
o»a  brake. 

Rpm. 

HP. 

Rpm. 
driver. 

Slip. 

Ft.  belt 
per  min. 

r»  +  r«. 

Coefl. 
effect. 

per  min. 
per  HP. 

« 

perl  inch. 

50 

120 

6 

120 

0 

754 

1,168 

.225 

628 

60 

120 

7.20 

120 

0 

754 

1,168 

.266 

524 

70 

117.6 

8.23 

117.6 

0 

789 

1,168 

.815 

449 

80 

117.6 

9.41 

117.6 

0 

789 

1,168 

.860 

892 

90 

1143 

10.29 

114.3 

0 

718 

1,168 

.405 

848 

100 

111 

11.10 

112.2 

1.08 

704 

1,168 

.444 

817 

-110 

109 

12 

112.2 

2.8f» 

704 
69f 

1,168 

.480 

298 

120 

105.8 

12.68 

111.6 

5.65 

1,168 

.511 

277 

125 

1 

100 

12.50 

112 

10.75 

704 

1,168 

.500' 

280 

Stopped  test  in  good  order  from  loss  of  power. 

Same  belt.    January  5, 1887.    Same  strain,  increased  speed  from  46"  iron  pnlley 
driving-shaft. 


Xb8. 
brake. 


40 
50 
l»S 
60 
70 
^ 
90* 

loo 

110 

115 

120 

125 

130 


Rpm. 


280.8 

226.4 

222.2 

214.3 

214.3 

210.5 

206.9 

200 

200 

200 

200 

196.7 

184.6 


HP. 


9.28 
11.82 
12.22 
12.86 
15 

16.84 
18.62 
20 
22 
23 
24 

24.59 
24. 


Rpm. 
driver. 

Slip. 

120 

0 

117.7 

0 

115.5 

0 

111.5 

0 

111.5 

0 

109.7 

0 

108 

0 

106 

1.50 

106 

1.50 

106 

1.50 

106 

1.50 

106 

3.10 

101.5 

5.50 

Ft.  belt 
per  min. 


1,445 
1,417 
1.891 
1.848 
1,848 
1.321 
1,301 
1,276 
1.276 
1,276 
1,276 
1,276 
1,2",>2 


Ti  +  T*. 


1,168 
1,168 
1,168 
1,168 
1,168 
1,168 
1,168 
1.168 
1.168 
1,168 
1,168 
1,168 
1,168 


Coefl 
effect. 


.180 
.224 
.248 
.270 
.815 
.860 
.404 
.441 
.487 
.509 
.5:31 
.544 
.  5.*;5 


Ft.  belt 

per  min. 

per  HP. 

perl  inch. 


783 
626 
569 
522 

448 
892 
349 
319 
290 
277 
266 
255 
254 


Stopped  in  good  order,  but  power  reduced  beyond  maximum,  from  over-loaded 

engine, 

*  Raised  higher  steam  in  boilers. 
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TABLE  IV. 

Record  of  Belt  Tests  contiDucd  on  iron  pulleys.  Best  quality  i 
Leather  Belt,  12"  wide,  i"  thick,  weight  34^  lbs.,  cut  81  ft.  long,  stretefa 
inches,  with  520  lbs.  strain ;  2  iuphea  added  to  make  length  81  ft.  41".  { 
=  48i  lbs.  per  inch.    December  16,  1886. 


Lbs. 
on  brake. 

Rpm. 

HP. 

Rev. 
driver. 

Slip. 

Belt. 
Ft.  per  min. 

Ti  +  5P«. 

•Coeff. 
eSect. 

Be 

pel 
per 

50 
60 
70 
80 

''113.2 
111 
101.7 
81 

5.6,'5 
6.6« 
7.14 
6.96 

120? 
120? 
120? 
120? 

? 
? 
? 
? 

754? 
754? 
754? 
754? 

1,040 
1,040 
1.040 
.1,040 

.285? 
.886? 
.428? 
.851 

1,^ 
l.J 

85      Belt  slipped  off.   Tension  too  light  to  give  any  result  of  value.    Mail 
also  slipped,  and  8  inches  were  cut  out  of  that. 

Decembi^i;  21, 1886.     Same  belt  repeated  with  strain  increased  to  750  11 
62J  lbs.  per  inch.     2"  previously  laced  in,  and  2}  in.  more,  cut  out. 


Lbs. 
on  brake. 

Rpm. 

HP. 

Driver 

rev.  per 

min. 

Slip. 

50 

112 

5.60 

112 

0 

60 

112 

6.72 

112 

0 

70 

111 

7.77 

111 

0 

80 

109 

8.72 

111 

1.80^ 

90 

107.2 

9.65 

110 

2.55 

100 

103.4 

10.84 

109 

5.14 

110 

101.2 

11.12 

108.8 

7 

120 

97 

11.64 

108.4 

10.5 

125 

87 

10.87 

1#5.2 

17.8 

Belt  ft. 
per  min. 


704  1,500         .175        1.. 

704  1,500  .210  1,; 
697  1,500  .246  1,< 
697 
691 
685 
684 
680 
662 
180       Belt  slipped  off  pulleys.     Strain  evidently  too  light  to  get  power  ol 


7^1  ^7T« 

Coeff. 
effect. 

1,500 

.175 

1,500 

.210 

1,500 

.246 

1,500 

.275 

1,600 

.807 

1,500 

.882 

1.500 

.867 

1,500 

.877 

1,500 

.861 

Ft, 
pel 

.P« 


TABLE  V. 
Record  of  Belt  Tests  continued,  December  21,  1886.     12"  Belt  continued, 
strain  of  1,000  lbs.  =  88^  lbs.  per  inch,  2^  inches  cut  out  to  butt,  g^in  s; 
pulley. 


Lbs. 
on  brake. 


50 

60 

70 

80 

90 

100 

110 

120 

130 

140 

145 

150 

160 

165 


Rpm. 


115.4 

115.4 

113.2 

111 

160 

100 

107.2 

106.2 

102 

100 
98.4  ' 
95.25 
1)2.3  I 
87 


5.75 

6.90 

7.92 

8.88 

9.90 

10.90 

11.79 

12  50 

i:j.26 

14.00 

14.27 

14.29 

14.77 

14.35 


Rev. 
driver. 

Slip. 

115.4 

0 

115.4 

0 

113.2 

0 

111 

0 

111 

l.OOj? 

111 

1.96 

111 

2.91 

110.4 

8.85 

108 

5.66 

108 

7.41 

107 

8.25 

105.7 

10.00 

ia5 

13.00 

114 

17.3 

Ft.  belt 
per  min. 


725 
725 
711 
697 
697 
697 
697 
698 
679 
679 
672 
663 
660 
717 


r»-f  r». 

Ctoeff. 
effect. 

2,000 

.181 

2,1.00 

.157 

2,000 

.161 

2,000 

.214 

2,000 

.284 

2,000 

.258 

2,000 

.280 

2,000 

.800 

2,000 

.822 

2,000 

.840 

2,000 

.850 

2,000 

.855 

2,000 

.869 

2,000 

.880 

Bel 
ml 
HI 


1. 
1. 
1. 


Stoi)pfd  on  account  of  extreme  slip. 
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December  SB,  1886.     Same  belt  reversed,  fle>h  ild«  to  pullef. 


o.*^ 

.,.., 

„. 

Rev. 

driver. 

Slip. 

Ft.  belt 
permln. 

ri  +  r*. 

-oeff. 

■Beet. 

"1^? 

75 

115,4. 

8.6S 

115.4 

0 

725 

196 

1,009 

114.3 

9.14 

8S 

118.2 

9.62 

118,2 

0 

711 

2.000 

238 

887 

» 

113.1 

10.09 

iia.i 

0 

704 

286 

887 

100 

111 

11.11 

111 

0 

697 

■3,000 

263 

753 

110 

la.io 

no 

0 

691 

2.000 

m) 

685 

130 

109 

18.08 

109 

685 

HIS 

637 

180 

107.1 

18.9a 

107.1 

672 

2.000 

M2 

580 

140 

106.8 

14.67 

loe 

667 

R6fl 

588 

150 

106.3 

100 

667 

2.000 

502 

105.8 

16.86 

105.3 

663 

2.0O0 

m 

478 

170 

belt  Blip 

ed  trom 

pQllefB  without  preTiouB  namitigof  slip. 

on  bnks. 

Bpm, 

„. 

Hev 

Sllp- 

■pcrmin. 

^  +  ^-  ^^: 

Bellft.pet 

80 

120 

9.60 

130 

0 

754 

2.000 

310 

943 

90 

130 

10.80 

130 

0 

754 

S.OOO 

•JM 

100 

U8.8 

11.88 

118.8 

0 

746 

2,000 

irm 

763 

110 

117.8 

12.94 

117.6 

0 

739 

3.000 

389 

685 

130 

117.6 

117.6 

0 

789 

3.000 

Hl« 

633 

180 

117.0 

IS. 29 

0 

739 

S.OOO 

341 

140 

118.2 

13.85 

118.8 

4.61 

746 

2,000 

8.11 

565 

150 

105.8 

lie  0 

11V76 

740 

3.000 

m;i 

563 

160 

" 

14.88 

113-5 

17. as 

700 

a.iioo 

848 

S69 

Stopped  on  aocoaDt  of  Iohh  of  power  from  Blip,  belt  slill  on  pulleys. 


Zielt  Teitta  continued.  January  3.  1887.  Same  Belt,  cut  down  lo  Bj["  width,  but 
l«c«d  in  same  boles  aa  last  teal,  giviiigapparent  strain  of  1,000  lbs.  orllT.Slba. 
**^«"  inch.     Dodge's  wooden  pnllfys,  crowued  i  inch. 


.■-A. 

Rpm. 

HP. 

Rev. 

driver. 

.,,., 

Fi.  b*il 
permln. 

Ti*  T*. 

Coctf. 
ettecl. 

FLbeltper 
min,  tol 
IlP.perln. 

SO 

117.6 

5.88 

117.6 

0 

780 

3,000 

.131 

1,508 

eo 

117.6 

7.15 

117.6 

0 

739 

2.0O0 

.160 

1,340 

70 

117,6 

8.28 

117,6 

0 

789 

2.000 

.184 

1,077 

114.3 

9.14 

0 

718 

2,000 

.210 

»o 

H3.3 

10.19 

113,3 

0 

711 

3,000 

.237 

887 

109 

10.  DO 

110.3 

1,00 

093 

2.000 

.360 

763 

107.3 

11.78 

111,4 

3.77 

699 

2,000 

.280 

711 

642      comfabjltive  talde  of  diffebent  eindb  of  BSLTUra. 


Jannarj  4.    Same  belt,  same  Btraiii,  rrpMittK)  on  paper  pallejs,  from  W 
lionse,  Churcli,  Kerr  &  Co.,  crowned  J  inch. 


o.'b'S^ 

Kpm. 

HP. 

^^. 

Slip. 

ss 

^'  <■  ^     ^L 

H 

60 

130 

6 

130 

0 

754 

2,000 

iin 

ISO 

130 

0 

754 

2.000 

i.ts 

TO 

118.8 

8.32 

118.8 

0 

746 

2,0(» 

1«4 

S 

117.0 

9.41 

117.6 

0 

789 

a.ooo 

Dill 

iie.n 

10.48 

116.5 

lis. 4 

11.54 

113.4 

0 

735 

110 

1W.4 

12.69 

115.4 

0 

726 

2,000 

!m 

120 

114.3 

13.72 

114.3 

0 

718 

3,000 

180 

113.  S 

14.72 

iia.2 

0 

711 

3.000 

»41 

140 

11-2.1 

113.1 

0 

110 

10. 5 

111.2 

1.09 

697 

160 

108 

17.28 

1125 

4.00 

707 

2,000 

4M 

170     Slipped  off  |iullc;a. 


Belt  TestB  continned,  December  18,  1886.  4-pl7  Belt,  12"  wide,  -^" 
weight  4U  lbs.,  81  ft.  long.  Streichvd  18)  incbrs,  with  atnia  of  590  Ibe 
lbs.  per  inch.    Cut  out  9"  to  bait  at  31  ft.  4^".    Iron  pnlleja. 


Lba. 
OD  bnke. 

Hpm. 

.P. 

driver. 

Slip. 

Ft,  belt 
pormln. 

t>*t: 

S^ 

P 

B 

60 

120 

7,30 

120 

0 

754 

1,040 

.808 

70 

115.4 

8.05 

116 

0.5 

729 

1.040 

.860 

75 

113.2 

8.40 

116 

3.40 

729 

1,040 

.l»9 

80 

105.4 

8.48 

115 

8.43 

722 

1,010 

.870 

85 

02.3 

7  85 

106 

13.9 

667 

1.040 

.874 

90 

belt  Blip 

Mdoffp 

illeys. 

LbB. 

Rpm. 

HP. 

7.06 

Rev. 

811p. 

^,^1 

T'^t: 

SKS: 

f 
S 

117.6 

0 

730 

1.BO0 

.910 

70 

115,4 

8.08 

115.4 

0 

785 

1.800 

.Mfi 

80 

100 

8.72 

115.0 

5.23 

733 

1,600 

.M6 

90 

105.3 

9.46 

111.8 

8.70 

698 

1.500 

.800 

100      Belt  slipped  ofi  pullejs. 


f 
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December  24,  1886.     Same  belt,  1,000  lbs.  strain  =  83^  lbs.  per  in.     3  io.  cut 
out  to  butt. 


Lb«. 
.  brake. 


60 

70 

80 

90 

100 

110 

120 

130 

135 


Rpm. 

HP. 

Rev. 

driver. 

Slip. 

120 

7.20 

120 

0 

120 

8.40 

120 

0 

117.6 

9.41 

117.6 

0 

116.5 

10.48 

116.5 

0 

115.4 

11.54 

116.5 

^% 

111.0 

12.21 

115.5 

3.90 

100.0 

13.08 

114.5 

4.80 

101.7 

13.22 

113 

10.00 

Belt  slipped  off  pulleys. 


Ft.  belt 
per  min. 


754 
754 
789 
732 
782 
725 
718 
711 


7^  +  T*. 

Coeff. 
effect. 

2.000 

.157 

2,000 

.184 

2,000 

.210 

2.000 

.236 

2,000 

.260 

2,000 

.277 

2,000 

.300 

2,000 

.307 

Ft.beltper 

min.  to  1 . 

HP.perin. 


1,256 
1,077 
982 
838 
761 
712 
659 
645 


Haying  stretclied  tliis  belt  fromtlie  beginning  18^  in.,  the  tests  were  carried  no 
rther. 


TABLE  VIIL 
Belt  Tests  continued,  December   18,    1886. 


Link  Belt.       12"   wide, 

LgiDally  30  ft.  10"  lonjr.  Weighed  196  lbs.  Shrunk  in  shoR  to  178  lbs.  and 
so  mnch  in  length  that  8  inches  had  to  be  added  to  make  it  meet,  at  31  ft.  4^", 
^''ith  strain  of  750  lbs.,  \i  in.  thick.     Iron  pulleys. 


Ft.  belt 

XL.1^8.  on 

larake. 

Rpm. 

HP. 

Rev. 
driver. 

Slip. 

Ft.  belt 
per  min. 

Ti  +  T». 

Coeff. 
effect. 

per  min. 
per  HP. 

per  in. 

50 

120 

6.0 

120 

0 

754 

1,500 

.175 

1,508 

60 

115.4 

6.90 

118 

2.20 

740 

1,500 

.205 

1,287 

70 

111 

7.77 

117 

5.13 

735 

1,500 

.232 

1,135 

75 

107.2 

8.01 

116 

7.59 

729 

1,500 

.242 

1,092 

80 

104.5 

8.84 

116 

9.91 

729 

U500 

.251 

1.049 

85 

88 

7.48 

116 

24 

729 

1,500 

.222 

1,170 

Stopped  from  excess  of  slip,  and  fear  of  shaking  down  the  main  shaft,  which 
afterward  strongly  braced,  as  shown  in  illustration,  and  all  its  bolts  tightened. 


l^ecember  29,  1886.*    Same  belt  repeated  with  1,000  lbs.  strain,  or  83^  lbs.  per 
*'^-,  in  putting  on  which  a  link  was  taken  out,  or  1-iV  inch. 


^^.  on 
*>rake. 


€0 
70 
80 

^10 

xso 

^QO 
^^0 

a.=io 


Rpm. 

HP. 

Rev. 
driver. 

Slip. 

120 

6 

120 

0 

117.6 

7.05 

117.6 

0 

116.5 

8.15 

116.5 

0 

115.4 

9.23 

115.4 

0 

118.2 

10.19 

113.2 

0 

112.1 

11.20 

112.1 

109.0 

11.99 

110.2 

H 

108.0 

12.97 

110.0 

1.73 

105.2 

13.71 

109.5 

3.93 

100.0 

14 

107:0 

6.54 

92.0 

13.80 

106.0 

13.3 

Ft.  belt 
per  min. 


754 
789 
732 
725 
711 
704 
692 
691 
687 
672 
667 


r»4-^ 

Coeff. 
effect. 

2,000 

.131 

2.000 

.157 

2.000 

.183 

2,000 

.210 

2,000 

.236 

2.000 

.262 

2,000 

.285 

2,000 

.309 

2,000 

.330 

2,000 

.344 

2,000 

.341 

Ft.  belt 

per  min. 

per  HP. 

per  in. 


1,508 
1,258 
1,077 
942 
837 
754 
693 
639 
601 
576 
580 


^tr'lt  clipped   very  badly,    but  could   not  slip  off,   but  burnt  against   beam 
^  F>p(»rting  hanger. 
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TABLE  IX. 
Belt  Tests  continued,  December  20. 1886. 


Belt,  canTns,  painted  slate 

color,  12"  wide,  ^\  thick,  81  lbs.,  cut  81  ft.  2"  long,  4-ply,  stretched  7J  inches 
with  520  lbs.,  or  48^  lbs.  per  in.  5^  inches  cut  out  to  butt  at  81  ft.  4^".  Iron 
pulleys. 


1 
1 

1 

1 

Ft.  belt 

Lb8.  on 
brake. 

Rpm. 

HP. 

Rev. 
driver. 

Slip. 

Ft.  belt 
per  miu. 

Ij*!  _|_  7*1 

Coeff. 
effect. 

per  mlD. 
per  HP. 
for  1  in. 

20 

120 

2.40 

120 

0 

754 

1,040 

.101 

3,770 

25 

117.6 

2.94 

119 

1A7% 

747 

1,040 

.125 

8,048 

80 

115.4 

8.46 

119 

3.00 

747 

1.040 

.147 

2,690 

85 

118.2 

8.96 

119 

4.86 

747 

1,040 

.168 

2,263 

40 

118.2 

4.53 

119 

4.86 

747      . 

1.040 

.192 

1,980 

45 

111 

5.00 

119 

6.72 

747      1 

1,040 

.212 

1,795 

50 

Slipped 

off  pulle] 

rs. 

December  25,  1886.     Same  belt  strained  to  750  lbs.,  or  62.5  lbs.  per  incli.     8 
inches  more  cut  out. 


Lbs.  on 
brake. 


40 

50 

60 

70 

80 

90 

100 

110 

115 

120 

125 


!    Rpm. 

HP. 

125 

5.00 

122.45 

6.225 

122.45 

7.85 

122.45 

8.57 

120.00 

9.60 

120.00 

10.80 

■117.6 

11.76 

117.6 

12.94 

1  115.4 

13.27 

1  112.00 

18.25 

Rev. 
driver. 


125.0 

122.45 

122.45 

122.45 

120.0 

120.0 

117.6 

117.6 

115.4 

115.4 


Slipped  off  pulleys. 


Slip. 


0 
0 
0 
0 
0 
0 
0 
0 
0 
2.68 


Ft.  belt 
per  min. 


791 
769 
769 
769 
7M 
754 
789 
789 
725 
725 


Ti  +  T* 


1,500 
1,600 
1,500 
1,500 
1.500 
1,500 
1,500 
1,500 
1.500 
1.500 


Coeff. 
effect. 


.189 
.178 
.210 
.245 
.280 
.815 
.850 
.885 
.402 
.401 


Ft  belt 
per  min. 

?er  HP. 
or  1  in. 


1,898 

1,482 

1.255 

1,102 

942 

888 

754 

685 

656 

656 


December  25, 1886.     Same  belt  strained  lo  1,000  lbs.,  or  83^  lbs.  per  inch.    2 
inches  more  cut  out. 


Lb8.  on 
brake. 


80 
90 
100 
110 
120 
130 
140 
150 
155 
1(30 
105 


Rpm. 


HP. 


120 

9.60 

120 

10.80 

117.0 

11.76 

115.4 

12.65 

114.3 

13.72 

118.2 

14.72 

112 

15.70 

111 

10.65    i 

110 

17.05 

108 

17.28 

Slipped 

off  pulley 

Rev. 
driver. 


120 

120 

117.6 

115.4 

114.8 

118.2 

112 

111 

110.5 

114.5 


Slip. 


0 

0 

0 

0 

0 

0 

0 

0 

0.49;^ 

5.71 


Ft.  belt 
per  min.   | 


754 
754 
789 
725 
718 
711 
704 
697 
694 
719 


T*  -i-  T* 


Coeff. 
effect. 


2.000 

.210 

2,000 

.286 

2,000 

.262 

2.000 

.287 

2.000 

.815 

2,000 

.841 

2,000 

.867 

2,000 

.894 

2,000 

.406 

2,000 

.899 

Ft  belt 

per  min. 

per  HP. 

for  1  In. 


943 
888 
754 
688 
628 
580 
588 
502 
488 
500 


Discontinued  tests  with  this  belt  for  want  of  time  to  try  on  other  palljBys. 
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TABLE  X. 

Belt  Tests  continued,  December  27,  1886.     8-ply  rubber  belt,  12"  wide,  A" 
rliick,  weight  87  lbs.,  81  feet  long  originally.     Cut  off  11^  inches  to  meet  at  81' 
",  520  lbs,  strain,  or  48^  lbs.  per  inch.     Iron  pulleyp. 


■ 

Ft.  belt 

T^be.  on 
brake. 

Rpm.          HP. 

Rev. 
driver. 

Slip. 

Ft.  belt, 
per  min. 

Ti  +  ra 

Coeff. 
effect. 

per  rain, 
per  1  HP. 

per  in. 

80 

120 

8.60 

120 

0 

754 

1,040 

.151 

2,518 

40 

120 

4.80 

120 

0 

754 

1,040 

.202 

1,885 

50 

120 

6.00 

120 

0 

754 

1,040 

.252 

1,508 

60 

117.6 

7.05 

117.5 

0 

789 

1,040 

.808 

1,258 

70 

115.4       8.07 

115.4 

0 

725 

1,040 

.854 

1,078 

75 

Belt  slipped  off  pulleys. 

I3ecember28,  1886.     Same  belt,  750  lbs.  strain,  or  62.5  lbs.  per  in.,  6  inches 
L^  out  to  butt. 


1 

Ft.  belt 

X^V»8.  on 

"t>r-ake. 

Rpm. 

HP. 

Rev. 
driver. 

Slip. 

Ft.  belt 
per  min. 

Ti  +  T* 

Coeff. 
effect. 

per    min. 

per  1  HP. 

per  In. 

no 

120 

6 

120 

0 

754 

1,500 

.175 

1,508 

eo 

117.6 

7.05 

117.6 

0 

789 

1,500 

.210 

1,258 

70 

116.5 

8.15 

116.5 

0 

782 

1,500 

.245 

1,078 

m 

115.4 

9.28 

115.4 

0 

725 

1,500 

.280 

942 

so 

115.4 

10.38 

115.4 

0 

725 

1.500 

.815 

887 

aoo 

115 

11.54 

115 

0 

722 

1,500 

.852 

751 

:iio 

118.2 

12.45 

118.2 

0 

711 

1,500 

.886 

685 

ISO 

111 

18.82 

111 

0 

697 

1,500 

.426 

627 

xso 

105 

18.68 

105 

0 

660 

1,500 

.456 

579 

1.40 

Belt  slipped  off 

pulleys. 

December  29,  1886.     Same  belt,  1,000  lbs.  strain  =  88i  lbs.  per  inch,  4  inches 
cat  out  to  butt. 


Ft.  belt 

y>»,  on 
«>«^BUce. 

Rpm. 

• 

HP. 

Rev. 
driver. 

SUp. 

Ft.  belt 
per  min. 

yi  ^  ya 

Coeff. 

effect. 

per  min. 

per  1  HP. 

per  in. 

50 

120 

6 

120 

0 

754 

2,000 

.121 

1,508 

60 

117.6 

7.05 

117.6 

0 

789 

2,000 

.157 

1,258 

70 

115.4 

8.06 

115.4 

0 

726 

2,000 

.188 

1,078 

80 

114.8 

9.14 

114.8 

0 

718 

2,000 

.210 

944 

90 

114.8 

10.29 

114.8 

0 

718 

2,000 

.287 

887 

loo 

114.8 

11.48 

114.8 

0 

718 

2,000 

.268 

754 

Uo 

113.2 

12.45 

113.2 

0 

711 

2,000 

.290 

685 

120 

113.2 

13.58 

113.2 

0 

711 

2,000 

.815 

628 

130 

112.1 

14.57 

112.1 

0 

704 

2,000 

.341 

580 

140 

111 

15.54 

111 

0 

697 

2,000 

.363 

538 

150 

109 

16.35 

109 

0 

685 

2,000 

.387 

508 

160 

109 

17.44 

109 

0 

685 

2,000 

.420 

471 

170 

106.7 

18.14 

106.7 

0 

670 

2,000 

.447 

448 

180 

103.4 

18.61 

103.4 

0 

650 

2,000 

.472 

419 

190 

Belt  sli] 

jped   off 

pulleys, 
slip  notic 

Rubber 

partially 

chafed  c 

)ff,   from 

evident 

■ 

over-stra 

lin.     Noi 

ed  until 

[)elt  flew  oi 

BE  finally. 
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TABLE  XI. 

Belt  Tests  continued,  December  16,  1886.  Rawhide  belt,  81  feet  long  ^" 
thick.  Weighed  29  lbs.  2  inches  added  to  butt,  with  strain  of  520  lbs.,  or  48" 
lbs.  per  inch,  at  31  feet  4|".     Iron  pulleys. 


Lbs. 
on  Brake. 


50 
80 

a5 

90 
05 


Rpm. 

HP. 

Rev. 
driver. 

Slip. 

Ft.  belt 
per  min. 

120 

6.00 

120 

0 

754 

117.6 

7.06 

119 

i.m 

747 

115.4 

8.08 

118 

2.22 

740 

111 

8.88 

116 

4.31 

730 

109 

9.25 

115 

5.22 

725 

105.8 

9.48 

115 

8.43 

725 

Slipped  off  pulleys. 


1.040 
1.040 
1,040 
1,040 
1,040 
1,040 


.252 
.800 
.342 
.886 
.405 
.416 


Ft.belt  per 

min.  to  1 

HP.ptrln. 


1,508 

1,270 

1,100 

986 

810 

790 


December  22.  1886.     Same  belt.     750  lbs.  strain  =  62.5  lbs.  per  inch.     Lap  2  ' 
cut  2^"  =  4^  inches  cut  out  to  make  ends  butt 


Lbs. 
on  brake. 


50 

60 

70 

80 

90 

lOU 

110 

120 

180 

140 

150 

100 

16") 


Hpm. 


113.2 
118.2 
111 
111 
111 
111 
109 
107.2 
105.4 
104.5 
108.5 
101.7 
Slipped 


HP. 


5.65 
6.79 
7.77 
8.88 
10 

11.10 
12 

12.84 
13.69 
14.50 
15.52 
16.27 
off  pulley 


Rev. 
driver. 


Slip. 


113.2 
118.2 
111 
111 
111 
111 
111 
110 
109.4 
109.4 
108.8 
107.8 
8.     Speed 


0 

0 

0 

0 

0 

0 

1.90 

2.78 

8.74 

4.38 

4.70 

5.06 

very  si 


Ft.  l)elt 


Coeff. 


per  min.      ^  +  r*-  ^    effect. 


Ft.belt  per 
min.  to  1 
HP.per  in. 


711  1,500 

711  1,500 

697  1,500 

697  1.500 

697  1.500 

697  1.500 

697  1,500 

691  1,500 

685  1,500 

685  1.500 

681  1,500 

675  1,500 
ow  at  start. 


.175 
.210 
.248 
>  .283 
.314 
.858 
.882 
.409 
.440 
.466 
.502 
.530 


1,510 
1,256 

i^m 

942 
836 
758 
697 
646 
600 
567 
527 
500 


Deceml)er  22. 1886.     Same  belt  repeated  with  1,000  lbs.  strain  =  831  ibe.  per 
inch,  3i  inches  cut  out. 


Ll>8. 

on  brake. 


7.» 
80 

no 

100 

no 

120 
130 
140 
150 
♦160 
170 
180 
190 
200 
205 


Rpm. 

HP. 

m.2 

7.92 

111 

8.88 

111 

10 

111 

11.10 

110 

12.10 

109 

18.08 

107.1 

18.92 

1(>5.4 

14.74 

105.4 

15.79 

104  8 

16.69 

108.4 

17.58 

101.7 

18.31 

100 

19 

90 

18 

Slip. 


I  Ft.  belt       Ti  4-  T^ 
I  per  min.  i    ^    i"  -'  • 


CoefT.    \^^^lr7 


113.2 

111 

111 

111 

110 

109 

107.1 
105. 4 
106.4 
106. 4 
106.4 
106.4 
106.4 
118 


off  instantly. 


0 
0 
0 
0 
0 
0 
0 
0 
0 

2% 
2.82 
4.42 
5.66 
20^ 


711 
697 
697 
697 
691 
685 
678 
662 
662 
667 
667 
667 
667 
711 


2,000 
2.000 
2,000 
2,000 
2,000 
2.000 
2,«K)0 
2,000 
2.000 
2.000 
2.000 
2,000 
2.000 
2,000 


effect. 

• 

uaiii.  »w    I 

HP.per  in. 

.184 

477 

.212 

942 

.287 

886 

.2((3 

758 

.296 

685 

.815 

628 

.841 

580 

.867 

540 

.894 

503 

.413 

479 

.485 

455 

.458 

487 

.470 

421 

.417 

474 

Speed  Tery  slow  through  this  trial  as  well  as  last. 


*  Steam  raised  to  75  lbs.  at  boilen. 
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TABLE  XIL 

Belt  Tests  continued,  January  1,  1887.    Same  raw.hlde  belt  12"  wide,  laced  in 
old  holep,  on  wooden  pulleys. 


Lbs. 
OD  brake. 


yi  +  y« 


80  114.8  9.14  114.8  0  718  2.000  .210  943 

90  111  10  111  0  697  2,000  .286  886 

100  115.4  11.64  115.4  0  725  2.000  .262  767 

110  115.4  12.69  115.4  0  725  2,000  .288.  685 

120  114.8  18.72  114.8  0  718  2.000  .815  628 

180  118.2  14.72  113.2  0  711  2,000  .841  580 

140  118.2  15.85  118.2  0  711  2,000  .868  588 

150  118.2  16.98  118.2  0  7ll  2,000  .894  502 

160  118  18.08  118  0  710  2,000  .420  471 

170  111  18.88  111  0  697  2.000  .445  448 

180  110  39.80  110  0  691  2.000  .471  419 

♦180  118.2  20.87  116.6  2.9W  782  2,000  .469  481 

190  111  21.09  114.4  8  718  2,000  .485  409 

200  109  21.80  112.86  8  705  2,000  .610  888 

210  109  22.89  112.86  8  705  2.000  .686  869 

220  109  28.98  112.86  8  705  2,000  .561  862 

280  109  25.07  112.86  8  705  2,000  .587  887 

240  109  26.16  112.86  8  705  2.000  .612  828 

250  107.2  20.87  110.86  4.59  U98  2,000  .640  809 

260  Belt  slipped  off  pulleys,  and  exhausted  the  power  of  the  engrine  to  such 

an  extent  that  it  was  reduced  to  8i  inches  wide  for  further  trials. 


Ft.belt  per 
mln.  |)er  1 
HP.per  bL 


TABLE  XIIL 

Record  of  Belt  Tests  continued.  January  8,  1887.  Same  belt  cut  down  to  8i 
in.  wide,  re-te^ted  on  wooden  pulleys.  Laced  in  old  holes.  Strain  =  117.7  lbs. 
per  inch. 


Lbs*, 
on  brake. 

Rpm. 

HP. 

Rev. 

driver. 

• 

Slip. 

Ft.belt 
per  min. 

2*1  ^   ya 

Coeff. 
effect. 

Ft.bclr  per 
min.  per  1 
HP.per  in. 

80 

120 

9.60 

120 

0 

754 

2.000 

.210 

942 

90 

120 

10.80 

120 

0 

754 

2,000 

.240 

898 

100 

117.6 

11.76 

117.6 

0 

789 

2,000 

.262 

754 

110 

115.4 

12.69 

116.4 

0 

725 

2,000 

.289 

685 

120 

115.4 

18.76 

115.4 

0 

725 

2,000 

.812 

688 

180 

114.8 

14.86 

114.8 

0 

718 

2,000 

.842 

580 

140 

114.3 

16 

114.8 

0 

718 

2,000 

.868 

588 

150 

113.2 

16.98 

118.2 

0 

711 

2.000 

.894 

502 

160 

118 

18.08 

113 

0 

710 

2,000 

.420 

470 

170 

111 

18.87 

HI 

0 

697 

2,000 

.446 

448 

180 

111 

19.08 

111 

0 

697 

2.000 

ATS 

419 

190 

111 

21.09 

111 

0 

697 

2.000 

.500 

896 

200 

110 

22 

110 

0 

691 

2,000 

.525 

877 

210     Slipped  off  pulleys,  probably  oter-strained 
pow.r  on  the  next  one,  and  when  weighed 
was  found  to  be  reduced  to  660  lbs.,  or  77 
Btretched  Ij  inches. 


in  thifl  test,  as  it 
at  end  of  that  ttst, 
.7  lbs.  per  inch,  an 


jrave  less 
the  strain 
d  to  have 


Got  up  higher  steam. 
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Januaiy  4,  1887.     Same  belt  repeated  on  paper  pulleys. 


Lbs. 
on  Drake. 

Rpm. 

90 

122.4 

100 

121.2 

110 

120 

120 

120 

180 

118.8 

140 

117.6 

160 

115.4 

160 


HP. 


11.02 

12.12 

18.20 

14.40 

15.44 

16.46 

17.81 
Belt  slipped  off  puUeyB. 
lbs.,  or  77.7  lbs.  per  inch. 


Rev. 

Slip. 

Ft.  belt 

driver. 

per  min. 

122.4 

0 

769 

121.2 

0 

761 

120 

0 

754 

120 

0 

754 

118.8 

0 

746 

117.6 

0 

789 

117.6 

1.87^ 

739 

r»  +  r* 


l.32to? 

1,820 
1,820 
1,820 
1,820 
1,820 
1,820 


.858? 

.898 

.488 

.477 

.617 

.557 

.686 


Fi 
m 

h: 


Tension  taken  as  weighed  at  end  of  tc 


TABLE   XIV. 

Belt  Tests  continued,  December  18,  1886.  One  plain  cotton  canvas  be 
as  received,  12"  wide,  2H  ii>s.,  -f^"  thick.  Iron  pulleys,  cut  80  feet  8' 
Stretched  13i"  with  520  lbs.  strain,  or  434  lbs.  per  inch. 


Lbs.  on 
brake. 


80 
85 
40 
45 
60 


Rpm. 


120 
120 
120 
115.4 


HP. 


8.60 
4.20 
4.80 
5.17 


Belt  slipped  off  palleys. 


Rev. 
driver. 

Slip. 

120 
120 
120 
120 

0 
0 
0 
8.88 

Ft.  belt 
per  min. 


754 
754 
754 
754 


r»-f  r« 

Coeff. 
effect. 

1,040 
1,040 
1,040 
1,040 

.151 
.177 
.202 
.217 

1 


December  20,  1886.    Same  belt,  sized  and  prepared  for  lining. 


LbB.  on 
brake. 


20 
26 
80 
85 
40 
45 


Rpm. 

HP. 

Rev. 
driver. 

Slip. 

120 

2.40 

120 

0 

117.6 

2.95 

120 

1.66 

115.4 

3.45 

120 

4 

115 

3.69 

120 

4 

109 

4.44 

120 

9.17 

Belt  slipped  off  pulleys. 


Ft.  belt 
per  min. 

T^  +  T* 

Coeff. 
effect. 

754 

1,040 

.101 

754 

1,040 

.124 

754 

1.040 

.146 

764 

1,040 

.155 

754 

1,040 

.187 

] 
p 
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December  21.    Same  belt,  1,000  lbs.  strain.    2i"  cut  out. 


Lbn.  on 
brake. 


80 

40 

60 

55 

60 

70 

75 

60 

85 

90 

95 

100 

105 

110 


Rpm. 

HP. 

Rev. 
driver. 

Slip. 

120 

8.60 

120 

0 

117.6 

4.72 

117.6 

0 

115 

5.76 

117.0 

0 

114.5 

6.30 

117 

2.18^ 

113.6 

6.79 

115.5 

1.64 

113.2 

7.38 

115.5 

2% 

112 

8.40 

115.5 

8 

111 

8.88 

115.5 

3.89 

110 

9.35 

115 

4.35 

109 

9.81 

114.5 

4.80 

106.7 

10.14 

114.5 

6.83 

108.5 

10.85 

113.8 

9.05 

90.8 

9.16 

112.6 

17.38 

Ft.  belt 
per  min. 


754 
739 
789 
735 
725 
726 
726 
725 
722 
718 
718 
711 
708 


7»i  ^  7»9 


fielt  slipped  off  pulleys. 


2,000 
2,000 
2,000 
2,000 
2,000 
2,000 
2,000 
2,000 
2,0U0 
2,000 
2,000 
2,000 
2,000 


Coeff. 
effect. 


.079 
.104 
.128 
.142 
.154 
.168 
.191 
.202 
.214 
.225 
.233 
.240 
.213 


Ft.  belt 

permiii. 

per  1  HP. 

per  in. 


2,514 

1,880 

1,542 

1,400 

1,281 

1,179 

1,036 

980 

926 

879 

849 

827 

927 


TABLE  XV. 
3elt  Te  ts  continued,  December  17,  1886.     One  12"  cotton-leatber  belt,  4-pl7, 
'-^  lbs.,  cm  81  feet,  2"  long.    Stretched  with  520  lbs.  strain,  or  43i  lbs.  per  inch, 
inches,  or  to  31  feet  4i",  on  iron  puUejs. 


^)8.  on 
e. 


80 

90 
LOO 
.05 

10 
.15 

20 
25 


Rpm. 

HP. 

Rev. 
driver. 

Slip. 

120 

9.60 

120 

0 

120 

10.80 

120 

0 

118.2 

11.32 

116.6 

2.90^ 

111 

11.65 

115.5 

3  90 

107.2 

11  79 

111.6 

5.63 

If  "5. 3 

12.10 

115.8 

9.07 

103.4 

12.4 

119 

12.94 

Ft.  belt 
peruiin. 


754 
764 
732 
726 
725 
725 
747 


Belt  slipped  off  pulleys. 


r»  +  r« 

Coeff. 
effect. 

1,040 

.404 

1,040 

.454 

1.040 

.490 

1,040 

.511 

1,040 

.517 

1,040 

.530 

1,040 

.528 

Ft.  per 

min.  per 

HP.  for  1 

in. 


942 
838 
776 
747 
738 
719 
723 


XDecember  28, 1886.    Same  belt,  750  lbs.  strain,  or  62i  lbs.  per  inch.      Cut  out 
^i    Inches  to  butt.  • 

Ft.  per 

Ft.  belt      mi  I   7TS      Coeff.       min  per 

per  min.      ■'    t  -«        effect.        HP.  per 

in. 


80 
«0 

xoo 
ixo 
x% 

lao 

1-40 
1-50 

xto 

>B0 


Rpm. 

HP. 

Rev. 
driver. 

Slip. 

120 

9.60 

120 

0 

120 

10.80 

120 

0 

118.8 

11.88 

119 

0 

117.6 

12.94 

119 

1.10 

116.5 

18.98 

118.8 

1.10 

116.4 

15 

117.7 

1.96 

113.2 

15.85 

110.6 

2.91 

111.1 

16.67 

115.5 

3.81 

109 

17.44 

114.5 

4.80 

105 

17.9 

112.6 

6.48 

10-2.5 

18  45 

110.8 

7.49 

100 

19 

114 

12.80 

97 

19.40 

113.2 

14.8 

89 

18.79 

111 

19.87 

754 
754 

747 
747 
746 
739 
732 
725 
718 
708 
695 
717 
711 
697 


1 

Coeff. 
effect. 

1,500 

.280 

1,500 

.814 

1,500 

.350 

1,500 

.380 

1,500 

.412 

1,500 

.446 

1,500 

.479 

1,500 

.505 

1,500 

.535 

1,500 

.550 

1.500 

.584 

1,500 

.583 

1,500 

.600 

1,500 

.593 

942 
888 
754 
693 
640 
590 
554 
5i2 
494 
474 
452 
453 
440 
444 


pped  for  excess  in  slip  and  loss  of  speed.    Belt  still  on  pulleys. 

36 
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TABLE   SVI. 


BpU  Tests  continued,  Dert^mbcr  2:{,  1680.     Same  13"  cotton-leatbec  belt  on  Iron 
pullej9.     1,000  lbs.  Blraiu,  or  68^  lbs.  per  Incli,  i  inch  cut  out  to  butt. 


Ft  belt 

bnikc. 

Rpm. 

HP. 

dlltl;. 

Blip. 

per  niln. 

r.  +  r. 

'S?- 

100 

120 

1? 

120 

0 

754 

2,000 

.262 

764 

110 

117.0 

12. »4 

0 

7;« 

120 

110.5 

0 

2.000 

.315 

620 

130 

115.4 

15 

115.4 

0 

725 

2,000 

.841 

680 

140 

114.3 

16 

1U.:{ 

0 

718 

2,000 

.868 

K» 

l.)0 

n;i.2 

16.08 

113.3 

0 

711 

2.000 

.891 

602 

100 

lit 

17.77 

IS 

707 

2,000 

.415 

170 

110 

18.70 

113  5 

3.23 

707 

3,000 

.4;!6 

458 

IBO 

100 

19.03 

113.5 

3.11 

707 

2,1,00 

.468 

433 

1110 

IU7.1 

20.35 

112.5 

4.80 

7U7 

3,000 

.475 

418 

200 

im.3 

21.00 

113.5 

707 

2.000 

.491 

403 

310 

100 

21.00 

no 

9.09 

691 

2.000 

.500 

894 

220 

U5.2 

3U.85 

,  IWi.r, 

13 

088 

2.000 

.506 

301 

230 

88.3 

20.20 

104.1 

15 

650 

2,000 

.007 

•    SM 

Slopped  ill  fc'ood  order  (belt  on),  from  loss  of  power. 
,  Jaiiuury  1,  1887,     Same  belt  repeated  on  wood  pullt 


I,  lAced  in  old  bolM. 


brake. 

Rpm. 

HP, 

A. 

Slip. 

T'  +  T'      ,^ 

ffect. 

pulu. 

120 

120 

14.40 

130 

„. 

754 

2,000 

815 

628 

3.000 

84'^ 

140 

118.8 

10.63 

118.8 

746 

2,000 

««H 

688 

150 

117.6 

17.64 

117.6 

789 

2,(,00 
S.OOO 

304 

603 

100 

116.5 

18.64 

116.5 

733 

4-.'0 

471 

170 

115.4 

18. .■)5 

115.4 

725 

'i.000 

444 

444 

180 

115.4 

20.70 

115.4 

.  725 

2,000 

470 

420 

190 

114.3 

81.70 

114. .■J 

718 

2000 

490 

897 

200 

113.2 

23.04 

113.3 

711 

2.000 

210 

118.2 

23.77 

113.2 

3.OO0 

3211 

113.1 

24.06 

112.1 

704 

2.000 

579 

843 

230 

112.1 

25.78 

112.1 

704 

2,000 

H05 

838 

240 

111 

36.64 

111 

697 

2,000 

3.10 

111 

27.75 

111 

200 

107.3 

27.87 

107.2 

673 

2,000 

684 

£90 

270       StuUi^  the  engine.     Belt  in  place  and  no  sign  of  Blip. 
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January  3, 1887.     Belt  Tests,  continued.     Same  cotton-leatlier  belt,  Bplit  down 
to  8i  inches.     Laced  in  old  holes.     1,000  lbs.  strain,  or  117  lbs.  per  inch. 


• 

Ft.  belt 

Lbs.  on 
brake. 

Rpm. 

HJ>. 

Rev. 
driver. 

Slip. 

1 

Ft.  belt 
per  min. 

7»i  _^  ya 

Coefl. 
effect. 

per  min. 

to  I  IIP. 

per  in. 

130 

120 

15.6 

120 

0 

754 

2.000 

.341 

608 

140 

120 

16.8 

120 

0 

754 

2,000 

.867 

540 

150 

117.6 

17.64 

117.6 

0 

739 

2,000 

.394 

503 

-      160 

116.5 

18.64 

116.5 

0 

732 

2,000 

.420 

471 

170 

116  5 

19.72 

116.5 

0 

733 

2,000 

.444 

445 

180 

115.4 

20.77 

115.4 

0 

725 

2,000 

.472 

419 

190 

114.3 

21.71 

114.3 

0 

718 

2,000 

.500 

397 

200 

113.2 

22.64 

113.2 

0 

711 

2,000 

.525 

377 

210 

113.2 

23.77 

113.2 

0 

711 

2,000 

.551 

359 

220 

111 

24.42 

112.2 

1.08^ 

705 

2,000 

.672 

346 

230 

111 

25.53 

112.2 

1.08jg 

705 

2,000 

.600 

831 

240 

105.3 

25.27 

106.31 

0.95^ 

668 

2,000 

.624 

318 

250 

Belt  slip 

ped  oflE  d 

river  froi 

n  engine 

slowing  down. 

January  4,  1887.     Same  belt,  on  paper  pulleys.    Laced  in  old  holes. 


Ft.  belt 

^MUbi.  on 
"fcrake. 

Rpm. 

HP. 

Rev. 
driver. 

Slip. 

Ft.  belt 
per  min. 

yi^-  ya 

Coeff. 
effect. 

per  min. 
to  1  HP. 
per  in. 

100 

122.4 

12.24 

122.4 

0 

769 

2,000 

.264 

754 

110 

121.2 

13.33 

121.2 

0 

761 

2,000 

.289 

085 

120 

120 

14.40 

120 

0 

754 

2,000 

.315 

628 

330 

120 

15.64 

120 

0 

754 

2,000 

.342 

585 

340 

120 

16.80 

120 

0 

754 

2,000 

.868 

539 

350 

118.8 

17.82 

118.8 

0 

746 

2,000 

.394 

503 

360 

118.8 

19  00 

118.8 

0 

746 

2,000 

.423 

470 

370 

117.6 

20.00 

117.6 

0 

739 

2,000 

.446 

443 

:i80 

116.5 

20.97 

1    116.5 

0 

732 

2,000 

.472 

419 

:i90 

115.4 

21.93 

i    115.4 

0 

725 

2,000 

.500 

400 

SOO 

114.3 

22.86 

114.3 

0 

718 

2,000 

.523 

377 

SIO 

113.1 

23.73 

113.1 

0 

711 

2,000 

.550 

359 

S20 

111 

24.42 

111 

0 

697 

2,000 

.578 

343 

S30 

110 

25.30 

110 

0 

691 

2,000 

.602 

328 

2^40 

101.4 

24.40 

107.8 

6.30^ 

675 

2,000 

.595 

335 

SoO 

Belt  slipped  off 

from  loss 

\  of  spee« 

1     Scales 

applied. 

and  tens 

ion  found 

to  be  same  as  at 

first  —  1, 

000  lbs. 

Xt  might  be  noted  here,  that  the  power  to  drive  the  brake  shaft  is  not  included 
^ti  these  tests,  but  would  be  very  slight,  probably  not  over  /,f  H.  P. 


DISCUSSION. 


ifr.  C.  Seyrnonr  Duff  on. — The  report  is  rather  severe  on  the  Hnk 
^elt,  and  perhaps  justly,  from  the  point  of  view  from  which  the  ex- 
periments were  made.     But  it  happened  that  in  the  shops  with 
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which  I  am  connected  we  hoc!  occaflion  to  try  a  link  belt  for  a 
specified  jnirpose,  and  it  was  so  satisfactory  in  that  case  that  I 
wish  to  say  a  word  in  regard  to  it  We  liad  occasion  to  run  a 
cross-shaft  some  distance  to  drive  a  60-inch  lathe.  The  pulleys 
were  about  36  inches  in  diameter  and  the  shafts  perhaps  15  feet 
apai-t.  The  ordinary  belt  used  for  this  purpose  strained  out  very 
rapidly,  so  that  we  had  great  difficulty  in  driving  it.  A  repre- 
sentative of  a  link  belt  came  along  and  recommended  it  for  that 
purpose,  agieeing  to  put  it  in  on  trial,  which  he  did.  It  was  a  5- 
incli  belt  which  we  used,  and  the  belt  has  proved  very  satisfac- 
tory. I  think  two  sets  of  links  were  taken  oflf  after  it  was  run  two 
or  three  weeks.  But  now  for  two  or  three  months  the  belt  has 
run  with  entire  satisfaction  and  has  not  required  any  further  at- 
tention, so  that  I  can  say  that  for  that  purpose  the  same  width  of 
belt  that  we  used  before  has  been  entu'ely  satisfactory,  while  the 
ordinaiy  belting  was  very  unsatisfactory.  Those  of  us  who  are 
interested  in  motive  power,  I  think,  would  be  glad  to  see  experi- 
ments on  larger  belts  and  considerably  higher  speed  tlian  these. 
Of  course,  this  was  not  undertaken  by  Mr.  Webber's  experiments 
at  all.  There  are  a  number  of  things  which  seem  to  need  consid- 
eration in  thai  In  running  at  very  high  speeds  with  very  small 
pulleys,  there  seems  to  be  a  special  difficulty.  I  remember  one  in- 
stance in  which  we  ran  a  12-inch  double  belt  over  a  60-inch  pulley 
below  running  300  revolutions,  and  over  a  30-inch  pulley  perhaps 
twelve  or  fifteen  feet  from  it  and  directly  above  it  In  this  case,  for  a 
large  portion  of  the  way  around  the  pulley,  by  holding  a  light  on 
the  farther  side  of  it,  you  could  see  the  light  between  the  pulley 
and  the  belt,  notwithstanding  that  the  belt  was  drawn  up  pretty 
tight  before  commencing  to  run  it.  It  may  have  been  partly  due 
to  the  stiffness  of  the  belt.  It  may  have  been  partly  the  centrif- 
ugal force  of  it—it  undoubtedly  was;  and  it  is  also  claimed  that 
a  wide  belt  will  carry  a  film  of  air  between  the  belt  and  the  pul- 
ley.    It  is  a  thing  about  which  I  would  be  glad  to  know  more. 

Mr,  II,  B.  Toione. — The  questions  involved  in  the  testing  of 
belting  are  so  numerous  and  complex  that  it  is  very  difficult  to 
cover  them  all  in  any  ordinary  system  of  experiments,  and  I  think 
that  this  report  shows  rather  more  than  the  usual  deficiency  in 
this  respect.  The  set  of  experiments  on  belting  which  I  made 
twenty  years  ago  showed  one  thing  conclusively,  namely,  that  the 
condition  of  the  atmosphere  is  a  large  factor  in  the  transmitting 
energy  of  leather  belts.     Leather  belting  is  a  capital  hygrometer ; 
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it  measures  the  dryness  or  the  moisture  of  the  atmosphere  with 
great  delicacy,  and  the  same  belt  tested  under  identical  conditions 
in  all  other  respects  will  give  a  very  different  result  on  a  day  with 
the  atmosphere  moist  or  "  muggy  "  from  what  it  will  on  another 
day  with  the  atmosphere  dry  and  capable  of  absorbing  moisture 
ireely  and  rapidly  from  objects  with  which  it  comes  in  contact.   I 
think  that  any  critical  and  conclusive  series  of  tests  of  belting,  at 
least  of  leather  belting,  must  be  continued  through  a  long  enough 
-period  of  time  to  cover  the  average  range  of  variation  in  the 
lumidity  of  the  atmospliere  to  give  perfect  results.     These  varia- 
-ftions  are  of  less  consequence,  and  possibly  of  little  or  no  conse- 
cguence,  with   belting  in  which   rubber  is  the  chief  component. 
>Vhat  their  effects  are  on  belting  in  which  linen  or  other  vegetable 
:fiber  is  the  chief  component,  I  do  not  know.     Conceivably,  how- 
ever, they  would  also  be  affected  a  good  deal  by  the  moisture  of 
-t^lie  atmosphere.     I  think  that  the  tests  reported  in  this  case  are 
«fclso  deceptive  so  far  as  they  pretend  to  make  a  comparison  be- 
*"ween  leather  belting  and  other  kinds,  by  reason  of  the  very 
Tuifavorable  condition  of  the  leather  belt.     A  well-made  leather 
"l>€lt  certainly  holds  very  high  rank,  if  not  the  highest  rank,  as  a 
l>clt  transmitter,  and  yet  here  the  results  would  indicate  rather  the 
C5ontrary.     A  perfectly  new  leather  belt  is  stiff,  inflexible,  does  not 
xr^adily  adapt  itself  to  the  pulley,  and  has  a  peculiar  quality  of 
siarface  which  we  all  recognize  by  the  touch,  and  which  is  much 
l^fis  conducive  to  adhesion  than  the  surface  of  the  same  belt  after 
it   has  been  run  for  some  time  and  has  been  treated  with  the 
oirdinary  dressing.     Tlierefore,  to  institute  a  comparison  between 
^    new  leather  belt,  which  requires  this  preparatory  use  and  treat- 
ment in  ord^r  to  bring  it  to  its  full  efficiency,  and  another  belt, 
like  a  rubber  belt,  which  requires  no  such  preUminary  prepara- 
tion and  has  its  highest  efficiency  when  first  put  on,  is  deceptive. 
The  leather  belt  should  first  be  run  long  enough  to  bring  it  up  to 
Its  maximum  efficiency.  * 

Again,  the  adoption  of  the  tension  on  the  belt,  per  inch  of 
^dth,  as  a  determining  factor  in  all  cases,  is,  in  my  judgment, 
erroneous.  The  initial  tension  put  upon  a  belt  is  rarely  main- 
^i^ined.  The  ordinary  belting  material  is  elastic  to  a  certain  point ; 
but  is  usually  worked  under  conditions  which  carry  it  past  its 
elastic  limit,  and  induce  permanent  stretch.  We  all  know  this  as 
indicated  by  the  frequent  taking  up  of  belting  and  cutting  out  a 
portion  of  its  length.     Variation  in  length,  again,  is  dependent  on 


554     coMPAHAxn^E  value  of  different  kinds  op  beltino. 

the  matter  I  have  ah-eady  alhided  to — namely,  the  condition  of 
the  fitmosphere  as  to  moisture. 

Finally,  no  formula  yet  oflerod  can,  in  my  judgment,  be  accepted 
as  univcrsall}'  api)licablo  to  belts,  whether  horizontal  or  vertical 
Stretching  becomes  of  much  more  consequence  in  a  vertical  belt 
thiiu  ill  the  case  of  a  horizontal  belt.  Generally,  therefore,  I  think 
that  the  conclusions  of  the  paper,  wliile  useful  in  some  respects 
as  giving  some  additional  light  on  this  subject,  cannot  be  accepted 
witliout  modiiication  and  the  exercise  of  judgment. 

J//'.  Olln  Sootf. — It  seems  to  me  that  each  belt-maker  sliould 
publish  tests  which  are  reliable  in  regard  to  the  belts  he  makes, 
having  special  regard  to  these  different  conditions  wliich  have 
been  suggested.  We  should  know  whether  a  set  of  figures  refer 
to  the  belting  as  used  wet  or  diy,  vertical  or  horizontal,  and 
whether  they  apply  to  a  crossed  belt  or  to  a  belt  with  a  quarter- 
twist  driving  by  one  edge  only,  each  man  stating  his  own  case. 

M)\  Daniel  Aslncoi'th. — We  have  had  the  various  points  con- 
nected with  this  belt  problem  touched  upon  veiy  forcibly,  but  in 
our  experience  during  many  years  in  putting  up  belts,  especially 
high-speed  belts,  as  applied  to  djmamos  and  fans,  the  main 
trouble  has  not  been  from  the  conditions  spoken  of  in  the  paper 
or  the  debate,  but  it  has  arisen  fi'om  the  different  kinds  of  belt 
furnished  from  the  same  house,  and  almost  from  the  same  roll  of 
belting.  We  start  out  with  the  belting  which  is  represented  as 
possessing  all  the  merits  of  adhesiveness,  lightness,  and  flexibility. 
We  are  enthusiastic  with  the  result  in  this  case,  but  upon  the 
next  application,  which  is  decidedly  a  parallel  case  under  all  con- 
ditions, we  find  that  the  result  is  entirely  negative  or  disappoint- 
ing. I  know  of  no  more  uncei-tain  factor  than  tjie  matter  of 
belting  as  applied  to  motive  power.  While  we  recognize  tlie  fact 
of  the  condition  of  the  atmospht^re  varying,  yet  we  find  that  while 
we  have  one  fii*st-class  belt  which  is  eminently  satisfactory,  we 
have  a  dozen  that  are  disa})j>ointing,  atfd  from  tlie  same  house 
and  under  the  same  conditions.  It  seems  an  exceedingly  difficult 
problem,  not  so  much  from  the  conditions  of  use,  but  from  the 
condition  of  the  material  placed  in  our  hands  at  different  times 
from  the  same  houses,  having  a  pre-eminent  reputation. 

J//'.  b\  IL  UndcrwnoiL — In  the  experiments  described  by  Col. 
AV(4)ber  ther(^  soems  to  have  been  no  detailed  description  given 
of  how  the  bolts  which  he  tested  were  ])repared  or  made.  And  as 
the  new  leather  belt  described  by  Col.  Webber  was  cut  from  what 
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we  call  oak-tanned  side-stock,  that  is,  after  taking  out  a  strip,  say, 
24  inches  in  width,  from  the  hide,  measuring  12  inches  each  way 
from  the  center,  this  12-inch  belt  was  then  cut  out,  one  strip  from 
each  side-piece ;  this  would  make  the  belt  heavier  and  more  elastic 
than  if  cut  from  the  center  of  the  same  hide,  as  the  fiber  is  coarser 
and  not  so  dense  aloug  the  sides  as  it  is  in  the  center.     But  from 
the  side  stock  you  have  an  uneven  belt  in  thickness,  and  one  which 
is  apt  to  stretch  more  on  one  side  than  the  other,  unless  great 
care  is  used  in  so  cutting  the  12-inch  strip    that   the  Unes  are 
equally  taut  on  each  side.     In  this  case  the  belt  was  uneven  in 
thickness  and  not  cut  properly,  and  therefore  imparted  a  swaying 
onotion  to  the  belt  when  running,  and  part  of  its  contact  was  lost 
l)y  running  over  the  edge  of  the  pulley,  fii'st  on  one  side  and  then  on 
-t:he  other.     This  belt,  if  put  to  a  high  rate  of  speed,  say  5,000  feet 
X>©r  minute,  would  impart  a  lateral  motion  to  the  shaft,  and  cause 
^3in  unequal  wear  and  strain  upon  the  bearings.     The  belt  men- 
tioned in  table  7  was  made  from  cotton  duck,  folded  to  make  the 
nrequisite  number  of  plies,  and  then  fastened  longitudinally  with 
:i:*ows  of  stitches  one-fourth  of  an  inch  apart,  the  belt  then  being 
•filled  with  composition  of  boiled  linseed  oil  and  red  lead,  which  soon 
<3omes  off  when  put  to  use,  and  nothing  but  the  plain  cotton  is  left, 
his  belt  was  quite  stiff,  and  when  first  run  rode  upon  the  stitches 
d  prevented  a  perfect  contact.     The  "link  belt"  mentioned  is 
ade  in  the  following  manner :  The  links  are  cut  out  of  leather, 
l)out  2  inches  in  length  and  1  inch  in  width ;  holes  are  then 
unched  in  this  link  about  1  inch  from  center  to  center  ;  the  link 
^o  made  is  then  compressed  as  much  on  each  end  as  the  succeed- 
^**:ig  link  will  lap  over  on  it,  so  as  to  bring  as  much  edge  surface 
^^ext  to  the  pulley  as  it  is  possible  to  do.     The  requisite  number 
^^f  links  to  make  the  w^idtli  required  are  placed  side  by  side,  with 
^n  iron  rod  running  through  them,  about  y\  of  an  inch  in  diame- 
t^^r.    In  the  belt  tested  there  were  33  of  these  links  in  width  to 
^'Xiake  the  belt  12  inches  wide.     The  rod  has  a  head  on  one  end,  and 
^fter  being  put  through  the  links  is  riveted  on  the  other.     The 
l>elt  does  not  lie  perfectly  flat  on  the  pulleys,  standing  as  it  does 
On  the  edge,  as  the  pieces  of  leather  do  not  conform  readily  to  the 
circle  of  the  pulley  touching  only  here  and  there.     Owing  to  its 
great  weight,  stiffness,  and  the  great  loss  of  contact  surface,  by 
i^eason  of  the  spaces  between  the  links  and  the  i)laces  where  the 
Wt  does  not  touch,  this  belt  could  not  be  made  to  show  very 
^uch  of  a  result  in  horse-power. 
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that  a  belt  will  drive  fully  as  much,  if  not  more,  with  the  flesh  side 
next  to  the  pulley,  as  it  will  with  the  gi-ain ;  that  is,  with  the  same 
amount  of  work  put  upon  the  flesh,  it  will  drive  more  than  the 
grain  side.  It  is  almost  impossible  to  select  a  belt  which  has  to 
be  made  from  so  many  and  varying  qualities  of  leather  as  maybe 
found  in  the*  different  hides  which  will  have  a  perfect  contact 
upon  the  pulley,  no  matter  which  side  is  used.  And  it  would  only 
bo  possil)lo  to  procure  a  belt  of  uniform  thickness  made  of  leather 
by  splitting  it  down  in  thickness  from  end  to  end,  and  immediately 
you  have  done  that,  you  materially  reduce  the  strength  of  the  belt. 
The  more  elastic  and  pliable  the  leather  is  made,  the  better  it 
will  hug  the  pulley ;  and  I  think  the  reason  why  the  new  leather 
belt  did  not  show  a  better  result  was  on  account  of  its  great  solid- 
ity and  harshness.  It  is  almost  impossible,  at  the  present  time,  to 
sell  to  a  consumer  or  usei'  of  belting  a  soft,  pliable  piece  of  leather, 
in  the  shape  of  belting,  for  immediately  he  comes  to  purchase  he 
wants  to  see  the  belt  of  the  width  recpiircd,  and  no  matter  how  fine 
a  piece  of  leather  may  have  been  used  in  its  manufacture,  if  it  is  soft 
ho  complains  that  the  bolt  w-as  cut  from  the  flank  portion  of  the 
hide,  and  any  amount  of  argument  will  not  make  him  think  other- 
wise. The  result  is,  that  going  across  the  street  to  a  neighboring 
establishment,  where  they  use  a  different  class  of  leather,  which 
feels  hard  and  solid,  no  matter  if  it  had  been  out  from  the  flanky 
portion  of  the  hide,  he  purchases  the  belt,  takes  it  home,  and  hands 
it  to  his  foreman  with  the  remark  :  *' There's  a  belt  that  is  solid 
and  substantial,  and  I  guess  will  last  a  long  time."  When  the 
foreman  comes  to  put  on  this  belt,  which,  by  the  way,  is  to  run  at 
a  high  rate  of  speed,  he  is  unable  to  make  the  belt  drive  the 
machine  intended,  and  sends  for  his  employer  to  know  if  he  can 
tell  him  the  reason  why  ;  but  he  cannot  inform  him,  and  it  is  only 
when  they  call  in  a  practical  belt-maker  that  they  find  out  that 
the  belt  is  so  hard  and  stiff  that  it  will  not  readily  bend  around  the 
small  pulleys,  and  that  the  ccjntrifugal  force  will  immediately  throw 
it  off  the  pulley.  A  thin,  pliable  bolt  is  immediately  substituted, 
and  found  to  do  the  work  in  a  perfectly  satisfactory  manner,  and 
the  purchaser  just  commences  to  realize  the  fact  that  he  knows 
very  little  about  beltiug,  and  is  thereafter  ready  to  listen  to  what 
is  told  him  in  regard  to  the  matter.  An  instance  similar  to  that 
above  dosdibod  came  under  the  writer's  notice  only  a  short  time 
since,  and  it  goes  to  show  clearly  that  to  jn'oduce  a  belt  which  will 
give  the  best  results  as  a  transmitter  of  power,  the  material  used 
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jDQst  be  of  a  flexible  nature,  in  order  to  produce  perfect  coutact 
-with  pulleys.  The  belt  must  lead  straight  on  to  the  pulleys,  no 
matter  how  much  it  is  elongated,  and  when  finished  must  be  evenly 
lialaDced,  straight  and  true  in  its  I'uuning,  and  transmit  the  re- 
quired power  with  the  least  strain  upon  the  belt  and  bearings. 

Another  point  established  by  Col.  Webber's  teat  is,  that  as  you 
increase  tension  and  speed,  so  you  increase  the  driving  capacity 
of  the  belt. 

Mr.  John  T.  Hawkins. — Mr.  Underwood  is  a  little  disposed  to 
undervalue  my  idea  of  the  question  of  centrifugal  force  in  the 
action  of  high-speed  belts,  and  I  would  like  to  emphasize  this  fact : 
that  in  making  the  tests  or  experiments  referred  to,  with  the  lower 


or  driven  spindles  1  inch  in  diameter,  carrying  4  pulleys,  and  the 
overhead  or  drivers  36  iiiclies,  the  4-inch  belts  were  tightened,  by 
t»Hng  up,  until,  at  2,000  revolutions  per  minute  of  the  spindles, 
tie  bearing  could  not  be  kept  cool  by  any  means  known  to  me ; 
''Mie,  without  any  other  change  than  to  increase  the  speed  to 
5.000  per  minnte,  tliey  would  not  only  cool  down  from  their  pre- 
^ODsly  heated  condition,  but  continue  to  run  cool  indefinitely. 
I  think  this  proves  eouclusivelj'  that  the  centrifugal  action,  at 
such  speeds,  releases  the  bearing  from  a  very  gi-eat  part  of  the 
pressure  due  to  tlie  tension  of  the  belt 

I  would  like  to  call  tho  attention   of  the  meeting  to  a  method, 
arrived  at  in  prosecuting  those  experiments,  for  determining  the 
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that  a  belt  will  drive  full}'  as  much,  if  not  more,  with  the  flesh  side 
next  to  the  pulley,  as  it  will  with  the  grain ;  that  is,  with  the  same 
amount  of  work  put  upon  the  flesh,  it  will  drive  more  than  the 
grain  siile.  It  is  almost  impossible  to  select  a  belt  which  has  to 
be  made  from  so  many  and  varying  qualities  of  leather  as  may  be 
found  in  th(>  different  hides  which  will  have  a  perfect  contact 
upon  the  pulley,  no  matter  which  side  is  used.  And  it  would  only 
be  possil)le  to  procure  a  belt  of  uniform  thickness  made  of  leather 
by  splitting  it  down  in  thickness  from  end  to  end,  and  immediately 
you  have  done  that,  you  materially  reduce  the  strength  of  the  belt. 
The  more  elastic  and  ])liable  the  leather  is  made,  the  better  it 
will  hug  the  pulley ;  and  I  think  the  reason  why  the  new  leather 
belt  did  not  show  a  better  result  was  on  account  of  its  great  solid- 
ity and  harshness.  It  is  almost  impossible,  at  the  present  time,  to 
sell  to  a  consumer  or  user  of  belting  a  soft,  pliable  piece  of  leather, 
in  the  shape  of  l.)clting,  for  immediately  he  comes  to  purchase  he 
wants  to  see  the  belt  of  the  width  required,  and  no  matter  how  fine 
a  piece  of  leather  may  have  been  used  in  its  manufacture,  if  it  is  soft 
he  complains  that  the  belt  was  cut  from  the  flank  portion  of  the 
hide,  and  any  amount  of  argument  will  not  make  him  think  other- 
wise. The  result  is,  that  going  across  the  street  to  a  neighboring 
establishment,  where  they  use  a  diff*erent  class  of  leather,  which 
feels  hard  and  solid,  no  matter  if  it  had  been  cut  from  the  flanky 
portion  of  the  hide,  he  purchases  the  belt,  takes  it  home,  and  hands 
it  to  his  foreman  with  the  remark  :  *' There's  a  belt  that  is  solid 
and  substantial,  and  I  guess  will  last  a  long  time."  When  the 
foreman  comes  to  put  on  tliis  belt,  which,  by  the  way,  is  to  run  at 
a  high  rate  of  speed,  he  is  unable  to  make  the  belt  drive  the 
machine  intended,  and  sends  for  his  employer  to  know  if  he  can 
tell  him  the  reason  why  ;  but  he  cannot  inform  him,  and  it  is  only 
when  they  call  in  a  practical  belt-maker  that  they  find  out  that 
the  belt  is  so  hard  and  stiff  that  it  will  not  readily  bend  around  the 
small  pulleys,  and  that  the  centrifugal  force  will  immediately  throw 
it  oflf  the  pulley.  A  thin,  pliable  belt  is  immediately  substituted, 
and  found  to  do  the  work  in  a  perfectly  satisfactory  manner,  and 
the  purchaser  just  commences  to  realize  the  fact  that  he  knows 
very  little  about  belting,  and  is  thereafter  ready  to  listen  to  what 
is  told  him  in  regard  to  the  matter.  An  instance  similar  to  that 
above  described  came  under  the  writer's  notice  only  a  short  time 
since,  and  it  goes  to  show  clearly  that  to  produce  a  belt  which  will 
give  the  best  results  as  a  transmitter  of  power,  the  material  used 
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jDOfit  be  of  a  Sexible  nature,  in  order  to  produce  perfect  cotitact 
-with  pullejs.  The  belt  must  lead  straight  on  to  the  pulleys,  no 
matter  how  much  it  is  elongated,  and  when  finished  must  be  evenly 
"balanced,  straight  and  true  in  itB  running,  and  transmit  the  re- 
C|uired  power  with  the  least  strain  upon  the  belt  and  bearings. 

Another  point  established  by  Col.  "Webber's  test  is,  that  as  you 
increase  tension  and  speed,  so  you  increase  the  diiving  capacity 
of  the  belt. 

Mr.  John  T.  Hawkins.— Hv.  Underwood  is  a  little  disposed  to 
-undervalue  my  idea  of  the  question  of  centrifugal  force  in  the 
action  of  high-speed  belts,  and  I  would  like  to  emphasize  this  fact : 
that  in  making  the  tests  or  experiments  referred  to,  with  tlie  lower 


w  driyen  spindles  1  inch  in  diameter,  carrying  4  pulleys,  and  the 
overhead  or  drivers  36  inches,  the  4-iucb  belts  were  tightened,  by 
taking  up,  until,  at  2,000  revolutions  per  minute  of  the  spindles, 
tte  bearing  could  not  be  kept  cool  by  any  means  known  to  me  ; 
^tile,  witliout  any  other  change  than  to  increase  the  speed  to 
5,000  pel-  minute,  they  would  not  only  cool  down  from  tlieir  pre- 
'^onsly  heated  condition,  but  continue  to  run  cool  indefiuitely. 
1  tliiuk  this  proves  conclusively  that  the  centrifugal  action,  at 
snch  speeds,  releases  the  bearing  from  a  very  great  part  of  the 
pressure  due  to  the  tension  of  the  belt. 

1  would  like  to  c;dl  the  attention  of  the  meeting  fo  a  method, 
Proved  at  in  proHccutirig  these  experiments,  for  determining  the 
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amount  of  creeping  or  slip.  T  liave  done  nothing  of  a  very  close 
character  in  these  experiments,  but  indirectly  fell  upon  this 
method  of  determining  how  much  a  belt  may  slip,  or  creep,  from 
the  difference  of  tensions,  upon  a  pulley,  under  given  conditions. 

The  illustration  (Fig.  164)  represents  an  overhead  countershaft 
a^  carrying  two  36-inch  pulleys  e,/",  the  belts  therefrom  running 
on  to  two  separate  4-indi  pulleys  by  c  below,  the  upper  ones  being 
the  drivers.  Applying  a  brake  to  one  of  the  lower  spindles  would 
tend  to  make  the  belt  creep  upon  the  upper  one,  by  increasing 
the  difference  of  tensions  in  the  belt ;  and  I  happened  to  discover 
one  day,  standing  in  a  position  rf,  such  that  the  line  of  sight 
would  pass  through  both  rows  of  belt-lacing  holes  A,  A  (these 
holes  being  not  entirely  filled  by  the  lacing),  and  terminating  in  a 
window  g  opi)Osite,  that  when  both  lower  spindles  were  unloaded, 
owing  to  a  slight  difference  of  diameter  in  the  upper  drivers,  the 
pencil  of  light  passing  through  the  lacing-holes- would  have  a  slow 
motion  downward,  as  indicated  by  the  lower  dotted  line,  until  it 
disappeared  at  the  lower  pulleys,  returning  again,  after  a  proper 
lapse  of  time,  at  the  tops.  By  applyin<^  the  brake  to  one  of  the 
lower  spindles  the  motion  of  the  light  pencil  might  be  made  to  re- 
main stationary  as  projected  on  the  window,  or  to  move  upward 
or  downward  at  will.  I  merely  mention  the  experiment  as  some- 
thing that  may  be  of  value  in  other  future  experiments  upon  belt- 
ing, in  w^hich  it  might  be  desirable  to  know  tlie  amount  of  slip  or 
creeping  of  a  belt  under  given  conditions. 

Mr.  11.  R.  Toione. — Before  we  drop  tljis  subject  I  want  briefly 
to  comment  on  one  point  which  has  been  mentioned,  namely :  the 
carrying  of  air  between  the  belt  and  the  pulley  at  high  velocities. 
In  a  paper  by  the  late  Robert  Briggs,  published  in  the  Journal  of 
the  Franlihi  Tm^titiite  for  February,  186S,  in  reporting  the  ex- 
periments to  which  I  previously  refen*ed,  Mr.  Briggs  threw  out 
the  suggestion  that  the  eutrainmont  of  air  between  belt  and 
pulley  might  be  a  factor  of  importance  in  the  transmitting  power  of 
belts  at  high  velocities,  and  sug<^ested  that  the  fact  could  be  easily 
ascertained  and  a  remedy  applied,  in  part  at  least,  by  putting  a 
stripper  close  to  the  pulley,  and  between  the  pulley  and  the  belt, 
of  such  foi-m  as  to  strip  any  air  carried  along  by  the  belt  from  it 
as  it  passed  on  to  the  pulley.  I  think  it  would  be  interesting  and 
useful  for  any  others  who  may  make  experiments  in  this  field  to 
apply  such  a  stripping  device  as  Mr.  Briggs  suggested  in  order 
to  determine  whether  or  not  there  is  anything  important  in  it. 
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Mr.  C.  E,  Emery. — I  wish  to  take  issue  with  the  form  of  the 
expressions  used  to  obtain  the  width  in  inches  and  horse-power. 
The  correct  form  of  an  equation  expressing  the  relations  referred 
to  is  well  settled,  and  it  would  add  very  much  to  the  value  of  any 
series  of  experiments  and  prevent  constantly  recurring  confusion 
in  attempting  to  compare  results  if  all  writers  would  publish  their 
results  in  the  form  of  constants   appHcable  to  the  estabUshed 
formulae  on  the  subject.     As  a  matter  of  course  the  driving  side 
of  the  belt  must  be  under  greater  tension  than  the  other,  and  there 
must  be  a  gradual  reduction  of  the  extra  tension  from  the  point 
of  contact  on  the  pulley  on  the  driving  side  to  the  point  of  contact 
where  the  slack  side  of  the  belt  leaves  the  pulley.     This  reduc- 
tion is  not,  however,  in  an  arithmetical  ratio.     The  friction  of  the 
belt  upon  the  pulley  is  in  all  cases  proportioned  to  the  pressure 
of  one  surface  upon  the  other.  This  pressure  is  necessarily  greater 
on  the  strained  side  and  the  tension  of  the  belt  transmitted  to  the 
next  section  to  produce  frictional  contact  is  reduced  and  so  on 
throughout  the  entire  arc  of  contact  at  a  rapidly  reducing  rate  ex- 
pressed by  the  ordinates  of  a  hyperbolic  curve  readily  integrated 
byhyp^rboKc  logarithms.  The  subject  was  very  exhaustively  dis- 
cussed by  Professor,  now  President,  Morton,  when  he  was  edi- 
tor of  the  Journal  of  the  Franklin  Institute.     (See  that  Journal 
for  January,  1868.)     He  discusses  a  long  series  of  experiments 
made  by  Mr.  J.  H.  Cooper  and  others  by  Mr.  Henry  R.  Towne 
and  finally  concludes  that  for  ordinary  belts  of  average  thickness 
(say  0.22  inch),  a  maximum  working  strain  of  66  J  pounds  per  inch 
ID  width  could  be  permitted.     On  this  basis  Rankipe's  formula 
(Apphed  Mechanics)  tak6s  the  following  form  : 

W=66|(l-10-o«»»«*) 

m  which  W=the  working  strain  transmitted  per  inch  of  width  in 
pounds. 

a=the  arc  of  the  contact  in  degrees. 

This  investigation  was  accepted  by  Mr.  D.  K.  Clark,  and  he 
presents,  on  page  750  of  his  well-known  Manual^  a  table  showing 
4e  driving  power  of  leather  belting  calculated  therefrom.  A  state- 
ment of  these  various  considerations  and  a  copy  of  this  table  will 
oe  found  at  page  56  in  the  general  report  of  the  Judges  of  Group 
XX.,  International  Exhibition,  written  by  the  speaker. 

iir.  F.  H,  Richards. — It  would  seem  there  is  no  one  detail  of 
Diachine  construction  which  has  in  its  apphcation  a  greater  va- 
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amount  of  creeping  or  slip.  T  liave  done  nothing  of  a  very  close 
character  in  these  experimeuts,  but  indirectly  fell  upon  this 
method  of  determining  how  much  a  belt  may  slip,  or  creep,  from 
the  difference  of  tensions,  upon  a  pulley,  under  given  conditions. 

The  illustration  (Fig.  104)  represents  an  overhead  countershaft 
a,  carrying  two  36-inch  pulleys  e,fj  the  belts  therefrom  running 
on  to  two  separate  4-inch  pulle3'8  h,  c  below,  the  upper  ones  being 
the  drivers.  Applying  a  brake  to  one  of  the  lower  spindles  would 
tend  to  make  the  belt  creej)  upon  the  upper  one,  by  increasing 
the  difference  of  tensions  in  the  belt ;  and  I  happened  to  discover 
one  day,  standing  in  a  position  cl,  such  that  the  line  of  sight 
would  pass  through  both  rows  of  belt-lacing  holes  A,  h  (these 
holes  being  not  entirely  filled  by  the  lacing),  and  terminating  in  a 
window  (/  opposite,  that  when  both  lower  spindles  were  unloaded, 
owing  to  a  slight  difference  of  diameter  in  the  upper  diivers,  the 
pencil  of  light  passing  through  the  lacing-holes. would  have  a  slow 
motion  downward,  as  indicated  by  the  lower  dotted  line,  until  it 
disappeared  at  the  lower  pulleys,  i-eturning  again,  after  a  proper 
lapse  of  time,  at  the  tops.  B>*  apjilyin^  the  brake  to  one  of  the 
lower  spindles  the  motion  of  the  light  pencil  might  be  made  to  re- 
main stationary  as  projected  on  the  window,  or  to  move  upward 
or  downward  at  will.  I  merely  mention  the  experiment  as  some- 
thing that  may  be  of  value  in  other  future  experiments  upon  belt- 
ing, in  which  it  might  be  desirable  to  know  the  amount  of  slip  or 
creeping  of  a  belt  under  given  conditions. 

3fr.  II,  R.  Toivne, — Before  we  drop  this  subject  I  want  briefly 
to  comment  on  one  point  which  has  been  mentioned,  namely :  the 
carrying  of  air  between  the  belt  and  the  pulley  at  high  velocities. 
In  a  paper  by  the  late  Robert  liriggs,  published  in  the  Journal  of 
the  FranMhi  Institvfe  for  February,  186S,  in  reporting  the  ex- 
periments to  which  I  previously  referred,  Mr.  Briggs  threw  out 
the  suggestion  that  the  eutrainment  of  air  between  belt  and 
pulley  might  be  a  factor  of  importance  in  the  transmitting  power  of 
belts  at  high  velocities,  and  sugi^ested  that  the  fact  could  be  easily 
ascertained  and  a  remedy  applied,  in  part  at  least,  by  putting  a 
stripper  close  to  the  pulley,  and  between  the  pulley  and  the  belt, 
of  such  form  as  to  strip  any  air  carried  along  by  the  belt  from  it 
as  it  passed  on  to  the  pulley.  I  think  it  would  be  interesting  and 
useful  for  any  others  who  may  make  experiments  in  this  field  to 
apply  such  a  stripping  device  as  Mr.  Briggs  suggested  in  order 
to  determine  whether  or  not  there  is  anything  important  in  it. 
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Mr.  C.  E,  Emery. — I  wish  to  take  issue  with  the  form  of  the 
expressions  used  to  obtain  the  width  in  inches  and  horse-power. 
The  correct  form  of  an  equation  expressing  the  relations  referred 
iio  is  well  settled,  and  it  would  add  very  much  to  the  value  of  any 
series  of  experiments  and  prevent  constantly  recurring  confusion 
in  attempting  to  compare  results  if  all  writers  would  publish  their 
X'esults  in  the  form  of  constants  appHcable  to  the  estabHshed 
formulae  on  the  subject.     As  a  matter  of  course  the  driving  side 
of  the  belt  must  be  under  greater  tension  than  the  other,  and  there 
xnust  be  a  gradual  reduction  of  the  extra  tension  from  the  point 
of  contact  on  the  pulley  on  the  driving  side  to  the  point  of  contact 
-wrhere  the  slack  side  of  the  belt  leaves  the  pulley.     This  reduc- 
tion is  not,  however,  in  an  arithmetical  ratio.     The  friction  of  the 
belt  upon  the  pulley  is  in  all  cases  proportioned  to  the  pressure 
of  one  surface  upon  the  other.  This  pressure  is  necessarily  greater 
on  the  strained  side  and  the  tension  of  the  belt  transmitted  to  the 
next  section  to  produce  frictional  contact  is  reduced  and  so  on 
throughout  the  entire  arc  of  contact  at  a  rapidly  reducing  rate  ex- 
pressed by  the  ordinates  of  a  hyperbolic  curve  readily  integrated 
by  hyperbolic  logarithms.  The  subject  was  very  exhaustively  dis- 
cussed by  Professor,  now  President,  Morton,  when  he  was  edi- 
tor of  the  Journal  of  the  Franklin  Institute.     (See  that  Journal 
for  January,  1868.)     He  discusses  a  long  series  of  experiments 
made  by  Mr.  J.  H.  Cooper  and  others  by  Mr.  Henry  R.  Towne 
and  finally  concludes  that  for  ordinary  belts  of  average  thickness 
(say  0.22  inch),  a  maximum  working  strain  of  66|  pounds  per  inch 
in  width  could  be  permitted.     On  this  basis  Rankipe's  formula 
(Applied  Mechanics)  tak6s  the  following  form  : 

W=66|(l-10-o«»»«*) 

m  which  W=the  working  strain  transmitted  per  inch  of  width  in 
pounds. 

a=the  arc  of  the  contact  in  degrees. 

This  investigation  was  accepted  by  Mr.  D,  K.  Clark,  and  he 
presents,  on  page  750  of  his  well-known  Manual^  a  table  showing 
the  driving  power  of  leather  belting  calculated  therefrom.  A  state- 
ment of  these  various  considerations  and  a  copy  of  this  table  will 
oe  found  at  page  56  in  the  general  report  of  the  Judges  of  Group 
XX.,  International  Exhibition,  written  by  the  speaker. 

Ur.  F.  H.  Richards. — It  would  seem  there  is  no  one  detail  of 
machine  construction  which  has  in  its  appUcation  a  greater  va- 
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amount  of  creeping  or  slip.  I  liave  done  nothing  of  a  very  close 
character  in  these  experiments,  but  indirectly  fell  upon  this 
method  of  determining  how  much  a  holt  may  slip,  or  creep,  from 
the  difference  of  tensions,  upon  a  pulley,  under  given  conditions. 

The  ilhistratiou  (Fig.  164)  represents  an  overhead  countershaft 
a,  cariying  two  36-inch  pulleys  e^fj  the  belts  therefrom  running 
on  to  two  separate  4-in(rh  pulleys  />,  c  below,  the  upper  ones  being 
the  drivers.  Applying  a  brake  to  one  of  the  lower  spindles  would 
tend  to  make  the  belt  creep  upon  the  upper  one,  by  increasing 
the  diflference  of  tensions  in  the  belt ;  and  I  happened  to  discover 
one  day,  standing  in  a  position  d,  such  that  the  line  of  sight 
would  pass  through  both  rows  of  belt-lacing  holes  A,  It  (these 
holes  being  not  entirely  filled  by  the  lacing),  and  terminating  in  a 
wiudow  g  opposite,  that  when  both  lower  spindles  were  unloaded, 
owing  to  a  slight  difference  of  diameter  in  the  upper  drivers,  the 
pencil  of  light  passing  through  the  lacing-holeswould  have  a  slow 
motion  downward,  as  indicated  by  the  lower  dotted  line,  until  it 
disappeared  at  the  lower  pulleys,  returning  again,  after  a  proper 
lapse  of  time,  at  the  tops.  By  applying  the  brake  to  one  of  the 
lower  spindles  the  motion  of  the  light  pencil  might  be  made  to  re- 
main stationarj"  as  projected  on  the  window,  or  to  move  upward 
or  downward  at  will.  I  merely  mention  the  experiment  as  some- 
thing that  may  be  of  value  in  other  future  experiments  upon  belt- 
ing, in  which  it  might  be  desirable  to  know  the  amount  of  slip  or 
creeping  of  a  belt  under  given  conditions. 

Mr.  If.  R,  Toiv?ie. — Befcn-e  we  drop  this  subject  I  want  briefly 
to  comment  on  one  point  which  has  been  mentioned,  namely :  the 
caiTving  of  air  between  the  belt  and  the  pulley  at  high  velocities. 
In  a  paper  by  the  late  Robert  Briggs,  published  in  the  Journal  of 
the  FranMhi  Tnatttute  for  February,  186S,  in  reporting  the  ex- 
periments to  which  I  previously  referred,  Mr.  Briggs  threw  out 
the  suggestion  that  the  entrainment  of  air  between  belt  and 
pulley  might  be  a  factor  of  importance  in  the  transmitting  power  of 
belts  at  high  velocities,  and  sugi^ested  that  the  fact  could  be  easily 
ascertained  and  a  remedy  applied,  in  part  at  least,  by  putting  a 
stripper  close  to  the  pulley,  and  between  the  pulley  and  the  belt, 
of  such  form  as  to  strip  any  air  carried  along  by  the  belt  from  it 
as  it  passed  on  to  the  pulley.  I  think  it  would  be  interesting  and 
useful  for  any  others  who  may  make  experiments  in  this  field  to 
apply  such  a  stripping  device  as  Mr.  Briggs  suggested  in  order 
to  determine  whether  or  not  there  is  anything  important  in  it 
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Mr.  C.  E.  Emery. — I  wish  to  take  issue  with  the  form  of  the 
expressions  used  to  obtain  the  width  in  inches  and  horse-power. 
The  correct  form  of  an  equation  expressing  the  relations  referred 
to  is  well  settled,  and  it  would  add  very  much  to  the  value  of  any 
series  of  experiments  and  prevent  constantly  recurring  confusion 
in  attempting  to  compare  results  if  all  writers  would  publish  their 
x'esults  in  the  form  of  constants  appHcable  to  the  estabUshed 
formulae  on  the  subject.     As  a  matter  of  course  the  driving  side 
of  the  belt  must  be  under  greater  tension  than  the  other,  and  there 
jxust  be  a  gradual  reduction  of  the  extra  tension  from  the  point 
of  contact  on  the  pulley  on  the  driving  side  to  the  point  of  contact 
-wrhere  the  slack  side  of  the  belt  leaves  the  pulley.     This  reduc- 
tion is  not,  however,  in  an  arithmetical  ratio.     The  friction  of  the 
belt  upon  the  pulley  is  in  all  cases  proportioned  to  the  pressure 
of  one  surface  upon  the  other.  This  pressure  is  necessarily  greater 
on  the  strained  side  and  the  tension  of  the  belt  transmitted  to  the 
next  section  to  produce  frictional  contact  is  reduced  and  so  on 
throughout  the  entire  arc  of  contact  at  a  rapidly  reducing  rate  ex- 
pressed by  the  ordinates  of  a  hyperbolic  curve  readily  integrated 
by  hyperbolic  logarithms.  The  subject  was  very  exhaustively  dis- 
cussed by  Professor,  now  President,  Morton,  when  he  was  edi- 
tor of  the  Journal  of  the  Franklin  Institute.     (See  that  Journal 
for  January,  1868.)     He  discusses  a  long  series  of  experiments 
made  by  Mr.  J.  H.  Cooper  and  others  by  Mr.  Henry  R.  Towne 
and  finally  concludes  that  for  ordinary  belts  of  average  thickness 
(say  0.22  inch),  a  maximum  working  strain  of  66 1  pounds  per  inch 
ID  width  could  be  permitted.     On  this  basis  Rankipe's  formula 
(Applied  Mechanics)  tak6s  the  following  form  : 

W=66|(l-10-o«»»6aj 

in  which  W=the  working  strain  transmitted  per  inch  of  width  in 
pounds. 

a=the  arc  of  the  contact  in  degrees. 

This  investigation  was  accepted  by  Mr.  D,  K.  Clark,  and  he 
presents,  on  page  750  of  his  well-known  Manual,  a  table  showing 
the  driving  power  of  leather  belting  calculated  therefrom.  A  state- 
nient  of  these  various  considerations  and  a  copy  of  this  table  will 
De  found  at  page  56  in  the  general  report  of  the  Judges  of  Group 
XX.,  International  Exhibition,  written  by  the  speaker. 

Mr,  K  H.  Richards, — It  would  seem  there  is  no  one  detail  of 
niachine  construction  which  has  in  its  application  a  greater  va- 
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riety  of  circumstances  than  belting.  It  Beems  to  me  impossible, 
for  that  reasoD,  that  aay  rule  can  give  the  correct  relative  value 
of  dififereut  kinds  of  belting  for  all  purposes.  Let  me  give  joa  an 
instance  of  that.  Some  years  ago,  on  shafts  4  feet  apart,  a  belt 
1.^  inches  vide,  and  mnning  from  a  dii^-ing  pnllej  12  inches 
diamoter  on  to  a  driven  )>ul]ey  1\  inches  diameter,  was  run  at  a 
speed  of  over  a  mile  per  minute  (fi.OOO  feut).  Owing  to  the  cen- 
trifugal force,  as  it  was  supposed,  tlie  belt  seemed  to  tonch  the 
small  pulley  only  about  oue-lialf  inch  on  tbe  citcumference.  The 
durability  of  this  belt  was  about  a  week,  and  under  the  circam- 


fitauces  that  was  considered  quite  satisfactory.  I  could  give  yon 
many  other  instances  of  belts  operated  under  special  condidons, 
tending  to  show  tliat  any  rule  which  will  apply  to  the  ordinary 
transmission  of  power  (iia  from  one  line  shaft  to  another)  is 
totally  valueless  for  universal  use. 

Mr.  F.  IL  Underwood. — A  good  deal  has  been  said  about  belts 
which  show  different  results  being  from  the  same  grade  of  mate- 
rial and  of  the  same  manufacture. 

That  is  easily  explained.  In  Fig.  165  we  have  a  drawing  of  8 
hide  showing  tho  different  portions  ;  A-B  is  the  tight  line  running 
through  the  hide  in  the  center.  There  is  also  a  tight  line  or  side 
ruuiiiug  where  the  flank  comes  up  and  stops,  as  shown  by  the 
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dotted  lines  B-C.     Now,  a  great  many  belt-makers  have  an  idea 
that  if  you  want  a  four-inch  belt,  you  must  split  the  hide  right 
through  the  middle,  at  A-B,  and  cut  ojBF  as  many  strips  as  you 
like.     That  is  not  right.   The  only  place  you  can  take  it  from  and 
Iiave  it   run   perfectly  true  is  2"  each  side  of  the  center.     No 
manufacturer  could  afford  to  make  belting  and  sell  it  at  the  price 
they  have  to,  apd  cut  it  all  from  that  portion.     To  produce  a 
straight  belt  we  must  work  equidistant  from  this  line  A-B,  and 
that  line  B-C.     Tou  put  a  lot  of  strips  together  cut  from  A-B  and 
C-D  and  it  will  form  a  circle.     But  if  you  want  to  cut  this  into 
belts,  you  must  strip  it  into  something  very  narrow.     If  you  want 
a  36"  belt,  you  must  go  18"  each  way  from  the  center.    If  we  want 
a  belt  which  is  wide,  say  48",  we  commence  at  the  center  here  and 
measure  out  24",  and  putting  this  side  A-B,  and  the  flank  portion 
B-C  together,  we  make  a  double  belt  which  ought  to  draw  on  each 
side  alike.     The  reason  why  you  have  trouble  in  getting  the  same 
tind  from  one  manufacturer  is  that  you  cannot  afford  to  pay  him 
enough.     In  making  these  tests  Col.  Webber  suggests  taking  each 
belt  as  it  comes  fi-om  the  manufacturer  and  running  it  two  or 
three  hours  before  making  the  test.      Now,  the  atmosphere  will 
have  a  great  effect  upon  leather,  or,  in  fact,  upon  any  material,  I 
do  not  care  what ;  even  if  it  is  iron  it  wUl  have  more  or  less  influ- 
ence on  it.   And  you  cannot  get  a  belt  but  what  will  be  influenced 
by  the  atmosphere  more  or  less,  so  that  on  a  dry  day  it  will  run 
differently  from  what  it  will  on  a  wet  one. 
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riety  of  circumstances  than  belting.  It  seems  to  me  impossible, 
for  that  reason,  that  any  rule  can  give  the  correct  relative  value 
of  differcDt  kinds  of  belting  for  all  purposes.  Let  me  give  you  an 
instance  of  that.  Some  years  ngo,  on  ahaft»  4  feet  apart,  a  belt 
1^  inches  wide,  and  i-unning  from  a  diiWng  pulley  12  inches 
diameter  on  to  a  driven  j^ulley  l.J  inches  diameter,  was  run  at  a 
8pee<l  of  over  a  mile  per  minute  (fi.OOO  feet).  Owing  to  the  cen- 
trifugal force,  as  it  was  supposed,  tlie  belt  seemed  to  touch  the 
small  pulley  only  about  one-half  inch  on  the  citcumference.  The 
durability  of  this  belt  was  about  a  week,  and  under  the  circom- 


stances  that  was  considered  fpiite  satisfactory.  I  could  give  yon 
many  other  instances  of  belts  operated  under  special  conditions, 
tentling  to  show  tliat  any  rale  wliich  will  apply  to  the  ordinary 
transmission  of  power  (as  from  one  line  shaft  to  another)  is 
totally  valueless  for  universal  use. 

Mr.  F.  H.  Untlvrwood. — A  good  deal  has  been  said  abont  belts 
which  show  <lifferent  results  being  from  the  same  grade  of  mate- 
rial and  of  the  same  manufacture. 

That  is  easily  explained.  In  Fig.  165  we  have  a  drawing  of  s 
hide  showing  the  different  portions ;  A-B  is  the  tight  line  nmning 
through  the  hide  in  the  center.  There  is  also  a  tight  line  or  side 
running  where  the  flank  comes  up  and  stops,  as  shown  by  the 
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dotted  lines  B-C.     Now,  a  great  many  belt-makers  have  an  idea 
that  if  you  want  a  four-inch  belt,  you  must  split  the  hide  right 
through  the  middle,  at  A-B,  and  cut  off  as  many  strips  as  you 
like.     That  is  not  right.    The  only  place  you  can  take  it  from  and 
have  it  run   perfectly  tnie  is  2"  each  side  of  the  center.     No 
jnanufacturer  could  afford  to  make  belting  and  sell  it  at  the  price 
they  have  to,  apd  cut  it  all  from  that  portion.     To  produce  a 
straight  belt  we  must  work  equidistant  from  this  line  A-B,  and 
that  line  B-C.     Tou  put  a  lot  of  strips  together  cut  from  A-B  and 
C-D  and  it  will  form  a  circle.     But  if  you  want  to  cut  this  into 
telts,  you  must  strip  it  into  something  very  narrow.     If  you  want 
a  36"  belt,  you  must  go  18"  each  way  from  the  center.    If  we  want 
a  belt  which  is  wide,  say  48",  we  commence  at  the  center  here  and 
measure  out  24",  and  putting  this  side  A-B,  and  the  flank  portion 
B-C  together,  we  make  a  double  belt  which  ought  to  draw  on  each 
side  alike.     The  reason  why  you  have  trouble  in  getting  the  same 
kind  from  one  manufacturer  is  that  you  cannot  afford  to  pay  him 
enough.     In  making  these  tests  Col.  Webber  suggests  taking  each 
belt  as  it  comes  fi-om  the  manufacturer  and  running  it  two  or 
three  hours  before  making  the  test.      Now,  the  atmosphere  will 
liave  a  great  effect  upon  leather,  or,  in  fact,  upon  any  material,  I 
do  not  care  what ;  even  if  it  is  iron  it  will  have  more  or  less  influ- 
ence on  it.   And  you  cannot  get  a  belt  but  what  will  be  influenced 
by  the  atmosphere  more  or  less,  so  that  on  a  dry  day  it  will  run 
differently  from  what  it  will  on  a  wet  one. 
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We  have  all  beard  of  the  Irishman's  method  of  making  a  can- 
non by  "  taking  a  hole  and  pouring  melted  iron  around  it,"  butit  has 
been  reserved  for  a  German  actually  to  do  a  similar,  or  apparently, 
an  even  more  difficult  thing — to  take  a  hole  and  force  a  bar  of 
wrought  iron  or  steel  around  it !  We  are  familiar  with  tlie  process 
of  drilling  and  punching  for  perforating  metals,  but  here  comes  a 
man  who,  ignoring  all  such  makeshifts,  by  "  external  applications 
only" — as  a  skillful  physician  treats  an  internal  congestion — rolls 
a  hole  into  the  middle  of  a  solid  rod,  thus  forming  it  into  a  tube  1 
What  makes  the  hole  ?  Apparently,  like  the  boy's  whistle,  it  *'  does 
itself." 

Seriously,  this  is  no  joke.  The  specimens  which  I  have  the 
privilege  of  exhibiting  to  the  Society  tell  their  own  story,  and 
scarcely  need  the  evidence  of  the  eye  witness  who  saw  them  made, 
and  who  loaned  them  for  this  purpose.  As  yet  the  process  has 
not  been  worked  in  this  countr}-,  but  it  is  in  practical  operation  in 
Germany.  It  is  the  invention  of  two  brothers  named  Mannes- 
mann,  of  Tlemscheid,  and  the  modus  operandi  is  as  difficult  to 
understand  and  explain  as  was  Gififord's  injector,  or  Bohnenberg- 
er's  gyroscope. 

The  apparatus  necessary  to  effect  the  result  consists  of  two  roll- 
ers slightly  conical,  the  axes  of  whicli  are  in  different  planes — or 
form  two  lines  in  a  twisted  surface — their  nearest  approach  being 
at  or  near  the  bases  of  the  cones.  The  surface  of  the  cones  may  be 
threaded  in  such  a  way  that  they  tend  to  draw  a  body  rolling  between 
them  towards  their  larger  ends.  The  bar  to  be  operated  upon 
should  be  ai)proximately  round,  and  its  end  is  to  be  inserted, ^^bile 
hot,  between  the  cones,  its  axis  being  intermediate  at  all  points  to 
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the  axes  of  the  rollers.  The  action  of  the  cones  is  to  draw  out 
and  twist  the  bar,  during  which  operation  a  hollow  forms.in  its 
axis,  and  when  the  bar  emerges  it  is  a  tube  with  a  somewhat  rough 
but  approximately  cylindrical  and  concentric  bore,  the  surface  of 
which  shows  a  decided  twist. 

Among  the  exhibits  is  a  bar  which  was  drawn  down  at  each  end 
before  going  through  the  mill,  so  that  no  action  took  place  at  these 
ends.  This  bar,  after  cooling,  was  broken,  and  shows  conclusively, 
by  the  color  and  character  of  the  bore,  that  no  tool  and  not  even  the 
air  touched  it  during  the  operation,  the  interior  having  the  same 
appearance  as  the  fracture. 

The  tubes  thus  formed  are  applicable  directly  for  some  purposes, 
but  by  a  proper  formation  of  the  rolls  behind  the  bases  of  the 
cones,  or  additional  pairs  of  rolls,  with  suitable  mandrel  or  man- 
drels, this  tube  may,  at  tlie  same  heat,  be  expanded  and  finished  into 
a  regular  weldless  boiler  tube,  or  gas  pipe,  as  some  of  the  speci- 
mens shown ;  or  this  may  be  done  at  a  separate  operation. 

That  the  metal  is  not  harmed  by  this  rather  rough  handling  may 
be  inferred  from  several  specimens  shown,  of  tubes  which  have 
undergone  operations  of  expanding,  flanging,  flattening,  etc.,  which 
would  try  the  temper  and  quality  of  any  respectable  tube. 
Specimens  are  also  shown  of  brass  and  copper  tubes,  made  by  the 
same  process. 

DISCUSSION. 

Mr,  William  Heioitt, — This  matter  has  a  peculiar  interest  to  me, 
^  it  reminds  me  of  a  little  experiment  which  I  tried  about  twelve 
years  ago.  I  devised  a  machine  similar  in  some  respects  to  Mr. 
Hannesmans'  apparatus  with  the  idea  of  rolling  in  a  single  pass  a 
W  or  billet  of  perhaps  one  inch  in  diameter,  to  a  wire  rod  of 
about  quarter-inch  in  diameter.  By  the  present  method  this  re- 
quires about  13  or  14  passes.  It  was  one  of  those  things  which 
^as  going  to  revolutionize  the  art,  but  this  has  since  been  done  in 
quite  a  different  way.  The  way  in  which  I  proposed  to  do  it  was 
^0  pass  the  bar  axially  between  two  revolving  hyperboloids  in  a 
direction  intermediate  to  that  of  their  axes,  the  latter  being  so 
arranged  that  the  generating  lines  would  fall  into  the  same  plane 
^here  the  rolls  came  together,  converging  or  rather  tapering 
slightly  from  the  small  end  of  the  rolls  to  the  larger  end ;  the  de- 
gree of  taper  depending  of  course  upon  the  amount  of  reduction 
37 
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We  liave  all  heard  of  the  Irishman's  method  of  making  a  can- 
non by  "  taking  a  hole  and  pouring  melted  iron  around  it,"  bntit  has 
been  reserved  for  a  German  actually  to  do  a  similar,  or  apparently, 
an  even  more  ditKcult  thing — to  take  a  hole  and  force  a  bar  of 
wrought  iron  or  steel  around  it!  We  are  familiar  with  the  process 
of  drilling  and  punching  for  perforating  metals,  but  here  comes  a 
man  who,  ignoring  all  such  makeshifts,  by  ^^  extenial  applications 
only" — as  a  skillful  physician  treats  an  internal  congestion — trolls 
a  hole  into  the  middle  of  a  solid  rod,  thus  forming  it  into  a  tube  I 
What  makes  the  hole  ?  Ap])arently,  like  the  boy's  whistle,  it  **  does 
itself." 

Seriously,  this  is  no  joke.  The  specimens  which  I  have  the 
privilege  of  exhibiting  to  the  Society  tell  their  own  story,  and 
scarcely  need  the  evidence  of  the  eye  witness  who  saw  them  made, 
and  who  loaned  them  for  this  purpose.  As  yet  the  process  has 
not  been  worked  in  this  countr}^,  but  it  is  in  practical  operation  in 
Germany.  It  is  the  invention  uf  two  brothers  named  Mannes* 
mann,  of  Ivcmscheid,  and  the  modus  operandi  is  as  difficult  to 
understand  and  explain  as  was  Gififord's  injector,  or  Bohnenberg- 
er's  gyroscope. 

The  apparatus  necessary  to  effect  the  result  consists  of  two  roll- 
ers slightly  conical,  the  axes  of  which  are  in  different  planes— or 
form  two  lines  in  a  twisted  surface — their  nearest  approach  being 
at  or  near  the  bases  of  the  cones.  The  surface  o.f  the  cones  may  be 
threaded  in  such  a  way  that  they  tend  to  draw  a  body  rolling  between 
them  towards  their  larger  ends.  The  bar  to  be  operated  upon 
should  be  a])proximately  round,  and  its  end  is  to  be  inserted, ^hile 
hot,  betwecTi  the  cones,  its  axis  being  intermediate  at  all  points  to 
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the  axes  of  the  rollers.  The  action  of  the  cones  is  to  draw  out 
and  twist  the  bar,  during  which  operation  a  hollow  formsjn  its 
axis,  and  when  the  bar  emerges  it  is  a  tube  with  a  somewhat  rough 
but  approximately  cylindrical  and  concentric  bore,  the  surface  of 
which  shows  a  decided  twist. 

Among  the  exhibits  is  a  bar  which  was  drawn  down  at  each  end 
before  going  through  the  mill,  so  that  no  action  took  place  at  these 
ends.  This  bar,  after  cooling,  was  broken,  and  shows  conclusively, 
by  the  color  and  character  of  the  bore,  that  no  tool  and  not  even  the 
air  touched  it  during  the  operation,  the  interior  having  the  same 
appearance  as  the  fracture. 

The  tubes  thus  formed  are  applicable  directly  for  some  purposes, 
but  by  a  proper  formation  of  the  rolls  behind  the  bases  of  the 
cones,  or  additional  pairs  of  rolls,  with  suitable  mandrel  or  man- 
drels, this  tube  may,  at  the  same  heat,  be  expanded  and  finished  into 
a  regular  weldless  boiler  tube,  or  gas  pipe,  as  some  of  the  speci- 
mens shown ;  or  this  may  be  done  at  a  separate  operation. 

That  the  metal  is  not  harmed  by  this  rather  rough  handling  may 
he  inferred  from  several  specimens  shown,  of  tubes  which  have 
undergone  operations  of  expanding,  flanging,  flattening,  etc.,  which 
would  try  the  temper  and  quality  of  any  respectable  tube. 
Specimens  are  also  shown  of  brass  and  copper  tubes,  made  by  the 
same  process. 

DISCUSSION. 

Mr.  William  Heioitt. — This  matter  has  a  peculiar  interest  to  me, 
as  it  reminds  me  of  a  little  experiment  which  I  tried  about  twelve 
years  ago.  I  devised  a  machine  similar  in  some  respects  to  Mr. 
Mannesmans'  apparatus  with  the  idea  of  rolling  in  a  single  pass  a 
oar  or  billet  of  perhaps  one  inch  in  diameter,  to  a  wire  rod  of 
about  quarter-inch  in  diameter.  By  the  present  method  this  re- 
^iiires  about  13  or  14  passes.  It  was  one  of  those  things  which 
^as  going  to  revolutionize  the  art,  but  this  has  since  been  done  in 
quite  a  different  way.  The  way  in  which  I  proposed  to  do  it  was 
to  pass  the  bar  axially  between  two  revolving  hyperboloids  in  a 
direction  intermediate  to  that  of  their  axes,  the  latter  being  so 
arranged  that  the  generating  lines  would  fall  into  the  same  plane 
^here  the  rolls  came  together,  converging  or  rather  tapering 
slightly  from  the  small  end  of  the  rolls  to  the  larger  end ;  the  de- 
gree of  taper  depending  of  course  upon  the  amount  of  reduction 
37 
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which  I  proposed  to  give  the  metal.    The  rolls  had  the  appear- 
ance shown  in  Fig.  166. 

Suitable  guides  were  provided  for  retaining  the  metal  in  its 
proper  position ;  the  action  of  these  rolls  it  is  obvious  was  such 
as  to  draw  the  metal  in  and  through  the  apparatus,  reducing  it 
with  a  spiral  motion.  I  constructed  a  small  hand  model  with 
which  I  experimented  upon  some  lead  bars.  The  model  was  a 
very  rude  affair,  and  hardly  adequate  for  a  fair  experiment.  It 
was  too  light ;  the  rolls  would  spring  slightly  from  the  guides,  and 
the  metal  got  jammed  up  between  the  rolls  and  the  guides  and 
was  cat  to  pieces  against  the  sharp  edges  of  the  latter.  I  did  not 
succeed  in  getting  a  piece  entirely  through  the  rolls,  but  managed 
to  make  some  fair  points.  I  therefore  abandoned  the  idea  of 
drawing  the  metal  out  into  a  rod  in  this  way,  and  devised  another 
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machine  for  the  purpose  of  simply  pointing ;  this  being  a  neces- 
sary operation  before  the  rod  can  be  drawn  down  into  wire.  I 
attempted  to  do  this  by  introducing  the  end  of  the  rod  between 
the  inclined  faces  of  two  vertical  dies  moving  alternately  and  very 
rapidly  up  and  down  in  slidea  I  first  tried  some  iron  rods,  but 
these  were  mashed  into  no  shape,  the  fibers  of  the  material  being 
actually  torn  asunder;  I  then  tried  some  Bessemer  steel  and 
managed  to  get  some  very  good  points.  I  noticed,  however,  that 
the  tips  all  had  a  deep  conical  depression  or  cavity,  and  I  presume 
if  the  experiment  could  have  been  carried  farther,  forcing  the 
metal  through  the  dies  and  over  a  mandrel,  that  it  would  have 
been  rolled  into  a  pipe  or  tube,  but  as  I  was  not  particularly  inter- 
ested in  the  manufacture  of  tubes,  and  the  apparatus  as  a  point- 
ing machine  was  so  uncertain  in  its  operation,  I  abandoned  it 

I  am  also  reminded  of  the  experiment  in  the  rolUng  of  rivets 
which  my  father,  Mr.  Charles  Hewitt,  tried  many  years  ago,- 


ON  A  NEW  METHOD  OF  MAKING  TUBES  PROM  SOLID  BABS.      567 

deed  it  was  before  my  time, — and  I  cannot,  therefore,  give  you  an 
exact  description  of  the  apparatus  which  he  employed,  but  I  be- 
lieve he  attempted  to  roll  them  in  a  manner  similar  to  that  in 
which  a  puddle  ball  is  rolled  into  a  bloom  in  the  ordinary  rotary 
squeezer,  the  blanks  being  introduced  in  one  end  in  a  continuous 
stream  and  dumped  out  at  the  other  end  in  finished  rivets.  The 
rivets  all  had  that  pecuKar  conical  depression  or  cavity  in  the  end, 
and  the  thing  was  abandoned  on  that  account. 

Mr.   Francis  H,  Stillman, — Having  received  information  that 

there  were  parties  in  New  York  City  who  had  made  tubes  in  this 

method  described  by  Mr.  Babcock,  I  endeavored  to  get  a  meeting 

with  them  and  was  finally  referred  to  a  lawyer  who  proved  to 

be  an  attorney  for  one  of  the  Mannesmann  Bros.     From  papers 

which  he  has  allowed  me  to  examine  the  following  points  are  taken. 

Mr.   Mannesmann  states  that  the  rollers  should  have  abrupt 

conical  faces  placed  like  skew  rolls  as  used  for  polishing  surfaces 

and  I  believe  for  straightening  bars.     The  working  faces  of  the 

rolls  should  be  provided  with  spiral  ribs  or  corrugations  which 

give  a  more  effective  hold  upon  the  blank,  and  owing  to  the  fact 

that  they  gradually  become  coarser  in  pitch,  the  spiral  ribs  have 

'the  effect  of  progressively  drawing  the  metal  from  the  outer  por- 

"tion  of  bar,  inward  and  forward.     A  later  invention  allows  the 

'^lube  to  be  expanded  after  drawing  to  even  larger  than  original 

^ar.     Iron  and  steel  should  be  very  highly  heated  preparatory  to 

^)eing  subjected  to  the  action  of  the  diagonal  rolls. 

The  employment  of  a  so-called  "  holding  back  bar,"  which  is 
;ylaced  with  one  end  against  the  center  of  the  heated  blank  at  the 
^)oint  where  it  is  being  acted  on  by  the  rolls  (Fig.  167),  renders  it 
^^unnecessary  to  reduce  the  diameter  so  much  as  when  the  holding- 
^3ack  effect  is  obtained  entirely  by  the  convergent  faces  of  the 
^^^oUs,  so  that  the  blank  suffers  comparatively  little  or  no  reduction 
iji  diameter. 

The  pointed  mandrel,  the  shape  of  which  is  shown  in  Fig.  167, 
5^  to  be  used  on  brass  or  soft  and  ductile  metals  which  cannot 
Vie  Bo  highly  heated. 

The  headed  mandrel  also  serves  the  purpose  of  a  plug  (see 
"page  571)  to  prevent  the  entrance  of  air  into  the  tube  and  inter- 
fering with  the  welding,  or  drawing,  by  the  formation  of  oxide, 
^r.  Mannesmann  has  made  further  inventions  by  which  the  same 
i^ults  are  to  be   performed  between   revolving  hemispheroidal 
toUs. 
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which  I  proposed  to  give  the  metal.    The  rolls  had  the  appear- 
ance shown  in  Fig.  166. 

Suitable  guides  were  provided  for  retaining  the  metal  in  its 
proper  position ;  the  action  of  these  rolls  it  is  obvious  was  such 
as  to  draw  the  metal  in  and  through  the  apparatus,  reducing  it 
with  a  spiral  motion.  I  constructed  a  small  hand  model  with 
which  I  experimented  upon  some  lead  bars.  The  model  was  a 
very  rude  affair,  and  hardly  adequate  for  a  fair  experiment.  It 
was  too  light ;  the  rolls  would  spring  slightly  from  the  guides,  and 
the  metal  got  jammed  up  between  the  rolls  and  the  guides  and 
was  cut  to  pieces  against  the  sharp  edges  of  the  latter.  I  did  not 
succeed  in  getting  a  piece  entirely  through  the  rolls,  but  managed 
to  make  some  fair  points.  I  therefore  abandoned  the  idea  of 
di'awing  the  metal  out  into  a  rod  in  this  way,  and  devised  another 


■•^^T-^^"-<^ — M». —  >- Iroo  billctY— #m»..£^m^^^^^^^iioo 


ELEVATION 


Fig.  166. 

machine  for  the  purpose  of  simply  pointing  ;  this  being  a  neces- 
sary operation  before  the  rod  can  be  drawn  down  into  wire.  I 
attempted  to  do  this  by  introducing  the  end  of  the  rod  between 
the  inclined  faces  of  two  vertical  dies  moving  alternately  and  very 
rapidly  up  and  down  in  slidea  I  first  tried  some  iron  rods,  but 
these  were  mashed  into  no  shape,  the  fibers  of  the  material  being 
actually  torn  asunder ;  I  then  tried  some  Bessemer  steel  and 
managed  to  get  some  very  good  points.  I  noticed,  however,  that 
the  tips  all  had  a  deep  conical  depression  or  cavity,  and  I  presume 
if  the  experiment  could  have  been  carried  farther,  forcing  the 
metal  through  the  dies  and  over  a  mandrel,  that  it  would  have 
been  rolled  into  a  pipe  or  tube,  but  as  I  was  not  particularly  inter- 
ested in  the  manufacture  of  tubes,  and  the  apparatus  as  a  point- 
ing machine  was  so  uncertain  in  its  operation,  I  abandoned  it. 

I  am  also  reminded  of  the  experiment  in  the  rolling  of  rivets 
which  my  father,  Mr.  Charles  Hewitt,  tried  many  years  ago, — ^in- 
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deed  it  was  before  my  time, — and  I  cannot,  therefore,  give  you  an 
exact  description  of  the  apparatus  which  he  employed,  but  I  be- 
Keve  he  attempted  to  roll  them  in  a  manner  similar  to  that  in 
which  a  puddle  ball  is  rolled  into  a  bloom  in  the  ordinary  rotary 
squeezer,  the  blanks  being  introduced  in  one  end  in  a  continuous 
stream  and  dumped  out  at  the  other  end  in  finished  rivets.  The 
rivets  all  had  that  peculiar  conical  depression  or  cavity  in  the  end, 
and  the  thing  was  abandoned  on  that  account. 

Mr.   Francis  H,  Stillman, — Having  received  information  that 

there  were  parties  in  New  York  City  who  had  made  tubes  in  this 

method  described  by  Mr.  Babcock,  I  endeavored  to  get  a  meeting 

with  them  and  was  finally  referred  to  a  lawyer  who  proved  to 

be  an  attorney  for  one  of  the  Mannesmann  Bros.     From  papers 

which  he  has  allowed  me  to  examine  the  following  points  are  taken. 

Mr.   Mannesmann  states  that  the  rollers  should  have  abrupt 

conical  faces  placed  like  skew  rolls  as  used  for  polishing  surfaces 

and  I  believe  for  straightening  bars.     The  working  faces  of  the 

rolls  should  be  provided  with  spiral  ribs  or  corrugations  which 

give  a  more  effective  hold  upon  the  blank,  and  owing  to  the  fact 

that  they  gradually  become  coarser  in  pitch,  the  spiral  ribs  have 

^he  effect  of  progressively  drawing  the  metal  from  the  outer  por- 

"^on  of  bar,  inward  and  forward.     A  later  invention  allows  the 

"Aibe  to  be  expanded  after  drawing  to  even  larger  than  original 

^ar.     Iron  and  steel  should  be  very  highly  heated  preparatory  to 

facing  subjected  to  the  action  of  the  diagonal  rolls. 

The  employment  of  a  so-called  "  holding  back  bar,"  which  is 
;gplaced  with  one  end  against  the  center  of  the  heated  blank  at  the 
^)oint  where  it  is  being  acted  on  by  the  rolls  (Fig.  167),  renders  it 
"^unnecessary  to  reduce  the  diameter  so  much  as  when  the  holding- 
V^ack  effect  is  obtained  entirely  by  the  convergent  faces  of  the 
^^"oDs,  so  that  the  blank  suffers  comparatively  little  or  no  reduction 
in  diameter. 

The  pointed  mandrel,  the  shape  of  which  is  shown  in  Fig.  167, 
i«  to  be  used  on  brass  or  soft  and  ductile  metals  which  cannot 
V>e  Bo  highly  heated. 

The  headed  mandrel  also  serves  the  purpose  of  a  plug  (see 
page  571)  to  prevent  the  entrance  of  air  into  the  tube  and  inter- 
fering with  the  welding,  or  drawing,  by  the  formation  of  oxide, 
^r.  Mannesmann  Las  made  further  inventions  by  which  the  same 
results  are  to  be  performed  between  revolving  hemispheroidal 
rolls. 
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whicli  I  proposed  to  give  the  metal.    The  rolls  had  the  appear- 
ance shown  in  Fig.  166. 

Suitable  guides  were  provided  for  retaining  the  metal  in  its 
proper  position ;  the  action  of  these  rolls  it  is  obvious  was  such 
as  to  draw  the  metal  in  and  through  the  apparatus,  reducing  it 
with  a  spiral  motion.  I  constructed  a  small  hand  model  with 
which  I  experimented  upon  some  lead  bars.  The  model  was  a 
very  rude  affair,  and  hardly  adequate  for  a  fair  experiment.  It 
was  too  light ;  the  rolls  would  spring  sUghtly  from  the  guides,  and 
the  metal  got  jammed  up  between  the  rolls  and  the  guides  and 
was  cut  to  pieces  against  the  sharp  edges  of  the  latter.  I  did  not 
succeed  in  getting  a  piece  entirely  through  the  rolls,  but  managed 
to  make  some  fair  points.  I  therefore  abandoned  the  idea  of 
di'awing  the  metal  out  into  a  rod  in  this  way,  and  devised  another 
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machine  for  the  purpose  of  simply  pointing  ;  this  being  a  neces- 
sary operation  before  the  rod  can  be  drawn  down  into  wire.  I 
attempted  to  do  this  by  introducing  the  end  of  the  rod  between 
the  inclined  faces  of  two  vertical  dies  moving  alternately  and  very 
rapidly  up  and  down  in  slides.  I  first  tried  some  iron  rods,  but 
these  were  mashed  into  no  shape,  the  fibers  of  the  material  being 
actually  torn  asunder;  I  then  tried  some  Bessemer  steel  and 
managed  to  get  some  very  good  points.  I  noticed,  however,  that 
the  tips  all  had  a  deep  conical  depression  or  cavity,  and  I  presume 
if  the  experiment  could  have  been  carried  farther,  forcing  the 
metal  through  the  dies  and  over  a  mandrel,  that  it  would  have 
been  rolled  into  a  pipe  or  tube,  but  as  I  was  not  particularly  inter* 
ested  in  the  manufacture  of  tubes,  and  the  apparatus  as  a  point- 
ing machine  was  ho  uncertain  in  its  operation,  I  abandoned  it. 

I  am  also  reminded  of  the  experiment  in  the  rolling  of  rivets 
which  my  father,  Mr.  Charles  Hewitt,  tried  many  years  ago, — ^in- 
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deed  it  was  before  my  time, — and  I  cannot,  therefore,  give  you  an 
exact  description  of  the  apparatus  which  he  employed,  but  I  be- 
Keve  he  attempted  to  roll  them  in  a  manner  similar  to  that  in 
which  a  puddle  ball  is  rolled  into  a  bloom  in  the  ordinary  rotary 
squeezer,  the  blanks  being  introduced  in  one  end  in  a  continuous 
stream  and  dumped  out  at  the  other  end  in  finished  rivets.  The 
rivets  all  had  that  peculiar  conical  depression  or  cavity  in  the  end, 
and  the  thing  was  abandoned  on  that  account. 

Mr.  Francis  H,  Stillman. — Having  received  information  that 
there  were  parties  in  New  York  City  who  had  made  tubes  in  this 
method  described  by  Mr.  Babcock,  I  endeavored  to  get  a  meeting 
with  them  and  was  finally  referred  to  a  lawyer  who  proved  to 
be  an  attorney  for  one  of  the  Mannesmann  Bros.  From  papers 
which  he  has  allowed  me  to  examine  the  following  points  are  taken. 

Mr.  Mannesmann  states  that  the  rollers  should  have  abrupt 
conical  faces  placed  like  skew  rolls  as  used  for  polishing  surfaces 
and  I  believe  for  straightening  bars.  The  working  faces  of  the 
rolls  should  be  provided  with  spiral  ribs  or  corrugations  which 
give  a  more  effective  hold  upon  the  blank,  and  owing  to  the  fact 
that  they  gradually  become  coarser  in  pitch,  the  spiral  ribs  have 
the  effect  of  progressively  drawing  the  metal  from  the  outer  por- 
tion of  bar,  inward  and  forward.  A  later  invention  allows  the 
tube  to  be  expanded  after  drawing  to  even  larger  than  original 
bar.  Iron  and  steel  should  be  very  highly  heated  preparatory  to 
being  subjected  to  the  action  of  the  diagonal  rolls. 

The  employment  of  a  so-called  "  holding  back  bar,"  which  is 
placed  with  one  end  against  the  center  of  the  heated  blank  at  the 
point  where  it  is  being  acted  on  by  the  rolls  (Fig.  167),  renders  it 
unnecessary  to  reduce  the  diameter  so  much  as  when  the  holding- 
back  effect  is  obtained  entirely  by  the  convergent  faces  of  the 
roUs,  so  that  the  blank  suffers  comparatively  little  or  no  reduction 
in  diameter. 

The  pointed  mandrel,  the  shape  of  which  is  shown  in  Fig.  167, 
is  to  be  used  on  brass  or  soft  and  ductile  metals  which  cannot 
be  so  highly  heated. 

The  headed  mandrel  also  serves  the  purpose  of  a  plug  (see 
page  571)  to  prevent  the  entrance  of  air  into  the  tube  and  inter- 
fering with  the  welding,  or  drawing,  by  the  formation  of  oxide, 
ilr.  Mannesmann  has  made  further  inventions  by  which  the  same 
results  are  to  be  performed  between  revolving  hemispheroidal 
rolls. 
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2[r.  Thos.  S.  Crane. — I  would  like  to  ask  if  any  one  present  can 
tell  us  the  speed  at  which  this  tube  is  formed  or  the  rod  is  trav- 
ersed through  tlie  rolls.  I  suppose  the  friction  wonld  generate 
more  or  less  heat.  I  would  like  also  to  ask  whether  the  tube  as  it 
is  formed  is  projected  upon  the  point  of  tlie  mandrel — whether 
that  is  the  understanding  from  the  sketches. 

Mr.  George  Schuhmann. — From  what  I  have  learned  about  this 
new  method  I  understaud  that  the  tube  is  not  projected  against  the 
point  of  the  mandrel.  The  metal  parts  before  it  reaches  the  man- 
drel. In  fact,  tubes  can  be  made  without  any  mandrel  at  all,  and 
the  latter  is  only  used  to  smooth  the  inside  of  the  tubes  and  to 
enlarge  them.  Although  there  does  not  seem  to  be  any  wear  on 
the  point,  I  should  think  there  must  be  a  considerable  amount  of 
friction  on  the  bearing  part  of  the  mandrel. 

Mr.  Wm.  Kent. — The  rolling  hyperboloids  are  in  constant  use 
at  the  National  Tube  Works  at  McKeesport,  Pa.  I  saw  them  in 
Scotland  five  j^ears  ago  at  the  tube  works  of  A.  &  J.  Stewart, 
Coatbridge,  and  the  invention  was  credited  to  Mr.  Matheson, 
then  of  the  National  Tube  Works.  It  is  curious  that  a  process 
should  be  used  for  finishing  tubes  which  should  later  be  dis- 
covered as  a  process  which  would  make  a  tube. 

Mr.  F.  R.  Huttoii. — I  might  also  add  a  point  which  has  come  to 
my  own  knowledge.  Prof.  Keuleaux  has  taken  up  anew  the  sub- 
ject of  transmitting  power  by  means  of  compressed  air,  and  pro- 
poses that  for  that  purpose  compressed  air  should  be  applied  of 
a  great  deal  higher  tension  than  we  are  in  the  habit  of  using.  I 
think  he  proposes  that  a  pressure  of  fifteen  hundred  pounds  to 
the  square  inch  should  be  used  at  Frankfort  which  will  enable 
him  to  cany  his  pressure  through  very  small  pipes.  His  hope 
and  expectation  is  that  a  Mannesmann  tube  thirty  to  thirty-five 
feet  in  length  would  enable  him  to  use  the  compressed  air  in  these 
small  pipes  with  very  much  fewer  joints  in  his  conducting  pipes 
than  would  be  required  with  a  shorter  length  of  the  ordinary 
lap-welded  tube. 

Dr.  Robert  Grimahaw. — Prof.  Sweet  called  attention  yesterday 
to  the  fact  that  some  one  whom  he  knew  had  made  a  machine  for 
straightening  spindles,  using  those  small  rolls,  but  that  the  ma- 
chine was  not  a  success,  because  if  you  were  not  careful  with  it 
you  would  roll  a  hole  in  the  spindle. 

Mr.  Geo.  M.  JSoml.—I  believe  the  Medart  Patent  Pulley  Com- 
pany of  St.  Louis  have  a  straightening  machine  on  that  principle. 
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So  far  as  I  could  judge  from  their  circulaf*,  the  wheels  were  con- 
ical iustead  of  liyperboloids,  the  action  of  the  straightening  rolls 
drawing  the  shaft  from  one  end  of  the  machine  to  the  other.  I 
have  never  seen  the  machine  in  operation — simply  having  had  its 
operation  described  to  me. 

Mr,  J.  F.  Wilcax, — A  machine  similar  to  the  one  Mr.  Bond 
speaks  of  was  patented  about  1878  or  1879  by  Mr.  Seaman  of 
Pittsburgh  and  is  now  in  use  on  a  very  large  scale  at  Akron, 
Ohio,  for  making  hot  rolled  shafting.  The  rolls  are  conical — ^not 
hyperboloids,  and  it  has  been  used  there  as  a  commercial  success 
for  the  last  four  or  five  years.  It  is  also  used  by  Park  Brothers 
in  Pittsburgh,  and  they  had  this  same  trouble  in  making  finger 
bars  for  harvesters  where  the  end  had  to  be  cut  oflF,  leaving  four  or 
six  inches  of  waste.  It  has  been  used  and  used  successfully. 
We  have  used  a  number  of  feet  of  it  where  we  require  high 
speed.  It  is  far  superior  to  the  old  Jones  &  Laughlin  cold  rolled 
shaft.  I  believe  Jones  &  Laughlin  have  put  in  two  of  these  ma- 
chines in  the  last  two  years. 

Mr,  Wm,  Kent — ^I  remember  seeing  Seaman's  straightening 
machines  in  Pittsburgh,  Akron,  and  other  places,  and  my  recol- 
lection is  that  it  was  a  series  of  cylindrical  rolls  with  collars.  I 
would  ask  Mr.  Wilcox  if  there  are  any  modifications  of  that  ma- 
<xhine.     I  never  saw  the  conical  one. 

Mr,  Wilcox. — The  earlier  machines  were  made  with  collars.  The 
Jater  ones  are  turned  conically  but  with  such  a  slight  cone  you 
"^ould  think  by  the  eye  that  they  were  cylindrical.  Unless  you 
;j)ut  a  calliper  on,  they  do  not  appear  conical.  They  are  turned 
~^p — I  should  hazard  a  guess  upon  it — about  fourteen  inches  in 
^diameter,  tapering  down  probably  a  quarter  of  an  inch  in  a  length 
«f  thirty  inches. 

Mr,  Kent, — They  have  abandoned  the  collar  system,  then  ? 

Mr,   Wilcox, — They  have  abandoned  the  collar  system. 

Mr.  Allan  Stirling, — When  I  mention  the  name  of  Mr.  Henry 

burden,  of  Troy,  the  members  will  recognize  the  name  of  one  of 

't.le  great  inventors  of  the  country,  and  particularly  in  the  iron 

trade.     I  think  that  his  horseshoe  machine  as  used  at  present  is 

one  of  the  most  wonderful  machines  in  existence.     Mr.  Burden  is 

also  the  inventor  of  the  Burden  Squeezer,  and  in  experiments 

^hich  he  made  in  connection  with  squeezing  puddle  balls  it  has 

come  to  my  knowledge  that  he  used  three  vertical  conical  rolls. 

The  ball  was  put  in  at  the  top  (I  believe  at  the  small  end  of  the 
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cones)  and  gradually  worked  through  and  came  oat  at  the  bot- 
tom in  the  shape  of  a  billet  ready  to  be  rolled.  I  am  glad  to  speak 
of  Mr.  Burden  on  this  occasion  and  to  pay  a  tribute  to  his  mem- 
017  as  one  of  the  great  inventors  in  this  field. 

llic  President. — Mr.  Stirling  cannot  tell  us  if  those  rolls  were 
placed  on  parallel  axes  or  otherwise  ? 

Mr.  Stirling. — I  am  not  sufficiently  familiar  with  them  to  say. 

Mr.  F.  H.  Rivhards. — The  reference  by  Prof.  Ilutton  to  the 
opinion  of  Prof.  Eeuleaux  respecting  compressed  air  for  trans- 
mission of  power  recalls  some  experiments  once  made  in  this 
country  in  that  direction.  The  au*  was  compressed  at  two  steps, 
first  to  about  150  lbs.,  and  next  to  upwards  of  2,000  lbs.  pressure 
per  sq.  inch.  The  first  compression  generated  a  high  tempera- 
ture in  the  machinery,  but  during  the  last  compression  no  trouble 
was  experienced  from  that  cause.  The  air  was  conveyed  several 
hundred  feet  in  wrought-iron  pipes,  coupled  with  straight  threads 
and  copper  washers  between  the  ends ;  and  was  stored  in  a  se- 
ries of  wrought-iron  reservoirs  similarly  connected.  The  max- 
imum pressure  was  maintained  for  months  at  a  time  without  any 
leakage.  There  is  no  serious  difficulty  in  putting  together  the 
piping  and  apparatus,  provided  a  few  simple  precautions  are 
always  observed.  Fine  workmanship  is  not  required ;  but  the 
metal  must  be  sound,  and  ample  force  must  be  applied, — suffi- 
cient, in  fact,  always  firmly  to  imbed  metal  to  metal.  The  "  fits  " 
(joints)  must  be  made  tight  by  pressure,  not  by  hand  fitting. 
This  principle  was  successfully  applied  not  only  to  the  piping, 
but  also  to  the  valves  and  cocks. 

The  results  attained  warrant  the  opinion  that  air  at  high  pres- 
sures is  a  most  perfect  spring,  giving  out  very  nearly  the  whole 
power  put  into  it.  Between  the  pressures  of  300  and  1,600  lbs. 
the  changes  of  temperature  are  slight;  and  allowing  200  lbs.  for 
friction  and  other  losses,  there  is  1,000  lbs.  available  for  use. 
Of  course,  a  return  circuit  should  be  used,  in  order  to  avoid  the 
freezing  of  the  engines,  and  excessive  heating  in  compression. 
In  our  experiments,  however,  the  air  was  not  returned. 

The  engine  which  gave  the  best  results  had  a  stroke  5  times  the 
diameter  of  cylinder,  this  being  about  3  inches ;  and  the  highest 
pressure  used  on  the  piston  was  about  1,200  lbs.  My  own  belief 
is  that  the  air  sliould  be  both  compressed  and  expanded  on  the 
top  of  fiuid  columns,  which  lie  on  the  piston  of  the  compressor  or 
engine,  as  the  case  may  be.     Besides  this,  there  should  be  a  sur- 


OH  A  NEW  KBTEOD  OF  lUKDia  TDBB3  FBOH  SOLID  BAB8.      571 

plns«f  fluid,  a  little  passing  through  the  valves  at  each  stroke,  to 
pack  them.  Oil,  notwithstaiiding  its  tendency  to  foam,  is  prob- 
ably the  best,  as  it  effectually  disposes  of  the  problem  of  lubri- 
cation, and  is  taken  up  and  carried  through  the  pipes  by  the  air, 
in  considerable  quantity. 

J.i  is  probable  that  the  loss  by  friction  in  pipes  will  be  against 


^e  use  of  air  for  transmission  through  long  distances,  ^nce  at 
such  bigh  pressures  it  is  a  comparatively  heavy  body.  In  this  re- 
spect, and  as  to  fluidity,  steam  will,  I  think,  prove  the  superior. 
But  in  some  situations,  air  offers  important  advantages,  and  these 
*ill  become  much  more  available,  if,  as  the  paper  indicates,  per- 
fectly sound  pipes  can  be  supplied  by  the  new  method  at  a  much 
lower  coat. 
Mr.  Geo.  IT.  Bahcock. — I  would  say  in  reference  to  several  re- 
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marks  that  have  been  made,  that  Mr.  Mannesmann,  who  is  now 
in  New  York,  promised  that  he  would  be  present  at  this  meeting 
and  be  prepared  to  answer  any  question  which  might  be  asked  in 
regard  to  the  process. 

Mr.  Crane  inquires  as  to  the  speed.  Mr.  Mannesmann  tells 
me  that  they  have  rolled  tubes  2  inches  in  diameter  and  24 
feet  long,  I  think,  at  one  heat,  and  he  thinks  that  they  could 
make  them  still  longer  if  they  could  conveniently  hold  their  man- 
drel ;  that  the  speed  with  which  the  tube  comes  out  is  a  question 
entirely  of  the  velocity  of  the  rollers,  and  that  he  does  not  see  any 
limit  to  the  length  of  tube  which  can  be  drawn  at  one  operation 
excepting  the  question  of  holding  the  mandrel  properly.  I  under- 
stand that  this  mandrel  is  socketed  in  a  screw  and  is  allowed  to 
revolve,  but  that  it  does  not  revolve  at  the  same  speed  with  the 
tubes  at  all  points,  causing  a  twist  in  the  tube.  You  will  notice 
that  these  samples  all  show  a  sort  of  spiral — not  exactly  fiber  but 
something  like  fiber.  The  mandrel  is  held  firmly  by  resisting 
points.     (See  Fig.  167.) 

It  is  reduced  as  it  passes  into  the  conical  rolls ;  and  that  re- 
duction, in  connection  with  the  continuous  shifting  of  the  point  of 
action,  is  what  is  supposed  to  explain  the  peculiar  ejBfect  in  making 
this  opening.  If  no  mandrel  is  used  the  opening  will  be  made  as 
is  shown  in  the  specimens,  through  the  bar.  I  have  seen  a  tube 
about  the  size  of  my  finger  and  12  feet  long  with. an  opening  the 
whole  length  of  it  made  in  that  way. 

Mr.  Kent  refers  to  Mr.  Matheson's  straightening  device  for 
tubes.  I  am  familiar  with  that  and  its  operation.  Mr.  Matheson 
is,  I  think,  now  in  Europe  for  the  purpose  of  investigating  this 
method.  His  rolls  are  hyperboloids,  bearing  the  whole  length 
and  operating  upon  tubes  with  no  reduction  in  diameter.  Of 
course  ho  found  no  interior  action. 

With  regard  to  the  shafting  machine  :  Mr.  Wilcox  has  explained 

why  it  does  not  make  the  shafting  hollow,  because 
the  rolls  are  nearly  straight,  very  slightly  in- 
clined, and  there  is  no  material  reduction  in 
diameter  of  the  shafting ;  therefore  no  such 
action  can  take  place  on  the  interior  as  is 
found  in  the  Mannesmann  machine.  The  in- 
ventor explains  the  action  thus  (Fig.  168) :  The 
lines  of  force  radiating  from  the  two  compress- 
FiG.  168.         ing  points  tend  to  produce  a  rupture   at  the 
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center  just  the  same  as  occurs  in  hammering  large  shafting  which 
is  frequently  found  to  be  either  porous  or  ruptured  in  the  center 
by  the  action  of  the  hammer  on  the  exterior.  As  the  roll  and 
bar  revolve,  the  rupture,  so  to  speak,  revolves  also,  and  produces 
a  continuous  bore.  There  is  also  the  drawing  forward  action,  men- 
tioned by  Mr.  Stillman,  particularly  at  the  end  of  the  bar,  and 
after  it  has  reached  the  mandrel.  But  that  alone  does  not  explain 
wliy  a  tube  is  made  when  no  mandrel  is  used,  nor  how  the  bore 
caxi  start  in  the  interior  of  a  bar,  as  in  some  specimens  shown. 
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CCLIII. 

WHAT  ARE  THE  NEEDS   OF  OUR  NAVYf 

BY  H.   A8HT0X  RAMSAY,  BALTUIOBE,  MD. 

(Member  of  the  Society.) 

It  is  DOW  more  than  two  decades  since  the  great  shock  of  arms, 
which  tlie  nations  of  the  old  world  viewed  at  first  with  only  half- 
concealed  pleasure,  in  the  hope  that  it  would  dismember  the 
young  republic.  Later  on  their  feelings  changed  to  awe,  surprise, 
and  forced  admiration  at  the  sight  of  the  vast  armies  and  navies 
called  into  existence  as  if  by  magic,  as  they  read  of  the  great 
battles  which  were  fought  ashore  and  afloat,  quite  equaling, 
if  not  eclipsing,  anything  which  the  world  had  before  seen  in  the 
way  of  practical  military  operations,  although  conducted  by  a  pro- 
fessedly unmilitary  people,  the  genius  of  whose  country  was 
opposed  U)  large  standing  armies  and  navies.  Now  that  our  coun- 
try is  reunited,  with  all  her  people  working  together  for  the  com- 
mon weal,  and  keeping  abreast  of  the  world  in  progress  and  im- 
provements in  all  peaceful  arts  and  industries,  in  turning  our  eyes 
to  the  east,  we  cannot  help  observing  the  unusual  activity  among 
the  great  naval  powers  of  Europe  in  constructing  the  most  power- 
ful engines  of  destruction.  We  see  iron-clads,  torpedoes,  and  great 
guns  with  capacities  to  hurl  tons  of  metal  through  the  air,  with 
ranges  and  penetrative  power  before  supposed  to  be  impossible. 
Does  it  not  behoove  us,  under  these  circumstances,  to  look  to  our 
own  defenses,  as  these  great  iron  and  steel-clad  monsters  may  at 
any  time  be  turned  against  us;  and  whereas  it  is  opposed  to  the 
estal)lished  principles  on  which  our  great  civil  republic  is  founded 
to  keep  up  large  standing  armies  and  navies,  it  is  of  vital  import- 
ance that  w^e  should  provide  ourselves  with  all  the  most  improved 
engines  of  war,  and  do  what  we  can  to  foster  and  build  up  the 
necessary  engineering  establishments  for  their  production.  This 
question  has  to  be  met  technically  by  the  mechanical  engineer, 
and  I  have  thought  it  would  be  a  suitable  subject  to  be  discussed 
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by  this  society,  and  especially  appropriate  at  the  present  meeting 
in  the  capital  of  the  country. 

A  great  many  opinions  have  been  advanced  of  recent  years,  in 
view  of  the  rapid  improvements  made  in  the  power  of  gnns  and 
the  effectiveness  of  torpedoes,  as  to  the  kind  of  vessel  to  be  built 
for  the  navy.  Now,  it  would  occupy  too  much  time  to  discuss 
this  question  in  all  its  bearings,  and  besides,  it  has  been  done  over 
and  over  again  by  much  abler  heads  than  mine,  and  my  object  is 
simply  to  bring  the  subject  before  the  society  so  as  to  invite  dis- 
cussion on  it,  believing  it  to  be  one  that  comes  peculiarly  within 
the  province  of  its  discussions.  All  the  modern  instruments  of 
war  are  of  a  mechanical  nature,  and  present  some  of  the  most  diflS- 
cult  problems  in  mechanics,  metallurgy,  hydraulics,  chemistry,  and 
pneumatics  to  be  solved  by  those  who  would  be  successful  in 
grasping  this  subject  in  all  its  details.  Take  a  modern  Moncrieff 
mounted  gun,  for  instance,  with  its  various  mechanical  appliances. 
There  must  be,  first,  the  machines  to  construct  the  gun  and  carriage 
and  manipulate  the  parts ;  then  the  several  devices  for  lifting  and 
loading  the  projectile,  to  elevate  and  depress  the  gun  ;  to  trail  or 
submerge  it  altogether ;  to  take  up  the  recoil  after  the  fire ;  bring- 
ing in  play  all  the  mechanical  powers  and  the  application  of 
hydraulics  and  pneumatics ;  and  the  same  can  be  said,  on  a  still 
larger  scale,  of  the  great  engine  of  war  called  an  "  iron-clad  "  or  a 
"  torpedo-boat,"  brimful  of  mechanical  devices. 

But  to  come  to  the  question.  What  are  the  present  needs  of  our 
navy  ?     As  the  nations  across  the  water  have  a  greater  stimulus 
than  we  on  this  side  to  provide  themselves  with  the  most  pow- 
erful naval   appliances,  let   us  watch   them  and   keep  pace   with 
them,  at  least  to  the  extent  of  having  some  examples  of  every 
variety  of  war  vessel,  gun,  or  torpedo,  but  let  us  produce  them 
ourselves,  and  improve  on  them  if  possible,  and  there  is  ample 
engineering  skill  and  ability  in  this  country  to  accomplish  it,  if 
given  the  opportunity.     It  has  been  said  in  Congress  that  it  was 
nseless  to  appropriate  money  to  build  vessels,  when  more  and  more 
powerful  guns  were  being  invented,  capable  of  penetrating  the 
lieaviest  iron-clads  that  could  float.     In  answer  to  this,  could  not 
cannon-balls  always  penetrate  wooden  war-ships,  where  the  splin- 
ters ensuing  would  do  more  damage  than  the  missile  itself?    Ships 
^vere  never  invulnerable  to  shot,  but,  like  a  soldier  in   the  field, 
ffinst  take  their  chances. 
What  we  seem   to  need  in  the  way  of  a  navy  in  peace  times  is 
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one  or  two  of  each  established  tj'pe  of  vessel  and  gun,  to  act  as  a 
nucleus — in  addition  some  of  tliese  should  be  constantly  under  con- 
struction at  private  works,  in  order  to  stimulate  this  line  of  engi- 
neering, and  enable  us  to  be  prepared  not  only  to  build  for  our- 
6elvei5,  hut,  some  fine  day,  when  tlie  tarift*  is  removed  from  iron  and 
steel,  to  take  the  place  of  our  old  mother  England,  and  build  ves- 
sels for  our  South  American  neiglibors ;  yes,  and  even  for  England. 
The  so-called  now  navy  seems  to  be  starting  right.  TVe  want, 
lirst  of  all,  fast  cruisers  or  commerce -destroy' ers,  which  will  have 
the  heels  to  run  awav  from  iron-clads.  Some  of  this  class  of  vessel 
have  been  recently  constructed.  Even  the  much-abused  Dolphin 
seems  to  be  a  tolerable  success,  and,  considering  the  bad  name  she 
has  been  given,  one  is  quite  surprised  to  see  such  a  fine-looking 
vessel,  an<l  formidable,  although  only  intended  for  a  dispatch-boat. 
The  Atlanin  is  quite  up  to  the  type  she  represents  on  the  other 
side.  By  the  way,  as  we  are  always  comparing  the  speeds  of  our 
vessels  with  the  English,  M^e  should  have  a  measured  milo  and  try 
our  vessels  over  this,  just  as  the  English  do,  in  order  to  make  the 
comparison  fair.  Of  course,  we  know  this  forced  trial,  under  the 
best  and  most  favorable  circumstances,  is  two  to  three  knots  better 
than  the  vessel  will  do  on  an  average  at  sea.  Still,  it  is  a  standard, 
and  when  we  know  what  a  vessel  will  do  at  her  best,  it  is  easy  to 
compute  what  allowances  are  to  be  made  for  less  favorable  condi- 
tions. The  other  cruisers  recently  contracted  for  by  Mr.  Whitney 
appear  to  be  i)retty  close  copies  of  the  Namiva  Kan  and  her  class, 
built  by  the  English,  representing  the  most  successful  specimen  of 
this  tyj>e  of  vessel,  which  is  also  in  the  right  direction.  The 
smaller  light-draught  gunboats  also  seem  to  meet  our  needs.  But 
while  this  commencement  is  all  right,  we  are  losing  time  in  not 
having  under  way  several,  say  at  least  three,  of  the  most  powerful 
steel-armored  vessels  for  the  defense  of  our  coast  from  the  attack 
of  foreign  iron-clads.  These  vessels  take  many  years  to  build,  and 
until  we  have  them,  our  coast  and  valuable  harbors  may  be  said  to 
be  defenseless.  These  vessels  should  be  quite  equal  to  the  Italia 
and  Lejjanto^  of  14,000  tons,  or  the  English  Trafalgar.  Great 
attention  should  also  be  paid  to  torpedo-boats  and  toi*pedo-boat 
destroyers.  The  power  of  the  heaviest  gun  carried  in  war-ships  is 
unquestionably  greater  in  con)i>arison  with  the  strongest  armor  in 
use  for  resibtance  than  ever  before,  if  we  are  to  accept  the  experi- 
ments at  Shoeburyness  and  other  places,  where  all -the  advantage 
is  on  the  side  of  the  gun ;  but  it  is  well  known  that  lighting  guns 
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at  sea  against  a  moving  enemy  is  very  different  from  target  prac- 
tice. Speaking  of  target  practice,  I  should  like  to  see  experiments 
instituted  with  a  view  to  ascertaining  the  effect  of  tiring  at  shields 
inclined  at  different  angles.  From  my  observation  in  the  MerrU 
mac-Monitor  fight,  I  am  convinced  that  the  inclination  of  the 
resisting  armor  will  greatly  diminish  the  effect  of  the  shot.  On 
the  Merrhnac  we  had  only  4"  of  armor,  yet  the  eleven-inch  shot 
from  the  Monitor  all  glanced,  with  one  exception,  and  this  shot 
struck  us,  point-blank,  between  wind  and  water,  right  on  the 
knuckle,  where  for  a  short  distance  the  shield  was  vertical,  and 
this  shot,  although  it  did  not  get  through  into  the  vessel,  broke  the 
iron,  and  sent  off  large  splinters  from  the  wood  backing,  and 
forced  down  one  of  the  deck  carlines  into  the  engine-room.  It  is 
very  desirable  to  know  whether  all  iron-clads  should  not  have  inclined 
shields,  and  if  so,  what  is  the  best  angle  to  give  them.  To  me  it 
looks  as  if  the  inclined  sided  shield  or  citadel,  with  a  submerged 
barbette  battery,  will  prove  to  be  the  outcome  of  all  the  present 
experiments  as  the  best  and  most  effective  type  of  iron-clad.  The 
English  iron-clad  Ben  Bow  is  a  near  approach  to  this  type.  In 
addition  to  the  several  classes  of  vessels  before  mentioned,  I  should 
think  it  would  be  advisable  to  have  some  armored  vessels  without 
batteries,  constructed  with  a  special  view  to  ramming  and  discharg- 
ing torpedoes.  These  vessels  would  be  most  effective  for  harbor 
defense  against  iron-clads  or  other  vessels  attempting  to  force  their 
way  in  our  harbors. 

My  own  practical  experience  in  these  matters  goes  back  twenty 
odd  years  ago,  and  as  from  my  constant  business  occupation  in 
other  channels  since  that  period  I  have  not  had  time  to  keep  as 
fully  posted  as  I  would  have  liked  in  these  matters,  I  therefore  feel 
somewhat  diflSdentin  venturing  these  remarks,  but  I  have  purposely 
dealt  only  with  generalities,  and  tried  to  avoid  questions  which  are 
in  dispute.  But  we  are  all  interested  in  building  up  the  navy 
of  this  country,  and  in  doing  it  with  our  own  people.  If  these 
remarks  shall  have  the  effect  of  arousing  some  further  interest  in 
the  subject  among  our  members,  I  wmII  feel  as  if  something  had 
been  accomplished. 

DISCUSSION. 

3Ir,  Thos,  S,  Crane, — Will  Mr.  Ramsay  kindly  tell  us  if  the 
shield  of  the  Merrimao  was  of  railroad  iron,  as  I  have  been  in- 
formed ? 
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Mr,  Iia7n8ay. — Xo,  sir ;  plate  iron. 

Mr.  Crane, — Plates  fastened  on  to  an  iron  or  wooden  frame  ? 

Mr,  litnnsay. — Fastened  on  to  a  wooden  backing.  The  timbers 
were  twelve  inches  stjuare.  They  were  inclined  from  the  extreme 
beam  of  tlie  vessel  at  an  angle  of  thirty  degrees  and  these  timbers 
were  laid  in  a  transverse  direction  on  that  angle.  Then  there  were 
oak  planks  wliich  were  three  to  four  inches  thick  at  right  angles  to 
the  direction  of  the  square  timbers,  and  then  the  iron  was  placed 
at  right  angles  to  tlie  direction  of  the  oak  planking,  and  tlie  whole 
was  bolted  through  and  through.  Oak  plank  and  southern  pine 
were  used. 

Mr.  Crane. — Did  the  glancing  shot  have  the  effect  of  tearing  off 
any  of  these  })lanks  3 

J/?\  Ramsay. — No,  sir  ;  one  of  the  shots  which  stmek  the  vessel 
on  an  angle  broke  through  the  plates.  The  plates,  I  must  tell  you, 
were  made  of  different  thicknesses.  We  could  not  get  them  all 
of  one  thickTiess  ;  but  in  some  places  there  were  four  plates  each 
an  inch  thick  ;  in  other  places  there  were  two  sets  of  plates  each 
two  inches  thick. 

Mr,  E.  P.  Stratton, — I  would  say  for  the  information  of  the  gentle- 
man who  preceded  me  that  the  projectile  which  made  such  destruc- 
tion in  the  case  of  the  Merrimac  was  a  shell,  not  a  solid  shot,  and  at  the 
present  time  we  have  guns  which  shoot  with  over  twice  the  velocity 
and  fully  three  times  the  penetrative  force  of  the  guns  which  we 
had  at  that  date,  18G1.  Under  these  circumstances  the  penetrative 
power  of  guns  seems  to  have  surpassed  the  wielding  power  of  ships 
to  carry  sufficient  thickness  of  armor  to  resist  the  penetrative  power 
of  the  largest  cannon.  If  there  are  any  doubts  in  this  matter  at  the 
present  time  it  certainly  seems  to  be  on  the  side  of  the  guns. 

Mr.  Raiiuay. — I  am  aware  of  that ;  but  the  suggestion  which  I 
make,  it  seems  to  me,  holds  just  as  well  with  shot  as  witli  shell. 
Onlv  shells  were  used  in  that  action. 

Mr.  Wm.  Kent, — It  seems  to  be  the  tendency  of  the  times  on 
the  other  side  of  the  ocean,  if  not  on  this,  to  seek  for  three  things 
in  combination  in  a  war  vessel — first,  the  most  powerful  gun  that 
can  be  made;  second,  the  most  impenetrable  armor — so  impen- 
etrable that  the  m»st  powerful  gun  cannot  pierce  it ;  and  third,  the 
highest  speed.  Now,  I  think  that  in  the  present  stage  of  engineer- 
ing it  is  almost  impossible  to  produce  a  vessel  having  that  combina- 
tion. I  will  Tiot  say  that  it  is  in)possible,  but  to  produce  a  vessel 
to-day  which  should  carry  an  armament  of  the  most  powerful  guns 
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in  existence,  slionld  have  the  most  impenetrable  armor  in  existence, 
and  should  be  of  higher  speed  than  any  English  vessel  afloat,  would 
cost  not  less  than  five  millions  of  dollars  ;  and  then  that  vessel,  if 
so  built,  would  probably  have  too  great  draught  to  enter  any  of  our 
harbors.  Therefore,  I  think  the  solution  of  this  problem  is  to 
abandon  the  attempt  to  combine  all  those  elements  in  one  vessel. 
Mr.  Ramsay,  I  think,  has  very  well  brought  out  the  idea  of  divid- 
ing those  elements — having  commerce  destroyers  as  one  class  of 
vessel,  and  heavily  armored  vessels  for  ramming  as  another.  The 
defense  of  the  Port  of  New  York  should  be  first  considered.  There 
is  a  larger  amount  of  property  to  be  laid  under  contribution  there 
than  in  any  other  spot  on  this  continent.  To  New  York  the  im- 
mediate danger  is  that  some  long  range  gun  may  be  stationed  at 
some  point  where  we  cannot  drive  her  away,  and  lay  New  York 
under  contribution.  It  seems  to  me  that  the  most  practical  way  to 
proceed  would  be  to  build  a  vessel,  leaving  out  one  of  those  three 
elements — say  leave  out  speed.  It  is  the  immense  weight  of  engine 
and  boiler  and  coal  that  adds  to  the  draught  of  the  large  vessels 
at  the  present  time,  and  if  we  sacrifice  the  speed,  having  it  say  five 
miles  an  hour,  and  build  a  floating  fort  that  should  have  the  largest 
guns  and  the  most  impenetrable  armor,  but  not  much  speed,  it 
could  float  around  in  the  shallow  water  near  Sandj'^  Hook,  and  no 
vessel  belonging  to  an  enemy  would  dare  approach  it  for  fear  of  its 
guns.  None  of  their  guns  at  far  range  could  penetrate  its  armor. 
The  other  vessels,  of  course,  would  be  the  light  cruisers — commerce 
destroyers,  which  would  have  a  different  task.  It  would  be  their 
business  to  run  away  when  they  came  near  a  big  iron-clad,  but  the 
others  could  stay  anchored  like  a  fort,  except  that  they  cduld  float 
around  and  change  their  place.  A  fort  which  could  change  its  loca- 
tion around  a  harbor  is  the  idea.  I  think  such  an  idea  was  in  the 
mind  of  Edwin  A.  Stevens  some  thirty  years  ago  when  he  designed 
the  Stevens  Battery. 

Mr,  E.  P.  Stratton, — There  is  one  statement  I  desire  to  make  re- 
garding the  "  needs  of  our  navy."     The  nation  to  w^hich  we  have  to 
look  most  to  as  a  probable  adversary  is  Great  Britain.     In  the 
event  of  war  with  her,  or,  in  fact,  with  any  of  the  first-class  powers 
of  the  earth,  the  United  States  would  require  a»  a  prime  necessity 
a  full  fleet  of  fast  cruisers,  to  prey  upon   tl:e  commerce  of  our  ad- 
versary.    England   to-day  controls  over  one-half  of  the  carrying 
trade  of  the  world,  and  she  is  vulnerable  to  a  first-class  power  hav- 
ing a  navy,  to  the  extent  of  her  commerce  at  least.     A  fieet  of  fast 
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cruising  naval  vessels,  in  the  event  of  war  with  Great  Britain, 
would  soon  aceoniplisli  results,  to  wliicb  none  other  of  the  great 
powers  of  Europe  are  liable.  England  and  Ireland  have  increased 
so  rapidly  in  population  that  for  a  number  of  years  these  islands 
have  not  produced  sufficient  food  to  feed  their  people,  and  their 
support  is  only  maintained  by  a  close  commercial  interconrse  with 
other  nations.  Hence,  with  a  powerful  fleet  of  American  cruisers 
in  time  of  war,  we  could  soon  produce  an  effect  on  tlie  population 
of  England  and  Ireland  which  would  be  fearful  to  contemplate. 

Mi\  (7.  E.  Emery. — An  officer  of  the  navj',  whose  position  pre- 
vents him  from  taking  part  in  the  public  discussion,  suggests  that 
the  key-note  of  the  matter  has  not  yet  been  touched.  It  is  the 
apathy  of  Congress  to  the  necessity  of  improving  our  navy.  We 
all  know  that  the  average  granger  believes  that  there,  should  be  no 
navy.  He  would  rather  expend  what  little  money  can  be  obtained 
in  improving  liarbors  in  inaccessible  places,  on  public  buildings  in 
his  district,  or  in  encouraging  new  railroads,  or  something  of  that 
kind.  Every  member  of  the  Society  can  aid  in  overcoming  this 
apathy  and  be  a  missionary  of  good  in  explaining  to  his  Congress- 
man the  necessity  of  encouraging  the  officers  of  the  Government 
by  putting  means  at  their  disposal  which  will  enable  them  to  utilize 
the  information  they  have  already  obtained,  and  apply  Yankee 
genius  and  improvements  to  the  advances  made  by  others  at  so 
much  labor  and  expense  abroad  and  thereby  secure  still  better  re- 
sults. 

Mr,  Allan  Stirling. — This  discussion  has,  so  far,  mainly  been 
about  armor — the  best  methods  of  constructing  armor  for  defense. 
Kow,  those  who  have  looked  into  this  matter  know  that  the  Eng- 
lish Government  is  doing  a  great  deal  more  than  simply  improving 
their  armor ;  they  are  attending  to  the  construction  of  the  great 
merchaTit  steamships  which  are  built  in  the  United  Kingdom, 
and  are  having  them  built  on  a  system  which  will  make  them  very 
useful  in  case  of  war.  The  advantage  of  a  fast  unarmored  ship  is 
ver}'^  great.  In  the  first  })lace  it  can  choose  the  vessel  with  which 
it  will  deal.  If  it  should  meet  a  heavy  armored  vessel  it  can 
simply  say,  "  Good  day,  sir ;  I  don't  care  about  having  anything  to 
do  with  you,*'  and  steam  away,  the  armored  vessel  being  unable 
to  run  as  fast  as  this  one.  But  should  it  meet  a  merchantman  or. 
a  less  formidable  adversary,  it  at  once  destroys  it  or  brings  it 
into  port.  One  of  the  important  things  for  our  nation  to  do  is 
to  encourage  the  construction  of  very  large  and  very  fast  ocean 


WHAT  ATfE  THE  NEEDS  OF  OUB  NAVY  ? 


681 


ships  wliich  in  case  of  emergency  could  be  used  as  the  English 
Government  is  systematically  intending  to  use  their  merchantmen. 
Mr.  Ramsay.^ — In  closing  the  debate,  I  have  only  to  answer  the 
gentleman  who  made  the  statement  in  regard  to  shell  being  used 
on  the  Monitor  instead  of  solid  shot.  I  am  aware  that  it  has  been 
so  stated.  Still  it  seems  to  me  that  the  idea  is  pertinent  to 
solid  shot  (as  well  as  to  shell)  to  make  experiments  in  firing  at 
inclined  shields,  instead  of  vertical  shields,  because  if  we 
can  neutralize  to  some  extent  the  effect  of  the  shot  by  inclining 
the  shield,  of  course  we  save  that  much  weight  in  the  vessel.  It 
is  not  necessary  to  have  the  metal  so  thick.  The  observations  made 
by  myself  referred  to  establishing  experiments  where  the  shields 
were  to  be  inclined  instead  of  vertical.  Such  experiments  may 
have  been  instituted,  and  it  may  have  been  apparent  that  they 
would  not  be  as  beneficial  as  I  would  think.  All  experiments  which 
I  have  noticed,  principally  in  England,  .were  with  vertical  targets 
instead  of  inclined  ones. 


*  The  diBCUspion  of  this  paper  bore  so  close  a  relation  to  the  matters  touched 
upon  in  the  discussion  which  follows  of  No.  CCLIV.  that  readers  are  also  referred 
to  that  paper,  entitled  *'  Our  Coast  Defense,  its  Cost  and  its  Mechanical  Prob- 
lems;" by  Jos.  Morgan,  Jr. 
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CCLIV. 

OVR  COAST  DEFENSE,  ITS  COST  AND  ITS  MECHAN- 
ICAL PROBLEMS. 

BT  JOSKl'H  MORGAN,  JR.,  JOHNSTOWN,  PA. 

(Member  of  the  Society.) 

Much  has  been  said  upon  the  question  of  coast  defense,  and  little 
new  matter  can  be  presented,  but  the  subject  is  of  such  importance 
and  the  engineering  problems  are  so  largely  mechanical  that  they 
are  worthy  the  attention  of  this  Society. 

The  work  to  be  done  may  be  classified  as  follows : 
1st.  Construction  of  foundations  and  other  masoniy  and  earth 

works  for  protection  of  guns  and  appurtenances. 
2d.  Armor  protection  for  same. 
3d.  The  structural  metal  and  machinery  for  mounting  and  working 

the  turrets  and  guns. 
4th.  The  construction  of  gunfe  and  carriages. 
5th.  The  building  of  armor-clad  vessels. 
6th  and  7th.  The  installation  of  submarine  mines. 
8tli.  Torpedo-boat  defense. 

This  paper  is  intended  to  open  a  discussion  on  coast  defense 
and  to  call  attention  to  important  facts  which  should  be  familiar  to 
every  one,  or  about  which  there  appears  to  be  misinfomiation. 
Upon  the  genei'al  subject  there  have  been  many  and  able  official 
reports,  embracing  in  the  list  those  of  the  Chiefs  of  Engineers  and 
Ordnance  of  the  army. 

The  Army  Armament  Board,  December,  1884. 

Tlie  Gun  Foundry  Board,  December,  1884. 

The  Fortification  Board,  January,  1886. 

The  Senate  Committee,  Ordnance  and  War  Ships,  January,  1886. 

The  House  Committee,  Ordnance  and  War  Ships,  March,  1886. 

These  are  all  full  of  interest,  and  are  no  doubt  in  the  hands  of 
many  members  of  the  Society.  There  is  little  difference  in  the 
conclusions  reached.  The  reports  treat  the  various  sabjeetB  in- 
volved in  national  defense  exhaustively,  and  much  of  the  matter 


OUB  COAST  DEFENSE,  ITS  COST  AND  MECHANICAL  PROBIEMS.    583 

of  this  paper  is  taken  from  them,  particularly  from  that  of  the 
Fortification  Board,  with  which  the  writer  is  most  familiar. 

A  very  able  paper  is  that  of  Lieutenant  Griffin,  U.  S.  A.  Engi- 
neer Corps,  in  the  Journal  of  the  Military  Service  Institution  of  the 
United  States,  which  gives  in  tabular  form  the  cost  of  defenses  of 
8  principal  sea-ports,  in  which  ports  there  is  destructible  property 
to  the  value  of  4,500  million  dollars,  and  shows  *•  the  total  cost  of 
adequate  defense  is  about  1.3  per  cent,  on  the  value  of  the  property 
protected."  The  estimate  of  the  Fortification  Board,  page  28  of  re- 
port, for  defenses  for  these  8  ports  is  somewhat  greater,  as  floating 
batteries  were  added  to  the  defense.  This  increased  estimate  is, 
however,  barely  2  per  cent,  of  the  value  of  destructible  property, i)r 
about  the  premium  paid  for  ordinary  fire  insurance  on  a  good  risk 
for  a  three  years'  policy. 

The  whole  estimate  of  Fortification  Board  for  twenty-seven  ports 
is  as  follows : 

Land  Defenses,  Masonry  and  Earth  Works $31,863,000 

Armor 20,800,000 

Structnral  Metal 3,320,000 

Armament y        Guns  and  Mortars 28,554,000 

Carriages 9,411,800 

Floating  Batteries  and  Armament 18,875,000 

Submarine  Mines  and  Adjuncts 4^334,000 

Torpedo  Boats 9,720,000 

$128,877,800, 

this  amount  to  be  expended  in  annual  appropriations  of  $11,000,- 
000-  The  total  sum  required  for  defense  to  be  spread  over  a  time 
of  twelve  years  is  less  than  the  payments  made  in  three  years  for 
extravagant  pensions.  For  our  population  of  fifty  millions,  it  is 
less  than  $2.52  per  head.  The  total  cost  is  little  over  twice  the 
estimated  cost  of  coast  defense  to  beat  off  a  navy  in  1840,  when 
the  most  powerful  ship  cost  $550,000.  To-day  the  most  powerful 
war  ships  cost  *'  $5,000,000.  Ships  have  increased  in  cost  nine 
fold  and  cost  of  defenses  only  two  to  three-fold." 

The  question — ''What  shall  we  do  with  our  surplus?"  should 
be  answered  with  a  little  common  sense.  Have  we  ceased  to  think 
our  national  honor  is  worth  anything  ?  Have  the  people  who  spent 
four  thousand  millions  to  keep  our  country  united  so  far  chanored 
that  a  hundred  millions  is  too  high  a  price  to  pay  for  safety  ?  And 
is  not  present  and  future  protection  the  most  important  duty  which 
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the  Government  owes  its  people  ?    Why  should  onr  defenses  remain 
obsolete  ? 

A])ply  to  this  question  the  judgment  which  a  manufacturing 
concern  applies  to  its  business.  Would  a  management  with  good 
sense  neglect  to  put  in  new  plant  and  allow  its  factories  to  remain 
filled  witli  machinery  of  capacity  unequal  to  competition  with  other 
plants  springing  up  around  it  ?  Such  a  concern  would  soon  go  out 
of  business.  Wo  should  have  defenses  complete,  with  all  prepara- 
tions necessiiry  to  defend  our  shores  from  any  force,  land  or  naval, 
which  may  be  brought  against  us.  Proper  means  being  provided, 
we  would  be  able  at  short  notice  to  beat  off  an  enemy  with  little 
cpst  to  ourselves,  with  great  damage  to  him  and  small  chance  of 
success  on  his  part. 

What  are  these  means?  And  why  mjist  they  be  provided  in 
advance? 

It  cannot  be  done  after  war  is  declared,  as  it  will;  take  years  to 
do.  There  are  dozens  of  great  steamers  in  the  possession  of  Eng- 
land, France,  and  Germany  capacious  enough  to  carry  a  regiment 
each,  and  swift  enough  to  land  a  force  on  our  shores  a  week  after 
a  declaration  of  war. 

The  question  of  a  national  organization  of  militia  with  provision 
for  prompt  mobilization  is,  therefore,  an  important  one. 

It  is  perfectly  feasible  to-day  to  land  a  forcQ  on  our  shores.  It 
would,  however,  be  impossible  to  maintain  such  force  except  in 
close  communication  with  some  convenient  port  occupied  as  a  base 
of  supplies.  To  prevent  such  occupation  and  the  levying  tribute 
upon  our  great  coast'  cities  is  the  object  of  our  coast  defense,  or  to 
quote  Bernard  and  Totten's  report,  1826  : 

"  Fortifications  must — 
**  Ist.  Close  all  important  harbors  against  an  enemy  and  secure 

them  to  our  military  and  commercial  marine. 
"2d.  Deprive  an  enemy  of  all  strong  positions  where,  protected 

by  naval  superiority,  he  might  fix  permanent  quarters  in  our 

territory,  maintain  himself  during  the  war,  and  keep  the  whole 

frontier  in  perpetual  alarm. 
"3d.  Cover  the  great  cities  from  attack. 
"  Jrth.  PrevGTit,  as  far  as  practicable,  the  great  avenues  of  interior 

navjcration  from  beiiii?  blockaded  at  their  entrance  into  the 

ocean. 
"  fith.  Cover  the  coastwise  and  interior  navigation  by  closing  the 

harbors  and  the  several  inlets  from  the  sea  which  intersect 
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the  lines  of  communication  and  thereby  further  aid  the  navy 
in  protecting  the  navigation  of  the  country. 
"6th.  Protect  the  great  naval  establishments." 

It  is  taken  for  granted  the  proper  line  of  impassable  defense  is 
not  an  off-shore  fleet.  Although  a  naval  officer  is  quoted  as  say- 
ing, "  We  need  no  forts,  but  our  coast  defense  should  be  intrusted 
to  a  navy,"  his  position  is  erroneous.  A  navy  to  protect  our  ex- 
tended shore  of  over  4,000  miles,  and  ready  to  meet  a  squadron 
of  the  enemy  anywhere  on  the  coast,  means  a  powerful  fleet  at 
many  points,  and  involves  an  outlay  immensely  greater  than  coast 
fortifications.  To  meet  a  po8sil>ly  superior  naval  force  and  join 
it  in  battle  with  no  alternatives  but  victory  or  destruction  afloat, 
followed  by  surrender  ashore,  is  not  the  task  to  be  given  to  our. 
naval  force. 

''  The  navy  should  be  free  to  seek  the  high  seas,"  to  accept  the 
issue  of  battle  when  victory  is  possible,  to  destroy  commerce  of  the 
enemy,  to  harass  the  flanks  of  a  superior  force,  cut  off  its  6U|)plie8, 
and,  when  close  pressed,  find,  under  powerful  guns  ashore,  an  effi- 
cient shelter.  It  should  be  a  flying  column,  not  tied  to  a  harbor 
defense  line,  but  free  to  go  even  to  the  enemy's  own  shores  and 
thus  keep  his  fleet  at  home.  It  should  be  powerful  enough,  when 
coucentrated,  to  break  up  a  blockade  of  our  important  ports. 

To  permit  this  concentration  of  the  naval  force,  the  defense  of 
any  port  must  be  complete  without  a  navy.  A  navy  may  assist, 
although  it  should  not  be  essential  to  the  defense.  It  can  follow 
up  crippled  vessels,  destroy  them  after  repulse  by  fortifications,  and 
make  defeat  in  attack  a  total  ruin  to  the  enemy. 

The  defense  of  harbor  entrances  by  guns  afloat,  exposed  to 
destruction  from  shot  and  torpedoes,  and  mounted  upon  that  most 
costly,  complicated,  and  delicate  of  gun  carriages,  a  steamship,  is 
an  expedient  only  to  bs  adopted  when  other  location  for  the  guns 
is  not  available. 

This  is  not  the  age  of  chivalry,  when  one  offers  an  enemy  equal 
terms  of  battle,  but  the  age  of  science  and  mechanism,  when  results 
are  calculated,  and  we  offer  an  adversary  destruction  if  he  accepts 
battle  on  our  prepared  ground.  The  defense,  therefore,  should  be, 
wlum  practicable,  at  the  harbor  mouth  by  permanent  works.  To 
be  complete  and  impregnable  there  must  be  obstnictions  in  the 
channel,  to  prevent  a  run  by,  and  powerful  guns  ashore  to  keep 
the  enemy's  fleet  from  removing  the  obstructions  or  quietly  anchor- 
ing and  bombarding  cities  near  the  shore  without  danger  to  them 
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selves.  Tliere  must  be  bbstruetioiis  because  '*  modem  ships  of  war 
with  high  speed  and  heavy  armor  can  pass  any  shore  battery  if  the 
channel  be  clear."  There  must  be  guns,  otherwise  the  enemy  will 
destroy  the  torpedo  obstructions  by  countermining.  The  guns  must 
be  heavy,  for  while  light  guns  would  prevent  countermining  by 
unarniored  vessels,  the  heavy  armored  vessels  would  proceed  with 
this  work,  unless  prevented  by  armor-piercing  guns  on  shore. 

It  is  a  popular  delusion  that  a  good  torpedo  defense  can  be  made 
by  a  few  old  barrels  filled  with  powder  or  dynamite,  and  anchored 
in  the  channels.  As  a  matter  of  fact,  such  an  improvised  defense 
would  amount  to  ver}'  little.  Efficient  obstruction  requires  careful 
preparation  and  study  of  the  ground.  It  is  not  enough  to  have  a 
single  line  of  mines,  "  but  the  whole  area  swept  by  the  guns  of  de- 
fense'' must  be  rendered  dangerous.  The  mine  most  used  is  a 
water-tight  spherical  welded  steel  case  containing  about  100  pounds 
of  gun-cotton,  either  sunk  to  bottom  in  shallow  water,  or  anchored 
and  floating  below  surface  in  deep  water.  It  has  an  electric  fuse 
and  is  connected  by  cable  to  the  shore,  and  can  either  be  exploded 
from  shore  at  will  of  operator,  or  be  made  dangerous  at  his  pleasure 
and  exploded  by  the  contact  of  a  vessel.  It  can,  again,  at  any  time  be 
made  non-explosive  by  the  operator  ashore,  who  also  can  determine 
if  its  electric  circuit  is  complete,  or  if  it  is  being  tampered  with. 
This  electric  circuit  can  be  made  to  sound  an  alarm  or  tire  a  gun 
directed  at  the  location  of  the  torpedo  in  case  an  attempt  is  made 
to  fish  it  up  under  cover  of  a  fog  or  darkness.  These  electric 
cables  must  he  carried  ashore,  under  water,  to  prevent  their  being 
cut  off  by  shot,  to  casemates  suitably  secure  provided  for  the 
operator  and  his  electrical  apparatus. 

What  a  good  torpedo  defense  should  be  is  treated  by  General 
Abbott,  an  authority  on  that  subject,  in  the  supplemental  report 
to  Fortification  Board.     lie  says : 

"  For  such  defense  there  must  be  in  hand  before  the  outbreak  of 
war — 

"  1st  The  mines  and   their  accessories,  cables,  electrical    instru- 
ments, etc. 
'^  2d.  Submarine  galleries  and  operating  casemates. 
"3d.  Instructed  corps  of  operators.     Without  them  failure  would 

be  certain. 
"  4th.  Flanking  guns  and  electric  search  lights." 

The  total  sum  to  provide  about  5,000  necessary  mines,  60  oper- 
ating casemates,  200  electric  search  lights,  is  estimated  at  about  four 
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million  dollars,  a  very  small  sum.     Congress  has  so  far  provided 
about  1,400  torpedoes  and  very  little  of  the  other  apparatus. 

The  casemates  and  under  water  protected  galleries  for  cables 
require  time  to  build  and  should  be  provided  at  once.  The  whole 
expense  of  complete  apparatus  for  torpedo  protection  of  all  our  im- 
portant harbors  is  smaller  than  the  amount  often  spent  on  a  single 
government  building. 

For  flanking  guns  to  prevent  unarmored  vessels  and  small  boats 
fishing  up  or  countermining  torpedo  obstniction,  our  present  forts 
with  present  guns  and  a  few  machine  guns  will  answer.  A  fleet 
of  harbor  torpedo  boats  should  also  be  available  to  assist  in  mak- 
ing the  torpedo  defense  dangerous,  should  the  enemy  at  night  or  in 
fogs  attempt  countermining  or  removal  of  torpedoes.  These  boats 
would  also  make  blockades  dangerous,  or  compel  the  enemy's 
squadron  to  haul  off  coast  at  night.  They  may  be — say,  boats  of 
100  feet  length,  speed,  21  knots  per  hour.  There  should  be 
enough  of  them  built  at  once  to  train  our  engine  and  boat-builders, 
to  bring  out  the  special  knowledge  required  and  to  have  the  plans 
and  details  well  developed.  Then,  in  case  of  necessity,  these 
small  engines  could  be  turned  out  in  numbers  from  our  numerous 
shops,  trained  to  do  good  high  speed  engine  work,  and  the  hulls 
could  be  built  anywhere  and  transported  by  rail  or  canals  to  our 
lakes  and  harbors.  The  Fortification  Board  recommended  the 
building  of  about  160  of  these  torpedo  boats,  to  be  distributed  to 
various  ports,  New  York,  San  Francisco,  Boston,  Hampton  Koads, 
New  London,  Portland,  Oregon,  to  have  18  each.  New  Orleans, 
12;  Philadelphia,  Portland,  Maine,  Narragansett  Bay,  Key  West, 
and  Charleston  6  each,  and  lake  ports  12  torpedo  gun-boats. 

Another  item  in  the  scheme  of  coast  defense  is  floating  batteries, 
for  which  five  ships,  three  at  San  Francisco  and  two  at  New 
Orleans,  are  estimated  at  a  cost  of  $19,000,000.  At  San  Francisco 
the  depth  of  entrance  and  strength  of  currents  prevent  the  use  of 
torpedoes.  At  New  Orleans,  near  the  heads  of  passes  where  tor- 
pedoes must  be,  no  foundation  can  be  had  for  heavy  gun  protection 
on  shore.  The  vessels  designed  for  this  are  superior  in  armor  pro- 
tection and  offensive  ])owcr  of  guns  to  any  now  afloat. 

The  report  of  Commander  Sampson,  United  States  Navy,  of 
Fortification  Board,  upon  the  proper  use  of  navy  and  floating  bat- 
teries, is  a  very  interesting  and  able  one.  Of  the  whole  §126,000,- 
000,  however,  estimated  as  necessary  to  defense,  over  s94,000,000 
are  for  forts  and  for  armament  of  heavy  guns.     Torpedoes  alone 
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selves.  Tliere  must  be  obstructions  because  '*  modem  ships  of  war 
with  high  speed  and  heavy  armor  can  pass  any  shore  battery  if  the 
channel  be  clear."  There  must  be  guns,  otherwise  the  enemy  will 
destroy  the  torpedo  obstructions  by  countermining.  The  guns  must 
be  heavy,  for  while  light  guns  would  prevent  countermining  by 
unarinored  vessels,  the  heavy  armored  vessels  would  proceed  with 
this  work,  unless  prevented  by  armor-piercing  guns  on  shore. 

It  is  a  popular  delusion  that  a  good  torpedo  defense  can  be  made 
by  a  few  old  barrels  filled  with  powder  or  dynamite,  and  anchored 
in  the  channels.  As  a  matter  of  fact,  such  an  improvised  defense 
would  amount  to  ver}"  little.  Efficient  obstruction  requires  careful 
preparation  and  study  of  the  ground.  It  is  not  enough  to  have  a 
single  line  of  mines,  "  but  the  whole  area  swept  by  the  guns  of  de- 
fense'' must  be  rendered  dangerous.  The  mine  most  used  is  a 
water-tight  spherical  welded  steel  case  containing  about  100  pounds 
of  gun-cotton,  either  sunk  to  bottom  in  shallow  water,  or  anchored 
and  floating  below  surface  in  deep  water.  It  has  an  electric  fuse 
and  is  connected  by  cable  to  the  shore,  and  can  either  be  exploded 
from  shore  at  will  of  operator,  or  be  made  dangerous  at  his  pleasure 
and  exploded  by  the  contact  of  a  vessel.  It  can,  again,  at  any  time  be 
made  non-explosive  by  the  operator  ashore,  who  also  can  determine 
if  its  electric  circuit  is  complete,  or  if  it  is  being  tampered  with. 
This  electric  circuit  can  be  made  to  sound  an  alarm  or  fire  a  gun 
directed  at  the  location  of  the  torpedo  in  case  an  attempt  is  made 
to  fish  it  up  under  cover  of  a  fog  or  darkness.  These  electric 
cables  must  be  carried  ashore,  under  water,  to  prevent  their  being 
cut  off  by  shot,  to  casemates  suitably  secure  provided  for  the 
operator  and  his  electrical  apparatus. 

What  a  good  torpedo  defense  should  be  is  treated  by  General 
Abbott,  an  authority  on  that  subject,  in  the  supplemental  report 
to  Fortification  Board.     lie  says : 

"  For  such  defense  there  must  be  in  hand  before  the  outbreak  of 
war — 

"  1st  The  mines  and    their  accessories,  cables,  electrical    instru- 
ments, etc. 
''  2d.  Submarine  galleries  and  operating  casemates. 
"3d.  Instructed  corps  of  operators.     Without  them  failure  would 

be  certain. 
"  4th.  Flanking  guns  and  electric  search  lights." 

The  total  sum  to  provide  about  6,000  necessary  mines,  50  oper- 
ating  casemates,  200  electric  search  lights,  is  estimated  at  aboat  four 
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million  dollars,  a  very  small  sum.     Congress  Las  so  far  provided 
about  1,400  torpedoes  and  very  little  of  the  other  apparatus. 

The  casemates  and  under  water  protected  galleries  for  cables 
require  time  to  build  and  should  be  provided  at  once.  The  whole 
expense  of  complete  apparatus  for  torpedo  protection  of  all  our  im- 
portant harbors  is  smaller  than  the  amount  often  spent  on  a  single 
government  building. 

For  flanking  guns  to  prevent  unarmored  vessels  and  small  boats 
fishing  up  or  countermining  torpedo  obstniction,  our  present  forts 
with  present  guns  and  a  few  machine  guns  will  answer.  A  fleet 
of  harbor  torpedo  boats  should  also  be  available  to  assist  in  mak- 
ing the  torpedo  defense  dangerous,  should  the  enemy  at  night  or  in 
fogs  attempt  countermining  or  removal  of  torpedoes.  These  boats 
would  also  make  blockades  dangerous,  or  compel  the  enemy's 
squadron  to  haul  off  coast  at  night.  They  may  be — say,  boats  of 
100  feet  length,  speed,  21  knots  per  hour.  There  should  be 
enough  of  them  built  at  once  to  train  our  engine  and  boat-builders, 
to  bring  out  tlie  special  knowledge  required  and  to  have  the  plans 
and  details  well  developed.  Then,  in  case  of  necessity,  these 
small  engines  could  be  turned  out  in  numbers  from  our  numerous 
shops,  trained  to  do  good  high  speed  engine  work,  and  the  hulls 
could  be  built  anywhere  and  transported  by  rail  or  canals  to  our 
lakes  and  harbors.  The  Fortification  Board  recommended  the 
building  of  about  160  of  these  torpedo  boats,  to  be  distributed  to 
various  ports,  Xew  York,  San  Francisco,  Boston,  Hampton  Koads, 
New  London,  Portland,  Oregon,  to  have  18  each.  New  Orleans, 
12.  Pliiladelphia,  Portland,  Maine,  Karragansett  Bay,  Key  West, 
and  Charleston  6  each,  and  lake  ports  12  torpedo  gun-boats. 

Another  item  in  the  scheme  of  coast  defense  is  floating  batteries, 
for  which  five  ships,  three  at  San  Francisco  and  two  at  New 
Orleans,  are  estimated  at  a  cost  of  $19,000,000.  At  San  Francisco 
the  depth  of  entrance  and  strength  of  currents  prevent  the  use  of 
torpedoes.  At  New  Orleans,  near  the  heads  of  passes  where  tor- 
pedoes must  be,  no  foundation  can  be  had  for  heavy  gun  protection 
OTi  shore.  The  vessels  designed  for  this  are  superior  in  armor  pro- 
tection and  offensive  power  of  guns  to  any  now  afloat. 

The  report  of  Commander  Sampson,  United  States  Navy,  of 
Fortification  Board,  upon  the  proper  use  of  navy  and  floating  bat- 
teries, is  a  very  interesting  and  able  one.  Of  the  whole  8126,000,- 
000,  however,  estimated  as  necessary  to  defense,  over  s94,000,000 
are  for  forts  and  for  armament  of  heavy  guns.     Torpedoes  alone 


588    OUR  COAST  DEFENSE,  ITS  COST  AND  MECHANICAL  PROBLEMS. 

will  not  Bnffice,  as  before  shown.  It  is  necessary  there  should  be 
powerful  guns  properly  mounted  and  properly  protected.  Sir 
Andrew  Clarke,  Inspector  General  of  Fortifications  of  Great  Britain, 
defines  coast  defense  as  "  the  science  of  mounting  heavy  guns  to 
best  advantage."  And,  notwithstanding  the  use  of  torpedoes,  it  is 
still  so.  In  the  estimate  of  the  Fortification  Board  of  a  total  of 
89^,000,000  for  forts,  etc.,  $32,000,000  were  for  masonry  and  earth 
works,  $23,000,000  for  armor  and  metallic  structures,  $29,000,000 
for  guns,  $10,000,000  for  gun  carriages.  Another  popular  delusion 
is  that,  if  we  only  had  the  guns,  we  could  improvise  earth  work 
cover  in  a  few  days,  and  send  the  guns  when  needed  to  be  mounted 
forthwith,  or  perhaps  fired  from  the  shoulder  like  muskets. 

The  question  of  how  much  cover  is  necessary  comes  in  here. 

The  penetration  of  largest  guns  on  shipboard  in  1860  was  less 
than  4"  of  iron  and  less  than  3  feet  of  granite.  It  is  to-day  30"  of 
iron,  10  to  20  feet  of  granite,  and  75  feet  of  earth. 

The  Board  of  Engineers  for  fortifications  says  of  late  designs : 
"  In  designing  a  battery  to  resist  a  naval  attack  at  one  mile,  it  has 
been  assumed  that  the  heaviest  shot  at  close  range  may  be  stopped 
by  a  bank  of  compact  sand  70  feet  thick ;  that  rubble  masonry 
will  oflFer  three  times  and  concrete  twice  the  resistance  of  sand. 

"  The  parapet  of  the  proposed  battery  consists  of  a  wall  of  con- 
crete 5  feet  thick ;  a  mass  of  stone  imbedded  in  concrete  12  feet 
thick  ;  and  27  feet  of  sand ;  equivalent,  according  to  the  above  esti- 
mate, of  73  feet  of  sand.  The  traverses  are  30  feet  thick  at  top 
and  rise  10  feet  above  the  crest  of  the  parapet,  and  but  one  gun  is 
mounted  between  two  adjacent  traverses. 

"  The  service  magazine  is  placed  under  the  traverses,  and  when 
circumstances  will  permit,  is  sunk  to  such  a  depth  that  a  shot  must 
pass  through  at  least  70  feet  of  sand  before  reaching  it.  Wlien 
this  de])th  cannot  be  attained,  the  requisite  protection  must  be 
supplied  by  rubble  masonry."  This  gives  a  measure  of  the  amount 
of  work  to  be  done  on  a  seacoast  battery. 

The  use  of  rapid  firing  guns  has  increased  the  necessity  of  thor- 
oughly covering  the  gun  detachments,  while  the  increase  of  pene- 
tration has  added  largely  to  thickness  of  work  necessary  to  cover 
gnns  and  magazines.  Embrasures  in  masonry  or  earth  work  no 
longer  afford  much  protection  without  greatly  limiting  the  angle 
of  fire.  Guns  must  cither  be  mounted  in  barbette  on  disappearing 
carriages  or  in  armor-clad  casemates  or  turrets.  A  high  military 
officer  is  quoted  as  saying,  ^^  We  need  no  forts,  but  the  guns  can 
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be  mounted  in  holes  in  the  ground  on  disappearing  carriages.'* 
He  is  probably  not  correctly  quoted,  for  while  mounting  upon 
disappearing  carriages  of  guns  in  elevated  position  will  no  doubt 
be  largely  adopted  as  recommended  by  the  Fortification  Board,  for 
guns  of  12"  caliber  and  under  there  are  many  positions  so  low 
down  and  close  to  the  channel  that  some  armor-clad  protection  for 
guns  used  there  is  absolutely  necessary.  The  few  guns  of  16"  caH- 
ber  will  be  such  an  expensive  part  of  the  artillery  defense,  their 
manipulation  will  be  so  slow  and  require  so  much  important  ma- 
chinery, which  nmst  be  fully  protected,  that  a  revolving  turret 
clad  with  armor  seems  the  only  expedient  applicable  for  their 
cover. 

The  great  increase  of  weight  of  guns  from  old  smooth-bores  of 
10"  caliber,  of  7  tons  weight,  with  2,600  foot-tons  energy,  and 
15"  caliber,  of  20  tons  weight,  with  9,000  foot-tons  energy,  to 
12",  50  tons  weight,  24,000  foot-tons  energy,  and  16",  115  tons 
weight,  54,000  foot-tons  energy,  makes  other  changes  necessary. 
Tlie  mass  of  masonry  required  to  take  the  strain  of  recoil  is 
greatly  increased ;  hand  power  is  no  longer  applicable  to  hand- 
ling of  guns  and  ammunition,  but  steam  power  applied  to  shafting, 
to  hydraulic  or  to  pneumatic  machinery  is  necessary  for  working 
guns.  Guns  of  10  or  12-inch  caliber,  with  pivot  fastening,  covering 
for  the  boilers,  machinery,  magazines,  guimers,  and  relief  detach- 
ments, require  much  preparation  of  masonry  and  earth  work,  even 
when  mounted  in  barbette  on  disappearing  carriages. 

As  an  example,  each  10"  gun  in  barbette  is  estimated  to  require 
2,3u0  cubic  yards  of  concrete  masonry  and  about  2,400  cubic  yards 
of  earth  work,  and  the  expenditure  of  about  $13,000  to  pre- 
pare to  receive  each  gun  carriage  and  gun.  Again,  to  mount  four 
16"  guns  in  two  revolving  turrets  is  estimated  to  require  about 
34,000  cubic  yards  of  concrete  and  rubble  work,  and  about  4,900 
cubic  yards  of  dressed  granite  work,  or  a  structure  of  masonry 
about  10  yards  deep,  90  yards  long,  50  yards  wide.  To  lay  such  a 
mass  of  masonry  and  give  the  concrete  time  to  harden  properly, 
will  require  several  years,  and  is  estimated  to  cost  $400,000. 
The  selection  and  acquisition  of  sites  for  batteries  in  the  neighbor- 
hood of  large  towns  without  paying  exorbitant  prices  for  land 
require  time  and  care.  Sites  selected  for  military  reasons  may  not 
be  readil}''  accessible  by  rail  or  water  transport,  and  the  getting 
together  of  necessary  material  and  mounting  guns  of  25  to  85  tons' 
weight  requires  weeks. 
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selves.  Tliere  must  be  bbstmetioiis  because  **  modem  ships  of  war 
witli  high  speed  and  heavy  armor  can  pass  any  shore  battery  if  the 
channel  be  clear."  There  must  be  guns,  otherwise  the  enemy  will 
destroy  the  torpedo  obstructions  by  countermining.  The  guns  must 
be  lieavy,  for  while  light  guns  would  prevent  countermining  by 
unarniored  vessels,  the  heavy  armored  vessels  would  proceed  with 
this  work,  unless  prevented  by  armor-piercing  guns  on  shore. 

It  is  a  popular  delusion  that  a  good  torpedo  defense  can  be  made 
by  a  few  old  barrels  filled  with  powder  or  dynamite,  and  anchored 
in  the  channels.  As  a  matter  of  fact,  such  an  improvised  defense 
would  amount  to  very  little.  Efficient  obstruction  requires  careful 
preparation  and  study  of  the  ground.  It  is  not  enough  to  have  a 
single  line  of  mines,  "  but  the  whole  area  swept  by  the  guns  of  de- 
fense" must  be  rendered  dangerous.  The  mine  most  used  is  a 
water-tight  spherical  welded  steel  case  containing  about  100  pounds 
of  gun-cotton,  either  sunk  to  bottom  in  shallow  water,  or  anchored 
and  floating  below  surface  in  deep  water.  It  has  an  electric  fuse 
and  is  connected  by  cable  to  the  shore,  and  can  either  be  exploded 
from  shore  at  will  of  operator,  or  be  made  dangerous  at  his  pleasure 
and  exploded  by  the  contact  of  a  vessel.  It  can,  again,  at  any  time  be 
made  non-explosive  by  the  operator  ashore,  who  also  can  determine 
if  its  electric  circuit  is  complete,  or  if  it  is  lieing  tampei*ed  with. 
This  electric  circuit  can  be  made  to  sound  an  alarm  or  tire  a  gun 
directed  at  the  location  of  the  torpedo  in  case  an  attempt  is  made 
to  fish  it  up  under  cover  of  a  fog  or  darkness.  These  electric 
cables  must  be  carried  ashore,  under  water,  to  prevent  their  being 
cut  oflF  by  shot,  to  casemates  suitably  secure  provided  for  the 
operator  and  his  electrical  apparatus. 

"What  a  good  torpedo  defense  should  be  is  treated  by  General 
Abbott,  an  authority  on  that  subject,  in  the  supplemental  report 
to  Fortification  Board.     He  savs : 

"  For  such  defense  there  must  be  in  hand  before  the  outbreak  of 
war — 

"  1st  The  mines  and    their  accessories,  cables,  electrical    instru- 
ments, etc. 
^^  2d.  Submarine  galleries  and  operating  casemates. 
"3d.  Instructed  corps  of  operators.     Without  them  failure  would 

be  certain. 
"  4th.  Flanking  guns  and  electric  search  lights.** 

The  total  sum  to  provide  about  5,000  necessary  mines,  60  oper> 
ating  casemates,  200  electric  search  lights,  is  estimated  at  about  four 
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ilHon  dollars,  a  very  small  sura.  Congress  has  so  far  provided 
sbout  1,400  torpedoes  and  very  little  of  the  other  apparatus. 

The  casemates  and  under  water  protected  galleries  for  cables 
x^uire  time  to  build  and  should  be  provided  at  once.  The  whole 
expense  of  complete  apparatus  for  torpedo  protection  of  all  onr  im- 
jportant  harbors  is  smaller  than  the  amount  often  spent  on  a  single 
government  building. 

For  flanking  guns  to  prevent  unarmored  vessels  and  small  boats 
Wishing  up  or  countermining  torpedo  obstruction,  our  present  forts 
"With  present  guns  and  a  few  machine  guns  will  answer.  A  fleet 
of  harbor  torpedo  boats  should  also  be  available  to  assist  in  mak- 
i  ng  the  torpedo  defense  dangerous,  should  the  enemy  at  night  or  in 
fogs  attempt  countermining  or  removal  of  torpedoes.  These  boats 
"would  also  make  blockades  dangerous,  or  compel  the  enemy's 
squadron  to  haul  off  coast  at  night.  They  may  be — say,  boats  of 
100  feet  length,  speed,  21  knots  per  hour.  There  should  be 
enough  of  them  built  at  once  to  train  our  engine  and  boat-builders, 
to  bring  out  the  special  knowledge  required  and  to  have  the  plans 
a.Tid  details  well  developed.  Then,  in  case  of  necessity,  these 
small  engines  could  be  turned  out  in  numbers  from  our  numerous 
shops,  trained  to  do  good  high  speed  engine  work,  and  the  hulls 
<sonld  be  built  anywhere  and  transported  by  rail  or  canals  to  our 
Icikes  and  harbors.  The  Fortification  Board  recommended  the 
l>nildiug  of  about  160  of  these  torpedo  boats,  to  be  distributed  to 
'various  ports,  New  York,  San  Francisco,  Boston,  Hampton  Iloads, 
JN'ew  London,  Portland,  Oregon,  to  have  18  each.  New  Orleans, 
12.  Pliiladelphia,  Portland,  Maine,  Narragansett  Bay,  Key  West, 
and  Charleston  6  each,  and  lake  ports  12  torpedo  gun-boats. 

Another  item  in  the  scheme  of  coast  defense  is  floating  batteries, 
for  which   five   ships,  three  at  San  Francisco   and   two  at  New 
Orleans,  are  estimated  at  a  cost  of  $19,000,000.     At  San  Francisco 
"tlie  depth  of  entrance  and  strength  of  currents  prevent  the  use  of 
torpedoes.     At  New  Orleans,  near  the  heads  of  passes  where  tor- 
pedoes must  be,  no  foundation  can  be  had  for  heavy  gun  protection 
oti  shore.     The  vessels  designed  for  this  are  superior  in  armor  pro- 
tection and  offensive  power  of  guns  to  any  now  afloat. 

The  report  of  Commander  Sampson,  United  States  Navy,  of 
Fortification  Board,  upon  the  proper  use  of  navy  and  floating  bat- 
teries, is  a  very  interesting  and  able  one.  Of  the  whole  $126,000,- 
OOO,  however,  estimated  as  necessary  to  defense,  over  §n94:,000,000 
are  for  forts  and  for  armament  of  heavy  guns.     Torpedoes  alone 
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selves.  Tliere  must  be  obstmetioiis  because  **  modem  ships  of  war 
with  high  speed  and  heavy  arinor  can  pass  any  shore  battery  if  the 
channel  be  clear."  There  must  be  guns,  otherwise  the  enemy  will 
destroy  the  torpedo  obstructions  by  countermining.  The  guns  must 
be  heavy,  for  while  light  guns  would  prevent  countermining  by 
unarniored  vessels,  the  heavy  armored  vessels  would  proceed  with 
this  work,  unless  prevented  by  armor-piercing  guns  on  shore. 

It  is  a  popular  delusion  that  a  good  torpedo  defense  can  be  made 
by  a  few  old  barrels  filled  with  powder  or  dynamite,  and  anchored 
in  the  channels.  As  a  matter  of  fact,  such  an  improvised  defense 
would  amount  to  very  little.  Efficient  obstruction  requires  careful 
preparation  and  study  of  the  ground.  It  is  not  enough  to  have  a 
single  line  of  mines,  "  but  the  whole  area  swept  by  the  guns  of  de- 
fense" must  be  rendered  dangerous.  The  mine  most  used  is  a 
water-tight  spherical  welded  steel  case  containing  about  100  pounds 
of  gun-cotton,  either  sunk  to  bottom  in  shallow  water,  or  anchored 
and  floating  below  surface  in  deep  water.  It  has  an  electric  fuse 
and  is  connected  by  cable  to  the  shore,  and  can  either  be  exploded 
from  shore  at  will  of  operator,  or  be  made  dangerous  at  his  pleasure 
and  exploded  by  the  contact  of  a  vessel.  It  can,  again,  at  any  time  be 
made  non-explosive  by  the  operator  ashore,  who  also  can  determine 
if  its  electric  circuit  is  complete,  or  if  it  is  being  tampered  with. 
This  electric  circuit  can  be  made  to  sound  an  alarm  or  fire  a  gnu 
directed  at  the  location  of  the  torpedo  in  case  an  attempt  is  made 
to  fish  it  up  under  cover  of  a  fog  or  darkness.  These  electric 
cables  must  be  carried  ashore,  under  water,  to  prevent  their  being 
cut  oflF  by  shot,  to  casemates  suitably  secure  provided  for  the 
operator  and  his  electrical  apparatus. 

What  a  good  torpedo  defense  should  be  is  treated  by  General 
Abbott,  an  authority  on  that  subject,  in  the  supplemental  report 
to  Fortification  Board.     He  says : 

"  For  such  defense  there  must  be  in  hand  before  the  outbreak  of 
war — 

"  Ist.  The  mines  and   their  accessories,  cables,  electrical    instru- 
ments, etc. 
^'  2d.  Submarine  galleries  and  operating  casemates. 
"3d.  Instructed  corps  of  operators.      Without  them  failure  would 

be  certain. 
"  4th.  Flanking  guns  and  electric  search  lights." 

The  total  sum  to  provide  about  5,000  necessary  mines,  50  oper- 
ating casemates,  200  electric  search  lights,  is  estimated  at  about  tour 
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illion  dollars,  a  very  small  sura.  Congress  has  so  far  provided 
»bout  1,400  torpedoes  and  very  little  of  the  other  apparatus. 

The  caseraates  and  under  water  protected  galleries  for  cables 
x^qnire  time  to  build  and  should  be  provided  at  once.  The  whole 
expense  of  complete  apparatus  for  torpedo  protection  of  all  our  im- 
jportant  harbors  is  smaller  than  the  amount  often  spent  on  a  single 
government  building. 

For  flanking  guns  to  prevent  unarmored  vessels  and  small  boats 
fshing  up  or  countermining  torpedo  obstruction,  our  present  forts 
-^svith  present  guns  and  a  few  machine  guns  will  answer.  A  fleet 
of  harbor  torpedo  boats  should  also  be  available  to  assist  in  mak- 
ing  the  torpedo  defense  dangerous,  should  the  enemy  at  night  or  in 
fogs  attempt  countermining  or  removal  of  torpedoes.  These  boats 
-^jvould  also  make  blockades  dangerous,  or  compel  the  enemy's 
squadron  to  haul  off  coast  at  night.  They  may  be — say,  boats  of 
100  feet  length,  speed,  21  knots  per  hour.  There  should  be 
enough  of  them  built  at  once  to  train  our  engine  and  boat-builders, 
to  bring  out  the  special  knowledge  required  and  to  have  the  plans 
And  details  well  developed.  Then,  in  case  of  necessity,  these 
small  engines  could  be  turned  out  in  numbers  from  our  numerous 
shops,  trained  to  do  good  high  speed  engine  work,  and  the  hulls 
oonid  be  built  anywhere  and  transported  by  rail  or  canals  to  our 
l&kes  and  harbors.  The  Fortification  Board  recommended  the 
building  of  about  160  of  these  torpedo  boats,  to  be  distributed  to 
"v^arious  ports,  New  York,  San  Francisco,  Boston,  Hampton  Roads, 
JNew  London,  Portland,  Oregon,  to  have  18  each.  New  Orleans, 
12;  Pliiladelphia,  Portland,  Maine,  Narragansett  Bay,  Key  West, 
and  Charleston  6  each,  and  lake  ports  12  torpedo  gun-boats. 

Another  item  in  the  scheme  of  coast  defense  is  floating  batteries, 
for  which   five   ships,  three  at  San  Francisco  and   two  at  New 
Orleans,  are  estimated  at  a  cost  of  $19,000,000.     At  San  Francisco 
the  depth  of  entrance  and  strength  of  currents  prevent  the  use  of 
torpedoes.     At  New  Orleans,  near  the  heads  of  passes  where  tor- 
pedoes must  be,  no  foundation  can  be  had  for  heavy  gun  protection 
on  shore.     The  vessels  designed  for  this  are  superior  in  armor  pro- 
tection and  offensive  power  of  guns  to  any  now  afloat. 

The  report  of  Commander  Sampson,  United  States  Navy,  of 
Fortification  Board,  upon  the  proper  use  of  navy  and  floating  bat- 
teries, is  a  very  interesting  and  able  one.  Of  the  whole  $126,000,- 
000,  however,  estimated  as  necessary  to  defense,  over  $94,000,000 
are  for  forts  and  for  armament  of  heavy  guns.     Torpedoes  alone 
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will  not  snfEce,  as  before  shown.  It  is  necessary  there  should  be 
powerful  guns  properly  mounted  and  properly  protected.  Sir 
Andrew  Clarke,  Inspector  General  of  Fortifications  of  Great  Britain, 
defines  coast  defense  as  "  the  science  of  mounting  heavy  guns  to 
best  advantage."  And,  notwithstanding  the  use  of  torpedoes,  it  is 
still  so.  In  the  estimate  of  the  Fortification  Board  of  a  total  of 
^94,000,000  for  forts,  etc.,  $32,000,000  were  for  masonry  and  earth 
works,  $23,000,000  for  armor  and  metallic  structures,  $29,000,000 
for  guns,  .^10,000,000  for  gun  carriages.  Another  popular  dehision 
18  that,  if  we  only  had  the  guns,  we  could  improvise  earth  work 
cover  in  a  few  days,  and  send  the  guns  when  needed  to  be  mounted 
forthwith,  or  perhaps  fired  from  the  shoulder  like  muskets. 

The  question  of  how  much  cover  is  necessary  comes  in  here. 

The  penetration  of  largest  guns  on  shipboard  in  1860  was  less 
than  4"  of  iron  and  less  tlian  3  feet  of  granite.  It  is  to-day  30"  of 
iron,  10  to  20  feet  of  granite,  and  75  feet  of  earth. 

The  Board  of  Engineers  for  fortifications  says  of  late  designs: 
"In  designing  a  battery  to  resist  a  naval  attack  at  one  mile,  it  has 
been  assumed  that  the  heaviest  shot  at  close  range  may  be  stopped 
by  a  bank  of  compact  sand  70  feet  thick ;  that  rubble  masonry 
will  offer  three  times  and  concrete  twice  the  resistance  of  sand. 

"  The  ]>arapet  of  the  proposed  battery  consists  of  a  wall  of  con- 
crete 5  feet  thick ;  a  mass  of  stone  imbedded  in  concrete  12  feet 
thick  ;  and  27  feet  of  sand  ;  equivalent,  according  to  the  above  esti- 
mate, of  73  feet  of  sand.  The  traverses  are  30  feet  thick  at  top 
and  rise  10  feet  above  the  crest  of  the  parapet,  and  but  one  gun  is 
mounted  between  two  adjacent  traverses. 

"  The  service  magazine  is  placed  under  the  traverses,  and  when 
circumstances  will  ])erinit,  is  sunk  to  such  a  depth  that  a  shot  must 
pass  through  at  least  70  feet  of  sand  before  reaching  it,  "When 
this  dej^th  cannot  be  attained,  the  requisite  protection  nmst  be 
supplied  by  rubble  masonry."  This  gives  a  measure  of  the  amount 
of  work  to  be  done  on  a  seacoast  battery. 

Tlie  use  of  rapid  firing  guns  has  increased  the  necessity  of  thor- 
ouglily  covering  the  gun  detachments,  while  the  increase  of  pene- 
tration has  added  largely  to  thickness  of  work  necessary  to  cover 
guns  and  magazines.  Embrasures  in  masonry  or  earth  work  no 
longer  afford  much  protection  without  g!*eatly  limiting  the  angle 
of  fire.  Guns  must  either  be  mounted  in  barbette  on  disappearing 
carriages  or  in  armor-clad  casemates  or  turrets.  A  high  military 
officer  is  quoted  as  saying,  "We  need  no  forts,  but  the  guns  can 
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be  mounted  in  holes  in  the  ground  on  disappearing  carriages." 
He  is  probably  not  correctly  quoted,  for  while  mounting  upon 
disappearing  carriages  of  guns  in  elevated  position  will  no  doubt 
be  largely  adopted  as  recommended  by  the  Fortification  Board,  for 
guns  of  12"  caliber  and  under  there  are  many  positions  so  low 
down  and  close  to  the  channel  that  some  armor-clad  protection  for 
guns  used  there  is  absolutely  necessary.  The  few  guns  of  16"  cali- 
ber will  be  such  an  expensive  part  of  the  artillery  defense,  their 
manipulation  will  be  so  slow  and  require  so  much  important  ma- 
chinery, which  must  be  fully  protected,  that  a  revolving  turret 
clad  with  armor  seems  the  only  expedient  applicable  for  their 
cover. 

The  great  increase  of  weight  of  guns  from  old  smooth-bores  of 
10"  caliber,  of  7  tons  weight,  with  2,600  foot-tons  energj-,  and 
15"  caliber,  of  20  tons  weight,  with  9,000  foot-tons  energy,  to 
12",  50  tons  weight,  24,000  foot-tons  energy,  and  16",  115  tons 
weight,  54,000  foot-tons  energy,  makes  other  changes  necessary. 
The  mass  of  masonry  required  to  take  the  strain  of  recoil  is 
greatly  increased ;  hand  power  is  no  longer  applicable  to  hand- 
ling of  guns  and  ammunition,  but  steam  power  applied  to  shafting, 
to  hydraulic  or  to  pneumatic  machinerj^  is  necessary  for  working 
guns.  Guns  of  10  or  12-inch  caliber,  with  pivot  fastening,  covering 
for  the  boilers,  machinery,  magazines,  gunners,  and  relief  detach- 
ments, require  much  preparation  of  masonry  and  earth  work,  even 
when  mounted  in  barbette  on  disappearing  carriages. 

As  an  example,  each  10"  gun  in  barbette  is  estimated  to  require 
2,3U0  cubic  3'ards  of  concrete  masonry  and  about  2,400  cubic  yards 
of  earth  work,  and  the  expenditure  of  about  $13,000  to  pre- 
pare to  receive  each  gun  carriage  and  gun.  Again,  to  mount  four 
16"  guns  in  two  revolving  turrets  is  estimated  to  require  about 
34,000  cubic  yards  of  concrete  and  rubble  work,  and  about  4,900 
cubic  yards  of  dressed  granite  work,  or  a  structure  of  masonry 
about  10  yards  deep,  90  yards  long,  50  yards  wide.  To  lay  such  a 
mass  of  masonry  and  give  the  concrete  time  to  harden  properly, 
will  require  several  years,  and  is  estimated  to  cost  $400,000. 
The  selection  and  acquisition  of  sites  for  batteries  in  tlie  neighbor- 
hood of  large  towns  without  paying  exorbitant  prices  for  land 
require  time  and  care.  Sites  selected  for  military  reasons  may  not 
be  readily  accessible  by  rail  or  water  transport,  and  the  getting 
together  of  necessary  material  and  mounting  guns  of  25  to  35  tons' 
weight  requires  weeks. 
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will  not  snfEce,  as  before  sliowii.  It  is  necessary  there  should  be 
powerful  guns  properly  mounted  and  properly  protected.  Sir 
Andrew  Clarke,  Insj^ector  General  of  Fortifications  of  Great  Britain, 
defines  coast  defense  as  "  the  science  of  mounting  heavy  guns  to 
best  advantage."  And,  notwithstanding  the  use  of  torpedoes,  it  is 
still  s(>.  In  the  estimate  of  the  Fortification  Board  of  a  total  of 
894,000,000  for  forts,  etc.,  832,000,000  were  for  masonry  and  earth 
works,  823,000,000  for  armor  and  metallic  structures,  $29,000,000 
for  guns,  SI 0,000,000  for  gun  carriages.  Another  popular  delusion 
is  that,  if  we  only  had  the  guns,  we  could  improvise  earth  work 
cover  in  a  few  days,  and  send  the  guns  when  needed  to  be  mounted 
forthwith,  or  perhaps  fired  from  the  shoulder  like  muskets. 

The  question  of  how  much  cover  is  necessary  comes  in  here. 

The  penetration  of  largest  guns  on  shipboard  in  1860  was  less 
than  4"  of  iron  and  less  than  3  feet  of  granite.  It  is  to-day  30"  of 
iron,  10  to  20  feet  of  granite,  and  75  feet  of  earth. 

The  Board  of  Engineers  for  fortifications  says  of  late  designs : 
"  In  designing  a  battery  to  resist  a  naval  attack  at  one  mile,  it  has 
been  assumed  that  the  heaviest  shot  at  close  range  may  be  stopped 
by  a  bank  of  compact  sand  70  feet  thick ;  that  rubble  masonrj- 
will  offer  three  times  and  concrete  twice  the  resistance  of  sand. 

"  The  parapet  of  the  proposed  battery  consists  of  a  wall  of  con- 
crete 5  feet  thick ;  a  mass  of  stone  imbedded  in  concrete  12  feet 
thick  ;  and  27  feet  of  sand  ;  equivalent,  according  to  the  above  esti- 
mate, of  73  feet  of  sand.  The  traverses  are  30  feet  thick  at  top 
and  rise  10  feet  above  the  crest  of  the  parapet,  and  but  one  gun  is 
mounted  between  two  adjacent  traverses. 

"  The  service  magazine  is  placed  under  the  traverses,  and  when 
circumstances  will  permit,  is  sunk  to  such  a  depth  that  a  shot  must 
pass  through  at  least  70  feet  of  sand  before  reaching  it.  When 
this  depth  cannot  be  attained,  the  requisite  protection  must  be 
supplied  by  rubble  masonry."  This  gives  a  measure  of  the  amount 
of  work  to  be  done  on  a  seacoast  battery. 

The  use  of  rapid  firing  guns  has  increased  the  necessity  of  thor- 
oughly covering  the  gun  detachments,  while  the  increase  of  pene- 
tration has  added  largely  to  thickness  of  work  necessary  to  cover 
guns  and  magazines.  Embrasures  in  masonry  or  earth  work  no 
longer  afford  nnich  protection  without  greatly  limiting  the  angle 
of  fire.  Guns  must  either  be  mounted  in  barbette  on  disappearing 
carriages  or  in  armor-clad  casemates  or  turrets.  A  high  military 
officer  is  quoted  as  saying,  "  We  need  no  forts,  but  the  guns  can 
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be  mounted  in  holes  in  the  ground  on  disappearing  carriages." 
He  is  probably  not  correctly  quoted,  for  while  mounting  upon 
disappearing  carriages  of  guns  in  elevated  position  will  no  doubt 
be  largely  adopted  as  recommended  by  the  Fortification  Board,  for 
guns  of  12"  caliber  and  under  there  are  many  positions  so  low 
down  and  close  to  the  channel  that  some  armor-clad  protection  for 
guns  used  there  is  absolutely  necessary.  The  few  guns  of  16"  cali- 
ber will  be  such  an  expensive  part  of  the  artillery  defense,  their 
manipulation  will  be  so  slow  and  require  so  much  important  ma- 
chinery, which  must  be  fully  protected,  that  a  revolving  turret 
clad  with  armor  seems  the  only  expedient  applicable  for  their  . 
cover. 

The  great  increase  of  weight  of  guns  from  old  smooth-bores  of 
10"  caliber,  of  7  tons  weight,  with  2,600  foot-tons  energy,  and 
15"  caliber,  of  20  tons  weight,  with  9,000  foot-tons  energy,  to 
12",  50  tons  weight,  24,000  foot-tons  energy,  and  16",  115  tons 
weight,  54,000  foot-tons  energ}',  makes  other  changes  necessary. 
The  mass  of  masonry  required  to  take  the  strain  of  recoil  is 
greatly  increased ;  hand  power  is  no  longer  applicable  to  hand- 
ling of  guns  and  ammunition,  but  steam  power  applied  to  shafting, 
to  hydraulic  or  to  pneumatic  machinery  is  necessary  for  working 
guns.  Guns  of  10  or  12-inch  caliber,  with  pivot  fastening,  covering 
for  the  boilers,  machinery,  magazines,  gunners,  and  relief  detach- 
ments, require  much  preparation  of  masonry  and  earth  work,  even 
when  mounted  in  barbette  on  disappearing  carriages. 

As  an  example,  each  10"  gun  in  barbette  is  estimated  to  require 
2,3U0  cubic  yards  of  concrete  masonry  and  about  2,400  cubic  yards 
of  earth  work,  and  the  expenditure  of  about  $13,000  to  pre- 
pare to  receive  each  gun  carriage  and  gun.  Again,  to  mount  four 
16"  guns  in  two  revolving  turrets  is  estimated  to  require  about 
34,000  cubic  yards  of  concrete  and  rubble  work,  and  about  4,900 
cubic  yards  of  dressed  granite  work,  or  a  structure  of  masonry 
about  10  yards  deep,  90  yards  long,  50  yards  wide.  To  lay  such  a 
mass  of  masonry  and  give  the  concrete  time  to  harden  properly, 
will  require  several  years,  and  is  estimated  to  cost  $400,000. 
The  selection  and  acquisition  of  sites  for  batteries  in  tlie  neighbor- 
hood of  large  towns  without  paying  exorbitant  prices  for  land 
require  time  and  care.  Sites  selected  for  military  reasons  may  not 
be  readily  accessible  by  rail  or  water  transport,  and  the  getting 
together  of  necessary  material  and  mounting  guns  of  25  to  35  tons' 
weight  requires  weeks. 


Jfi  COAST  D£F£N3E,  ITS  COST  AND  MECHANIOAL  PBOBU       . 

>r  are  we  prepared  with  either  guns  or  armor  protection  lorn 
nates  and  turrets.     The  estimate  of  the  Fortification  Boar  * 
iides  guns  and  armor,  as  follows: 
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08,000  tons  of  armor. 
12,000    "      "  substructure. 
44  Guns  or  all  the  16"  are  to  be  in  turret. 
80  Guns  of  12"  and  10"  are  to  be  in  casemates. 
These  124  are  to  be  protected  by  armor. 
54  Guns  12"  to  be  mounted  on  lifts. 

394  Guns  12",  10"  and  in  barbette  on  disappearing  or  ni^' 
disappearing  carriages. 

The  rifled  mortars  of  10"  and  12"  caliber  are  a  very  importa"^ 
and  eflicient  part  of  the  artillery  defense,  although  least  costly  anr 
requiring  no  protection  but  a  sunken  pit  in  the  gnmnd.    The* 
pieces  are  of  modern  development ;  they  throw  large  shellB  wi 
heavy  bursting  charges,  which,  falling  vertically,  can  pierce  t7 
decks  of  ships  of  war  and  will  have  a  most  damaging  effect.    T 
periments  have  shown  them  capable  of  such  accuracy  of  fire,  tJ 
at  two  miles  it  is  possible  to  drop  60  per  cent,  of  shells  fired  im 
the  horizontal  area  of  a  large  ship.     Their  position  will  be  enti 
invisible  from  off-shore,  and  no  effective  reply  can  be  made  tot 
fire.     With  a  number  of  such  pieces  commanding  an  anchors 
hostile  fleet  will  be  slow  to  anchor  or  take  position  for  bom 
ment.     These  pieces  can  be  cheaply  made  of  cast-iron  hoope<? 
steel,  although  it  is  likely  steel  forgings  will  also  be  used. 

Of  the  various  details  of  defense  none  have  been  the  cam 
much  debate  as  the  construction  of  the  guns  and  the  mat 
which  they  shall  be  made.    The  Congress  committee  man 
lobbyist  always  with  him,  and  the  steel  casting  Rodman  a^ 
the  cast-iron  gun  contractors,  the  patent-gun  inventors,  a 
interested  y)arties  have  been  suflSciently  nameroas  and 
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5th.  Eejection  of  submitted  material. 

In  making  gun  steel  by  casting  alone,  none  of  these  elements  of 
cost  can  be  avoided.    In  fact,  in  casting  methods  the  primary  losses 
from  the  firbt  and  second  causes  will  be  greater  on  castings,  and 
the  certain  increase  of  rejections  again  will  carry  with  it  an  in- 
crease on  every  other  element  of  cost  in  production. 

A  forge  will  also  have  one  very  decided  advantage  over  any 
casting  plant  which  attempts  to  make  guns  in  one  casting.     The 
largest  ingot  required  to  make  a  12"  built-up  gun  by  forging  will 
be  of  about  40  tons  weight.    The  12"  gun,  being  of  50  tons'  weight 
when  complete,  will  require,  if  made  in  one  casting,  an  ingot  of 
80  tons'  weight,  and  apparatus  very  heavy  and  large  to  handle  it. 
If  such  a  piece  is  rejected,  it  will  be  worth  less  than  pig-iron  for 
remelting;  but  in  a  forge  rejected  pieces  and  sink  heads  can  be 
worked  down  to  small  size  for  commercial  uses,  and,  from  the  ex- 
cellence of  the  stock  and  its  thorough  working,  will  bring  the 
highest  market  prices.     There  should  be  very  good  profit  for  a 
forge  in  this  item  alone.     Another  great  objection  to  a  method 
that  requires  enlargement  of  ingots  is  the  fact  that  the  larger  the 
ingot  the  greater  the  tendency  of  the  iron  and  other  elements  to 
separate  partially,  and  the  difference  in  analysis  between  top  and 
bottom  and  outside  and  inside  is  greater,  and  the  variation  in  quality 
of  steel  is  greater  as  the  size  of  the  ingot  increases.  The  irregularity 
of  quality  will  be  much  greater  than  should  be  found  in  good  forg- 
ing from  the  small  ingots.     Mr.  Metcalf,  in  his  very  interesting 
paper  lately  read  before  the  Society  of  Civil  Engineers,  calls  atten- 
tion to  this,  although  in  the  same  paper  he  advocates  a  method  of 
manufacture  leading  to  the  bad  results  he  deprecates. 

The  question  whether  we  should  forge  or  cast  gun  material  can 
\ye  left  to  the  commercial  test  of  cost  of  manufacture,  with  every 
chance  that  the  forge  will  live  and  grow  fat,  whilst  the  foundry 
will  die  of  starvation. 

Bridge  makers  may  as  reasonably  expect  the  steel  manufacturers 
to  cast  their  steel  compression  members  as  the  ordnance  manufac- 
turers to  get  their  gun  material  by  casting.  The  reasons  for  and 
against  such  practice  hold  with  equal  force  in  both  cases. 

The  difficulty  of  getting  a  good  qualify  of  gun  steel  from  un- 
forged  metal  is  great,  and  increases  with  the  size.  Slow  cooling, 
from  a  high  heat  means  coarse  crystallization  and  brittleness. 
Tliis  is  particularly  the  case  when  the  cooling  has  been  from 
melted  metal  and,  in  less  degree,  with  forgings. 
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Nor  are  we  prepared  with  cither  guns  or  armor  protectioi 
casemates  and  turrets.  The  estimate  of  the  Fortification  I 
inchidcs  guns  and  armor,  as  follows: 

44  16''    Guns     110  Tons  =     4,840 
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203  12" 
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50  " 

=  10,150 

222  10" 
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27  " 

-  5,994 

102  8" 
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13  " 

=  1,326 

22,790  Tods  guns. 

700  12"  Mortars )    x       ^  .       i         j 
X .  ^  ,/  i-  of  cast-iron  hooped. 

24  10"        *'       )  ^ 

68,000  tons  of  armor. 

12,000    "      "  substructure. 

44  Guns  or  all  the  16"  are  to  be  in  turret. 

80  Guns  of  12"  and  10"  are  to  be  in  casemates. 

These  124  are  to  be  protected  by  armor. 

54  Gnns  12"  to  be  mounted  on  lifts. 

394:  Guns  12",  10"  and  in  barbette  on  disappearing  or 

disappearing  carriages. 

The  rifled  mortars  of  10"  and  12"  caliber  are  a  very  impo 
and  eflicient  part  of  the  artillery  defense,  although  least  costlj 
requiring  no  protection  but  a  sunken  pit  in  the  ground.  1 
pieces  are  of  modern  development;  they  throw  large  shells 
heavy  bursting  charges,  which,  falling  vertically,  can  piera 
decks  of  ships  of  war  and  will  have  a  most  damaging  effect. 
periments  have  shown  them  capable  of  such  accuracy  of  fire, 
at  two  miles  it  is  possible  to  drop  50  per  cent,  of  shells  fired  i 
the  horizontal  area  of  a  large  ship.  Their  position  will  be  en' 
invisible  from  off-shore,  and  no  effective  reply  can  be  made  to 
fire.  With  a  number  of  such  pieces  commanding  an  anchon 
hostile  fleet  will  be  slow  to  anchor  or  take  position  for  bom 
mcnt.  These  j^ieces  can  be  cheaply  made  of  cast-iron  hooped 
steel,  although  it  is  likely  steel  forgings  will  also  be  used. 

Of  the  various  details  of  defense  none  have  been  the  cause 
much  debate  as  the  construction  of  the  guns  and  the  mater 
which  they  shall  be  made.  The  Congress  committee  man  hf 
lobbyist  always  with  him,  and  the  steel  casting  Rodman  advo 
the  cast-iron  gun  contractors,  the  patent-gun  inventors,  and 
interested  parties  have  been  sufficiently  numerous  and  acti 
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counteract  the  wisest  counsels  of  onr  ordnance  officers,  so  that  to- 
day all  work  upon  army  ordnance  is  at  a  stand-still. 

There  are  symptoms,  however,  tliat  the  cast-iron  men  are  getting 
tired,  and  we  shall  hereafter  hear  little  of  the  possibility  of  making 
a  large,  high-powered  rifle  gun  of  cast-iron.  The  great  12''  cast- 
iron  rifl.e  at  Sandy  Hook  is  practically  hors  de  combat,  from  erosion 
of  the  barrel,  although  only  about  one  hundred  and  forty  rounds 
have  been  fired  from  it.  With  54  tons'  weight,  it  has  only  the 
eaiiie  muzzle  energy  as  a  lOJ''  steel  gun  of  32  tons'  weight. 

The  multicharge  gun  is  an  ingenious  but  now  useless  device.    It 
is  eonstructionally  bad,  and  a  modern  rifle  gnn,  with  progressive 
powder,  is  practically  a  gun  with  a  great  number  of  charges  ex- 
ploding in  rapid  succession.     The  Haskell  6"  multicharge  gun  had 
a  weight  of  25  tons  for  an  energy  of  2,885  foot-tons.     The  army 
10"  steel  gun,  with  a  weight  of  27  tons,  has  an  energy  of  13,642 
foot-tons.     The  advocates  of   gun  steel  cast  and  annealed,  not 
forged,  or  guns  cast  in  steel  of  one  piece,  uot  built  up,  but  treated 
by  internal  cooling,  on  the  Eodman  principle,  are  yet  to  be  dis- 
posed of. 

If  guns  or  gun  steel  can  be  made  equal  to  the  present  specifica- 
tion by  casting,  let  them  be  accepted,  but  the  standard  must  not  bo 
lowered  to  reach  material  of  a  lower  grade.  Nor  can  casting 
nnakers  ask  the  Government  to  demand  higher  qualities  for  forging 
than  for  casting. 

No  American  engineere  can  put  themselves  on  record  as  asking 
^or  material  of  low  ductility  to  be  put  in  guns.  The  engineering 
'^ork  of  this  country  has  never  been  done  on  a  lower  standard  of 
^^cellence  than  that  of  English,  French,  or  German  engineers. 
The  makers  of  steel  castings  have,  so  far,  failed  to  make  the  quality 
of  steel  found  in  f orgings,  and  the  task  is,  apparently,  hopeless. 

The  beneficial  effect  of  mechanical  work  upon  a  cast-steel  ingot, 
^H  making  it  higher  in  elastic  limit,  higher  in  ultimate  strength, 
*tid  much  more  ductile,  cannot  be  denied.     This  improvement  in 
Quality  has  not  yet  been  obtained  with  certainty  in  any  other  way 
than  by  forging.     Of  a  dozen  of  steel-casting  makers  doing  a  com- 
mercial business  in  this  country  to-day,  I  do  not  believe  one  will 
''ludertake  to  produce  a  0"  gun  tube,  unforged,  of  quality  equal  to 
Xinited  States  ordnance  specification.     They  will  say  the  ductility 
and  elongation  asked  for  are  not  necessary  in  gun  material.     If  this 
^e  80,  then  raise  the  powder  pressure  and  the  elastic  limit,  and  so 
increase  the  efliciency  of  a  given  weight  of  gun  and  projectile. 
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A  very  fair  example  of  what  may  be  expected  from  castings  is 
found  in  the  Report  of  Chief  of  Ordnance,  1884,  of  tests  of  a  rial 
cylinder  made  under  the  most  skillful  superintendence,  and  by 
metallurgists  of  acknowledged  ability.  Thifl  cylinder — 24  inches 
in  diameter  and  6  feet  long — was  the  lower  half  of  an  ingot  of 
17,000  pounds  weight.  A  6-inch  hole  was  bored  in  it,  and  it  was 
then  carefully  annealed,  and,  while  still  hot  in  the  furnace,  was 
cooled  from  tlio  interior  with  an  air  blast.  It  will  be  sufficient  to 
give  results  of  six  tangential  specimens,  three  top  and  three  bot- 
tom of  cylinder : 

Elasatlc  Limit.  Ultimate  Strength.  Elongation.  Bed.  Aret. 

(Outside 31>.0(K)  60,880  2  5 

Top. , . .  -^Middle 43,000  78,120  2  5 

(inside 48.000  97,440  8.8  11.8 

(Outside 35,000  86,400  14.8  27.6 

Bottom.  -^Middle 85.000  86,000  14  21.4 

(Inside 37,000  88,800  16  21.4 

The  elongation  and  reduction  of  top  specimens  is  exceedingly 
poor,  and  for  55  carbon  steel  the  ultimate  strength  and  elastic  limit 
are  far  below  results  ol)tained  with  great  certainty  in  good  fold- 
ings. To  show  this,  of  55  tangential  tests  of  gun  hoops  made  at 
Cambria  Works,  in  which  the  elastic  limit  was  55,000  pounds,  the 
minimum  elongation  and  reduction  iu  the  55  tests  was  9.67  and 
14.4,  and  this  in  case  of  a  flaw. 

The  average  elongation  and  reduction  was  13.4  and  29.9. 

The  fii'st  fifteen  tests  on  the  list  are  as  follows: 


Elongation 

Ri'ductiun  of  Area. 


18.7 
42.5 


18.4'130 
W.2  8*^.4 


12.8  18.4;i8.0I14.2|18.6:]8^  n.7!l4.S114.A 
82.7-48.8|89.5|a9.6|iH.O,a0.4i80.T!88.rjl0.7 


The  othei's  run  about  the  same. 

The  reason  of  the  inferiority  of  castings  is  that  all  untreated 
ingots  show  a  coarse  crystallization  difficult  to  remove.  It  can  be 
made  fine  mechanically  by  continuous  forging  work  upon  the  metal 
whilst  it  is  cooling  down  to  the  critical  temperature,  and  consider- 
ably below  it,  or  by  the  other  method  of  allowing  the  steel  to  cool 
to  low  temperature,  then  slowly  to  heat  it  up  to,  and  not  above  the 
critical  temperature.  At  this  heat,  somewhat  variable  with  the 
character  of  the  steel,  it  becomes,  if  the  metal  is  rapidly  cooled, 
fine-grained,  tough,  and  ductile.  This  whole  subject  is  very  ably 
treated  by  Mr.  J.  A.  Brinell,  whose  paper  is  translated  in  Ord- 
nance Construction  Xotes,  No.  37. 

A  further  treatment  of  the  steel  is  to  anneal  it  at  a  lower  tem- 
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perature  to  relieve  strains  from  sudden  cooling.  The  larger  a  mass 
of  steel  the  greater  the  diflBculty  of  cooling  with  suflBcient  rapidity 
to  keep  it  from  becoming  coarse-grained  and  weak. 

Assuming  that  a  steel  gun  equal  to  the  present  designs  would  be 
strong  enough  if  it  was  made  in  one  piece,  and  that  we  can  succeed 
in  getting  a  casting  free  from  small  blow  holes  or  large  cavities, 
which  I  admit  is  possible,  we  should  find  a  specimen  cut  out  of  the 
mass  anywhere  to  be  coarse  and  unfit  for  gun  steel.  Therefore, 
the  casting  must  be  heated  and  suddenly  cooled  to  chansre  the 
structure. 

In  the  16-inch  built-up  gun  the  tube  to  be  tempered  is  about 
7  inches  thick,  but  if  the  gun  were  one  piece,  the  metal  to  be  tem- 
pered is  24  inches  thick,  and,  as  experience  has  shown,  the  result 
with  pieces  6  inches  to  7  inches  thick  is  not  as  good  as  with  pieces 
of  smaller  guns,  and  therefore  thinner  metal;  the  results  of  temper- 
.  ing  will  be  certainly  very  poor  on  so  great  a  thickness  as  24  inches. 
Admitting  it  were  accomplished,  and  the  steel  gun  was  a  homoge- 
neous mass  of  good  quality,  it  would  be  a  much  weaker  gun  than 
the  built-up  gun.  Mr.  Virgile,  quoted  in  Ordnance  Construction 
Notes,  No.  10,  gives  resistance  limits  of  the  two  guns,  as  follows: 

Limits  of  iDternal  pressare  of  steel  gun,  simple.  ..24,179  pounds  per  square  inch 
limits  of  internal  pressure  of  steel  gun,  compound. 49,780  pounds  per  square  inch 

To  remedy  this  diflBculty,  the  steel  casting  advocates  the  present 
Eodman  panacea,  and  propose  to  cast  the  gun  with  a  water-cooled 
core,  and  put  the  outer  metal  under  initial  tension.  This,  with  a 
casting  of  fbO  tons'  weight  varying  say  from  24  inches  thick  to  6 
inches  thick,  with  50  to  60  feet  length,  and  a  corresponding  static 
pressure  of  fluid  metal  upon  the  mold,  is  a  very  interesting  prob- 
lem of  exceeding  diflSculty,  and  the  result  depends  largely  upon 
chance.  In  four  attempts  to  make  a  Rodman  cooled  12-inch  rifle 
gun  of  cast-iron,  two  were  failures  from  castings  parting  by  tension 
in  the  mass,  one  was  lost  by  accident  to  the  flask.  This  was,  too,  in 
a  works  where  many  Rodman  guns  had  been  made.  The  records  of 
the  manufacture  of  these  guns  during  the  late  war,  at  a  time  when 
skillof  manufacture  was  supposed  to  be  good,  show  that  many  guns 
parted  by  internal  strains  either  in  the  pit  or  in  the  lathe.  If  this 
was  so  with  iron,  and  a  shrinkage  of  ^  inch  per  foot,  will  tliere  be 
any  less  trouble  with  steel  and  shrinkage  }  inch  per  foot  ?  The 
diflienlties  of  the  Rodman  people  do  not  end  in  getting  a  solid 
casting  free   from  blow  holes.     Their  casting  being  unannealed 
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A  very  fair  example  of  what  may  be  expected  from  castings  is 
found  in  the  Report  of  Chief  of  Ordnance,  1884,  of  tests  of  a  rial 
cylinder  made  under  tlie  most  skillful  superintendence,  and  by 
metallurgists  of  acknowledged  ability.  This  cylinder — 2i  inches 
in  diameter  and  6  feet  Ions: — was  the  lower  half  of  an  insect  of 
17,000  pounds  weight.  A  6-inch  hole  was  bored  in  it,  and  it  was 
then  carefully  annealed,  and,  while  still  hot  in  the  funiace,  was 
cooled  from  the  interior  with  an  air  blast.  It  will  be  sufficient  to 
give  results  of  six  tangential  specimens,  three  top  and  three  bot- 
tom of  C3'linder : 

Elastic  Limit.  Ultimate  Strength.  Elongation.  Bed.  Area. 

(OutHide 3JJ.00O  60,880  2  5 

Top. ...  -^Middle 43,000  78,120  2  5 

(inside 48.000  97,440  8.8  11.8 

(Outside 35,000  86,400  14.8  27.6 

Bottom.  -^MidtUe 35.000  86,000  14  21.4 

(Inside 87,000  88,800  16  21.4 

Tlie  elongation  and  reduction  of  top  specimens  is  exceedingly 
poor,  and  for  55  carbon  steel  the  ultimate  strength  and  elastic  limit 
are  far  below  results  obtained  with  great  certainty  in  good  forg- 
ings.  To  show  this,  of  55  tangential  tests  of  gun  hoops  made  at 
Cambria  Works,  in  which  the  elastic  limit  was  55,000  pounds,  the 
minimum  elongation  and  reduction  i^  the  55  tests  was  9.67  and 
14.4,  and  this  in  ciise  of  a  flaw. 

The  average  elongation  and  reduction  was  13.4  and  29.9. 

The  lii'st  fifteen  tests  on  the  list  are  as  follows: 


Elongafiou 
RfducLluii  of  Arou.... 


•••■•■ 


14.7114.4  12.9.13.7|18.418.0ll2.8il8.4!18.0!14. 
3j.3|28.0  33.7; 42.5188.2  3:2.4 182.7 142.8|3».5|89. 


14.2118.0 
628.0 


18.SI11.7 
80.4180.7 


14.21 14.8 
88.7116.7 


The  others  run  about  the  same. 

The  reason  of  the  inferiority  of  castings  is  that  all  untreated 
ingots  show  a  coarse  crystallization  difficult  to  remove.  It  can  be 
made  fine  mechanically  by  continuous  forging  work  upon  the  metal 
M'hilst  it  is  cooling  down  to  the  critical  temperature,  and  consider- 
ably below  it,  or  by  the  other  method  of  allowing  the  steel  to  cool 
to  low  temperature,  then  slowly  to  heat  it  up  to,  and  not  above  the 
critical  temperature.  At  this  heat,  somewhat  variable  wiUi  the 
character  of  the  steel,  it  becomes,  if  the  metal  is  rapidly  cooled, 
fine-grained,  tough,  and  ductile.  This  whole  subject  is  very  ably 
treated  by  Mr.  J.  A.  Brinell,  whose  paper  is  translated  in  Ord- 
nance Construction  Notes,  No.  37. 

A  further  treatment  of  the  steel  is  to  anneal  it  at  a  lower  tem- 
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peratnre  to  relieve  strains  from  sudden  cooling.  The  larger  a  mass 
of  steel  the  greater  the  difficulty  of  cooling  with  sufficient  rapidity 
to  keep  it  from  becoming  coarse-grained  and  weak. 

Assuming  that  a  steel  gun  equal  to  the  present  designs  would  be 
strong  enough  if  it  was  made  in  one  piece,  and  that  we  can  succeed 
in  getting  a  casting  free  from  small  blow  holes  or  large  cavities, 
which  I  admit  is  possible,  we  should  find  a  specimen  cut  out  of  the 
mass  anywhere  to  be  coarse  and  unfit  for  gun  steel.  Therefore, 
the  casting  must  be  heated  and  suddenly  cooled  to  chanere  the 
structure. 

In  the  16-inch  built-up  gun  the  tube  to  be  tempered  is  abont 
7  inches  thick,  but  if  the  gun  were  one  piece,  the  metal  to  be  tem- 
pered is  24  inches  thick,  and,  as  experience  has  shown,  the  result 
with  pieces  6  inches  to  7  inches  thick  is  not  as  good  as  with  pieces 
of  smaller  guns,  and  therefore  thinner  metal;  the  results  of  temper- 
.  ing  will  be  certainly  very  poor  on  so  great  a  thickness  as  24  inches. 
Admitting  it  were  accomplished,  and  the  steel  gun  was  a  homoge- 
neous mass  of  good  quality,  it  would  be  a  much  weaker  gun  than 
the  built-up  gun.  Mr.  Virgile,  quoted  in  Ordnance  Construction 
Notes,  No.  10,  gives  resistance  limits  of  the  two  guns,  as  follows: 

Limits  of  internal  pressure  of  steel  gun,  simple.  ..24,179  pounds  per  square  inch 
Limits  of  internal  pressure  of  steel  gun,  com  pound.  49, 780  pounds  per  square  inch 

To  remedy  this  difficulty,  the  steel  casting  advocates  the  present 
Bodman  panacea,  and  propose  to  cast  the  gun  with  a  water-cooled 
core,  and  put  the  outer  metal  under  initial  tension.  This,  with  a 
casting  of  AO  tons'  weight  varying  say  from  24  inches  thick  to  6 
inches  thick,  with  50  to  60  feet  length,  and  a  corresponding  static 
pressure  of  fluid  metal  upon  the  mold,  is  a  very  interesting  prob- 
lem of  exceeding  difficulty,  and  the  result  depends  largely  upon 
chance.  In  four  attempts  to  make  a  Rodman  cooled  12-inch  rifle 
gun  of  cast-iron,  two  were  failures  from  castings  parting  by  tension 
in  the  mass,  one  was  lost  by  accident  to  the  flask.  This  was,  too,  in 
a  works  where  many  Rodman  guns  had  been  made.  The  records  of 
the  manufacture  of  these  guns  during  the  late  war,  at  a  time  when 
skillof  manufacture  was  supposed  to  be  good,  show  that  many  guns 
parted  by  internal  strains  either  in  the  pit  or  in  the  lathe.  If  this 
was  so  with  iron,  and  a  shrinkage  of  ^  inch  per  foot,  will  there  be 
any  less  trouble  with  steel  and  shrinkage  }  inch  per  foot  ?  The 
diflBcnlties  of  the  Rodman  people  do  not  end  in  getting  a  solid 
casting  free   from  blow  holes.     Their  casting  being  unannealed 
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will  be  coarse-grained  and  weak.  It  must  be  heated  and  annealed, 
and  it  slunild  be  tempered  and  afterward  annealed.  This,  any 
steel  casting  manufacturer  will  admit.  Mr.  Metcalf  says  there  is 
no  known  way  of  getting  improper  strains  out  of  high  steel,  except 
by  annealing. 

When  this  mass  of  steel,  cooled  from  the  interior  and  with  the 
exterior  under  initial  tension,  is  again  heated  and  annealed,  will 
any  of  the  initial  tension  remain  ?  From  my  considerable  experi- 
ence in  annealing  steel  rolls  up  to  40  inches  diameter  and  20  tons' 
weight,  I  am  sure  that  if  any  large  mass  of  steel  is  heated  hot 
enough  to  break  up  properly  its  coarse  crystallization,  no  part  of  it 
can  remain  under  such  initial  tension  as  the  Rodman  method  re- 
quires. Coarse  crystallization  and  weakness,  or  no  initial  tension, 
must  be  accepted  with  a  cast  steel  gun  made  on  the  Bodman  plan.* 

Having  made  a  16-inch  gun  42  feet  long,  what  can  we  know 
about  the  metal  in  it  ? 

We  can  test  pieces  from  the  ends,  but  the  position  of  the  base  of 
the  shot  and  the  front  end  of  the  powder  chamber  is  11  feet  from 
the  test  ring  cut  off  at  the  breech,  and  I  submit  that  aside  from  the 
difficulty  of  making  the  large  casting  and  treating  it,  the  impossi- 
bility of  knowing  anything  about  the  interior  condition  of  the  thick 
mass  of  metal  in  and  around  the  powder-chamber  is  a  sufficient 
cause  for  condemning  any  such  steel  gun. 

To  so  treacherous  a  weapon,  however,  the  advocates- of  the  Rod- 
man methcKls  would  commit  us,  because  it  is  cheap.  To  mount 
and  j)rotect  a  16-inch  gun  will  cost  $500,000,  the  best  16-incli  gun 
we  can  buy  will  cost  $100,000.  If  we  saved  the  whole  cost  of  the 
gun  it  would  be  falso  economy  to  do  it  at  the  expense  of  safety  or 
power  of  the  gun. 

Having  shown  how  difficult  is  the  application  of  the  Hodman 
idea  to  a  material  like  steel,  let  us  consider  whether  building  np  a 
gun  is  not,  so  far  as  shrinkage  is  concerned,  a  good  and  practically 
an  exact  method  of  putting  the  parts  under  initial  strains. 

The  theory  of  construction  of  guns  built  up  by  shrinkage  is, 
that  whether  the  system  is  at  rest  or  subject  to  powder  pressure,  no 
part  of  the  system  shall  be  subject  to  strains  equal  to  the  elastic 
limit  of  the  material,  and  that  when  in  action  all  parts  shall  work 


*  There  is  no  reason  why  methods  necessary  for  cast-iron  Bhonld  be  used  for  steel. 
and  it  secins  to  ine  the  only  promising  method  is  that  adopted  by  Mr.  Wellman, 
viz.,  cast  the  interior  solid,  bore  out  the  center,  treat  the  metal  to  correct  crystal- 
lization of  structure,  and  then  cool  from  the  interior  by  air,  or  water,  or  oil. 
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together  and  assist  each  other  in  resisting  the  powder  pressure,  and 
tliis  can  be  accomplished. 

In  No.  33,  Ordnance  Construction  Notes,  the  shrinkage  of  outer 
hoops  of  8-inch  B.  L.  Steel  Rifles  is  given  .03i  inch  on  a  diameter 
of  26.3  inches. 

The  tensile  strain  in  the  hoop  due  to  a  variation  of  yoW  '^ch  is 

*^°^  1  f\i\f\    o^  '4  ~  ^"'■^  pounds  per  square  inch.   Ae  the  difference 

of  Tihnf  can  be  readily  measured  on  this  diameter  by  proper  instru- 
ments, it  will  be  seen  that  en*or  of  measurement  will  cause  varia- 
tion of  strain  less  than  the  smallest  variations  of  elastic  limit  and 
ultimate  strength  which  we  could  hope  to  obtain  in  the  most  perfect 
material.  The  formulae  by  which  the  shrinkages  are  calculated  are 
proved  for  each  type  of  gun  by  an  experimental  cylinder  represent- 
ing a  section  of  the  gun  through  the  powder  chambers.  The  results 
of  experiment  agree  closely  with  the  formulae.  Full  discussion  of 
these  experiments  may  be  found  in  Report  of  Chief  of  Ordnance, 
Octobei*,  1885,  appendixes  26,  27,  28.  And  a  study  of  these  papers 
will,  I  believe,  convince  an  unbiased  engineer  that  our  ordnance 
oflScers  have  brought  to  the  question  great  practical  good  sense  as 
well  as  high  theoretical  attainments. 

In  addition  to  the  fact  that  they  are  the  strongest  and  lightest, 
the  most  powerful  argument  in  favor  of  built-up  guns  is  the  fact 
that,  with  .proper  tests  applied  to  each  piece  after  tempering,  we 
have  such  knowledge  of  the  condition  of  the  metal  in  all  important 
parts  of  the  gun  as  gives  confidence  in  the  weapon. 

The  few  guns  made  by  our  ordnance  officers  of  material  manu- 
factured as  first  efforts  by  steel  works  not  previously  engaged  in 
heavy  forging  work  show  excellent  results,  which  should  inspire 
trust  in  the  material,  the  construction  and  the  constructors. 

Of  building  up  guns  by  shrinkage,  it  may  be  said  truly  to  be 
"simple,  easy,  and  sure."  It  does  not  depend  upon  the  uncertain 
chances  of  the  lottery  combination  of  casting  a  metal  of  unknown 
temperature  in  a  mold  of  varying  radiating  power  surrounded  by 
a  fire  of  irregular  temperature,  cooled  inside  by  a  fluid  flowing  in 
unmeasured  quantities  and  temperature.  Success  does  not  hinge 
upon  the  combination  of  a  dozen  varying  conditions  acting  to  in- 
fluence final  results.  On  the  contrary,  the  method  of  shrinkage  is 
as  certain  as  the  ability  of  a  mechanic  to  calliper  the  diameter  of  a 
bored  or  turned  cylinder. 

The  question  of  armor  also  opens  a  wide  field  for  debate. 
39 
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Shiill  it  be  soft  wrought  iron,  iron  and  steel  eomponnded,  all 
steel,  or  chilled  cast  iron?  If  a  forged  material  is  adopted,  the 
reasons  for  preferring  §teel  are: 

Ist.  From  the  small  number  of  times  the  material  is  worked,  it 
is  certain  steel  will  be  cheaper  to  manufacture  than  piled  wrought- 
iron  material,  which,  taken  from  the  muck  bar,  cannot  be  properly 
massed  together  with  less  than  5  or  6  reheatings  and  weldings. 

2cl.  There  are  great  possibilities  of  improvement  in  the  manu- 
facture of  steel  armor  which  has  so  far  only  been  made  for  a  few 
years,  and  by  one  concern,  and  there  is  reason  to  hope,  with  experi- 
ence of  many  concerns  and  a  longer  time  applied  to  the  manufact- 
ure, there  will  be  great  improvement  in  its  quality.  That  there 
can  be  much  improvement  in  that  of  wrought-iron  armor  seems 
improbable. 

3d.  That  it  is  likely  soft  and  hard  steels  can  be  compounded  in 
the  same  plate  successfully,  which  so  far  has  not  been  done. 

4th.  That  steel  armor,  as  now  made,  is  at  least  equal  to  iron 
and  steel  compounded. 

At  the  time  the  report  of  the  Fortification  Board  was  made,  a 
trial  of  chilled  cast-iron  armor  with  very  heavy  guns  had  not  been 
made,  but  the  trials  of  Gruson  chilled  armor  at  Spezzia,  about  a 
year  ago,  was  an  event  of  the  greatest  interest  to  the  military  engi- 
neer. A  plate  of  87  tons  weight  and  3  to  4  feet  thick  was  sub- 
jected to  4  point  blank  shots  of  the  100  ton  17  inch  gun  with  826 
lbs.  i)owder,  and  projectile  of  2,205  lbs.,  striking  velocity  1,765  ft., 
and  energ}'  47,500  ft.  tons.  The  angles  of  incidence  of  projectiles 
was  about  40°.  The  shots  were  broken  up  into  small  fragments. 
Any  one  of  the  shots  would  have  pierced  31  inches  of  wrought-iron 
plate ;  tlie  fourth  heavy  shot  struck  nearly  in  the  same  place  as  the 
second.  The  plate  was,  of  course,  somewhat  cracked,  but  small 
j)ieces  only  having  dropped  off  from  interior,  it  was  considered  to 
have  ])assed  the  test  condition,  which  was  that  no  fragment  shoald 
be  detached  from  inside  by  blow  of  shot.  Full  description  of  the 
trial  is  found  in  the  London  Engineer.  The  Krupp  steel  shot  that 
were  lired  on  this  trial  are  said  to  be  equal  to  perforation  of  steel 
plates  of  \\  to  IJ  cah'bers  without  deformation.  These  experi- 
ments settle  the  possibility  of  defending  guns  in  casemates  and  tur- 
rets, with  a  material  much  cheaper  than  forged  iron  or  steel.  The 
influence  of  mass  is  so  great  in  constructions  to  resist  large  shot 
that  a  future  seems  opened  for  the  use  of  chilled  armor  for  land 
defenses.     And  to  it  1  commend  the  attention  of  cast-iron-gnn 
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fonndrymen,  whose  plant  tlie  steel  guns  have  rendered  nsele 
Sixty-eight  thousand  tons  of  castings  will  keep  them  busy  ai 
leave  tlie  gun  forges  a  fraction  of  work  also. 

To  give  some  idea  of  size  and  construction  of  proposed  guns^  tl 
of  U.  S.  A.  12"  X 16"  gnns  is  shown  in  Fig.  154  and  Fig.  155.  F; 
156  shows  relative  size  and  power'of  old  guns  for  coast  defense 
comj)ared  with  proposed*  guns.  Fig.  157  gives  a  section  of  tun 
of  Gruson  chilled  cast-iron,  showing  gun  mounting  and  machine 
of  turret. 

DT3CCSSION. 

Mt\  F.  M.  Barher,* — My  first  idea  in  hastily  reading  over  \ 
Morgan's  admirable  and  suggestive  paper  was  that  I  was  going 
approve  wholly  and  unreservedly  each  view  that  he  exprefise 
but  I  find,  on  re-reading,  that  in  defense  of  my  branch  of  theservi 
I  ought,  before  touching  upon  the  mechanical  problems,  to  critici 
some  few  points  which  ho  mcnitions  regarding  the  part  to  be  tak< 
by  the  navy  in  the  defense  of  the  coast  of  the  country.  I  a 
aware  that  his  view  is  thoroughly  indorsed  by  the  report  of  tl 
Fortification  Board,  of  which  he  was  a  member,  and  I  would  n« 
like  to  be  understood  as  undervaluing  the  recommendations  of  U 
Board  in  so  far  as  the  Vind  of  defenses  they  recomrnend  is  co" 
cerned  ;  but  in  regard  to  the  quantity  of  floating  defenses  and  tl 
part  that  must  necessarily  be  taken  by  the  navy,  their  position 
not  a  strong  one.  I  am  particularly  anxious  that  I  should  be  cc 
recti V  understood  in  this  matt(ir,  for  I  well  understand  the  e^ 
eflcect  of  ofiicers  criticising  each  other's  reports  where  the  appi 
priation  of  money  is  involved,  as  it  confuses  the  public.  Nothi^ 
that  I  have  to  say  would  alter  the  specific  use  of  a  dollar  from  C 
purpose  for  which  the  Fortification  Board  would  apply  iL  Th. 
have  recommended  none  too  manv  defenses  at  anchor:  botth.- 
have  not  protected  those  at  anchor  with  enough  that  move.  **T. 
navy  should  be  free  to  seek  the  high  seas,"  as  the  paper  sayB;  bp 
its  freedom  to  do  so  should  depend  upon  the  fact  that  it  b 
enough  iron-clads  and  toq)edo  boats  (surface  and  submarine),  wB 
ofiicers  and  men  to  man  them  still  remaining  to  do  their  share 
protecting  the  coast.  In  these  days  of  toq^edo  warfare,  I  taket^ 
broad  ground  that  the  defense  of  no  port  can  be  c-omplete  witb^ 
the  navy.  Not  only  it  may  assist,  as  the  paper  suggests,  but 
tnust  assist,  and  it  is  absolutely  essential  to  the  defensa     No  CO* 
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L  be  properly  defended,  according  to  tlie  ideas  which  I  believe 
most  prevalent  in  Europe,  withont  an  outer  line  of  iron-clads, 
inner  one  of  gnn-boats  and  torpedo  boats,  and  lastly,  the  fixed 
"enses  at  tlie  bottom  of  the  harbor  and  on  the  shore.  The 
cers  and  men  of  the  navy  have  unquestionably  the  particular 
id  of  education  which  adapts  them  to  the  two  lines  afloat,  and 
pedoes  fixed  and  moveable  have  caused  such  a  gradual  crawling 
vn  of  all  the  live  defenses  of  a  port,  off  the  land  and  into  the 
ter,  that  more  and  more  aquatic  knowledge  is  necessary,  and  in 
rope  this  whole  matter  is  gradually  drifting  bodil}'  into  the  navy, 
ts  and  all.  In  Germany  it  is  already  done.  In  France,  coast 
enses  are  in  an  amphibious  state,  and  in  England,  judging  from 
discussion  of  the  paper  of  Colonel  Schaw,  of  the  Royal  En- 
eers  (Deputy  Director  of  Fortifications),  read  before  the  Royal 
ited  Service  Institution  in  December  last,  the  necessity  of  some 
id  of  combination  of  the  army  and  navy  is  recognized  and  its 
isummation  is  probably  a  matter  of  the  near  future  in  England, 
.eof  our  most  prominent  army  torpedo  experts  once  told  me 
.t  he  could  see  plainly  the  desirability  of  some  such  arrange- 
nt  in  order  to  obtain  a  more  perfect  knowledge  of  the  value  of 
ad  mines  with  reference  to  their  location.  Said  he:  "I  know 
at  /  think  a  navy-man  would  da  if  he  had  to  attack  any  harbor; 
I  I  would  very  much  like  to  know  what  he  thinks  ho  M^ould  do." 
A.S  Viollet  le  Due  argues  in  his  Annals  of  a  Jph7*tres8j  the  pro- 
'  place  for  defense  is  at  the  outworks,  to  harass,  discourage,  and 
noralize  your  enemy,  and  prevent  work  on  his  system  of  ap- 
>aches."  But  this  only  enhances  the  value  and  necessity  of  a 
:>iighold  which  you  know  is  always  in  your  rear,  and  to  which 
1  can  retreat  from  time  to  time,  but  which  could  scarcely  be 
de  so  formidable  that  a  modern  fleet  could  not  pass  it  eventually, 
the  approaches  were  once  clear  and  could  be  kept  so.  Guns 
1  electric  lights  on  shore  would  not  sufliciently  protect  the  sub- 
rine  mines  at  the  bottom  of  the  harbor.  Co-operation  of  army 
3  navy  will  proljably  be  the  solution  of  this  problem  in  our 
mtry,  and  the  horse  marine  will  become  a  living  actuality. 
The  Fortilication  Board  recommended  but  160  torpedo  boats  for 
I*  enormous  stretch  of  coast  (it  is  12,C00  miles  inside  of  4,000, 
^ve  include  the  lakes  and  Alaska),  while  Germany  is  building 
-<lay  150  torpedo  boats  for  her  exceedingly  limited  coast  line. 
he  Board  recommends  but  five  armor  clads,  three  for  San  Fran- 
sco  and  two  for  Xew  Orleans.     It  is  true,  as  the  paper  says,  that 
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tliey  are  the  most  expensive  gun-carriages  in  tlie  world ;  but  1 
are  movable,  and  while  the  Board  provides  fixed  protection 
the  principal  ports  on  onr  coast,  it  makes  scarceh'  any  provisio 
the  coast  between  the  ports.  To  fortify  strongly  only  impor 
places  is  an  open  invitation  to  an  active  enemy  to  effect  a  Ian 
at  the  unimportant  ones,  and  it  sliould  be  remembered  that,  ur 
Euro])e,  we  have  no  inland  fortifications  whatever  in  our  cou 
Cost  what  they  may,  movable  defenses  must  be  had,  and  t 
power  of  concentration  on  any  point  attacked  renders  them 
cheaper  than  a  continuous  line  of  strong-fixed  defenses,* 

*  The  following  information,  from  reliable  sources,  shows  the  growing  **"*' 
portaiice  of  the  Navies  of  Europe  in  connection  with  the  problem  of  coas  ^  ^^ 
feiipcs. 

Germnny. — The  sea-const  defenses,  t4>rpedo  boats,  torpedoes,  submarine  mi  ^^^'» 
*tc,,  of  Germany,  have  been  placed  in  charge  of  the  Navy.     The  Naval  BuJ  ^^^^ 
of  1885-86  and  1886-87  provide  for  the  expense  of  maintaining  torpedoes,  tor^-^*^^*^ 
boats,  and  hubmarine   mines,  and  of   the    necessary  personnel   to  ma]iipis>  ^^^^ 
them. 

The  fortifications  have  recently  been  transferred  from  the  Army  to  the  \»  ^^    ' 
and  tlie  following  reasons  have  been  assigned  for  this  transfer : 

The  forts  at  the  mouth  of  the  Elbe,  in  addition  to  those  at  Kiel  and  Wilhi 
haven,  have  been  transferred  to  the  Navy  and  are  garrisoned  by  the  third  ba 
ion  of  Marine  Artillery,  which  has  been  added  to  the  existing  force  for  this 


pose.  These  battalions  are  otficercti  by  line  officers  of  the  Navy,  and  the  K^^**"^'^ 
commissioned  vflicers  are  seamen-gunners.  Three  quarters  of  the  privates  ^^. 
gunners  from  the  Navy,  and  the  rest  come  from  the  conscription  district  in  - 

neighborhood.    The  change  was  made  on  the  recommendaiion  of  the  Mluist^  **  _ 
War,  approved  by  the  General  Staff  and  Military  Cabinet  of  the  Emperor  for       "^^ 
following  reasons:  ^^— -« 

First — Hecaust^  the  guns  and  carriages  are  similar  to  those  used  in  the  N»-  "^"^  * ' 
Second — As  this  defense  is  chietty  against  attacks  from  ships  and  naval  lanS  ^  , 
parties,  seamen  would  more  readily  appreciate  the  x)oints  of  weaknesSf  object;  ^^^ 
mauunivers  by  the  movement  of  the  ships,  and  recognize  the  probable  dehigni 
the  enemy  from  the  preparations.  Third — That,  as  the  defenses  were  eonsidei 
made  up  of  turrets  moved  by  steam  or  hydraulic  power,  a  class  of  men 
necessary  for  the  manipulaticm  of  the  machinery  which  did  not  exist  in  thei 
Fourth — That  seamen  were  better  adapted  to  care  for  works  situated  iu  the  mo 
of  rivers,  and  would  co-operate  with  the  submarine  defenses  more  advantft..i 
ously.  ^ 

Submarine  defenses  of  all  kinds  have  been  placed  entirely  in  the  handa  _ 
the  Navy.     They  formerly  belonged  to  the  EIn>>ineer  Corps  of  the  Army, 
were  transferred  to  the  Navy  for  isimilar  reasons  to  those  given  for  the  traD9 
of  the  coast  defenses.  m 


An  Imperial  order  of  March  16, 1886,  prescribes  the  duties  of  the  Board  . 

Inspection  for  Torpedo  Affairs  of  the  German  Navy  ;  and  all  defenses  of  porta  i~ 
harlwrs  are  to  be  arrau<?ed  with  the  approval  of  the  Chief  of  the  Admiralty. 

The  submarine  coast  defense,  us  organized   by  the  German   Admiralty,  d5« 
tributes  the  available  torpedo  Ijoats  to  different  districts  on  the  German  co»** 
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I  tlioroughly  agree  with  Mr.  Morgan  in  his  opinions  regarding 
B  impossibility  of  manufacturing  steel-east  guns  of  large  caliber, 
d  he  has  gone  over  the  ground  so  thoroughly  that  nothing  re- 
lins  to   be  said.     The  fact    that    $20,000     in    the  last  Navy 

II  is  to  be  devoted  to  paying  for  the  cast  six-inch  guns,  in  case 
3y  pass  the  statutory  test,  will  probably  settle  the  matter  to  the 
:isfactiou  of  the  public,  although  it  would  have  been  better  to 
ve  made  the  amount  §100,000,  as  it  would  have  oflered  greater 
iucements  to  experimenters. 

I  agree  also  with  the  opinion  that  the  question  of  armor  opens  a 
de  field  for  debate  ;  but  I  do  not  think  that  the  case  for  chilled 
3t-iron  is  quite  as  favorable  as  the  Spezzia  experiments  would  in- 
nate. I  think  it  is  the  general  opinion  among  engineer  officers, 
th  in  this  country  and  in  England,  that  the  future  possibilities  of 
n-fire  are  so  difiicult  to  estimate  that  any  metallic  protection 
:>uld  consist  of  a  material  whose  thickness  can  be  readily  in- 
cased if  necessity  should  require  it.  The  very  nature  of  the 
illed  cast-iron  prevents  the  possibility  of  bolting  to  the  outer 


b  diistrict  lias  a  torpedo  depot,  and  the  amouut  of  torpedo  armament  of  each 
trict  depends  ou  the  extent,  importance,  and  vulnerabiUtj  of  the  district  to  be 
ended.  Tlie  last  fortifications  remaining  in  charge  of  the  Armv  were  the  forts 
;he  mouth  of  the  Weser,  and,  by  the  Imperial  order  of  November  25,  1886, 
8e  were  transferred  to  ihe  Navy  on  April  1,  1887. 

^ance. — Ou  the  Cth  of  March,  1886,  a  Ministerial  decree  created  an  additional 
)artm('nt  in  the  Ministry  of  Marine,  called  the  Direction  (Bureau)  of  Snbma- 
e  Defense.  This  Direction  has  control  of  all  torpedoes,  mines,  and  appara- 
1  used  in  connection  with  them,  and  all  torpedo  boats.  The  Director  of  Sub- 
.rine  Defense  is  a  Hear  Admiral,  and  the  service  in  each   port  is  divided  into 

0  sections.  1st.  The  defense  mobile,  consisting  of  all  torpedo  boats  and  tor* 
lo  store  ships.  2d.  The  defense  fix^,  haying  in  charge  all  submarine 
oes,  electric  search  lights  and  torpedoes  operated  from  the  shore,  harbor  boats 
rying  spar  torpedoes,  care  of  material,  mine  boats,  etc.  The  commandant  of 
t  defense  mobile  in  eacli  fort  is  a  commander  in  the  Navy;  that  of  the  defense 
J  is  either  a  commander  or  lieutenant  in  the  Navy. 

i  French  "  Fortification  Board,*'  organized  in  December,  1886,  consists  of  five 
<ral  officerrt  and  five  Armv  oflScers. 

"England. — In  En<rland  the  fortifications  and  submarine  mine  defenses  are  un- 

the  control  of  the  Army.    Tlie  torpedo  boats  are  all  under  Naval  control.  The 

(i?tion  of  tinning-  over  tlie  command  of   the  sea-coast  fortresses  to  the  Navy, 

makinjLT  the  latter  completely  responsible  for  the  defense  of  the  coast,  is  under 

very  serious  consideration  of   the  British  authorities,  and  the  matter  is  now 

ig  discussed  between  the  War  Office  and  the  Admiralty.     It  is  proposed  by 

former  tliat  tiie  latter  shall  have  entire  control,  it  having  come  to  the   Ger- 

1  and  French  view  of  the  subject  of  coast  defense. 

ialy. — The  Direction  (ieneral  of   Artillery  and  Torpedoes  of  the  Ministry   of 
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surface,  and  since  a  part  of  its  virtue  is  due  to  the  mass,  the  plates 
are  large  and  weighty,  and  would  be  expensive  to  move  if  one 
wished  to  get  at  the  inner  surface,  and  once  tliere,  it  is  questionable 
if  cast-iron  could  be  well  held  by  bolting  anyway. 

The  plate  fired  at  at  Spezzia  was  supported  on  each  side  by  a 
40-ton  casting,  and  the  whole  mass  was  solidly  wedged  into  a  cut- 
ting in  the  side  of  a  huge  rock  cliff;  the  conditions  of  the  mass  to 
absorb  the  energy  of  the  projectile  were  admirably  obtained ;  but 
these  conditions  would  not  have  been  the  same  had  this  plate  been 
in  its  place  in  a  revolving  turret,  of  which  it  forms  about  one- 
fifteenth  the  weight.  The  great  curvature  of  the  plate,  of  coarse, 
greatly  assisted  it;  but  this  is  an  advantage  to  be  obtained  with 
any  metal ;  and  it  is  quite  possible  to  suppose  that  a  turret  of 
1,400  tons  might  have  at  least  had  its  revolving  gear  serionsly 
damaged,  because  the  turret  is  obliged  to  absorb  all  the  energy  that 
does  not  glance  off  in  consequence  of  the  hardness  and  angle  of 
the  surface,  or  is  not  dissipated  by  the  breaking  of  the  projectile. 

A  j)lau6ible  objection  to  the  Gruson  turret,  and  the  first  to  catch 

Marine  (chief  a  Rear  Admiral),  in  addition  to  the  manufacture  and  purchase  of 
material,  is  bIao  charged  with  the  suhmarine  defense  of  tlie  coast.  Tiie  Xayy  ia 
exclusively  char<red  with  all  that  relates  to  Naval  and  suhmarine  features  of 
coar^t  defense,  including  light  batteries  of  guns  which  may  he  erected  to  command 
linen  of  fixed  torpedoes  and  prevent  the  operations  of  the  boats  of  the  enemj, 
and  with  the  surveillance  of  the  coast  and  its  electric  lighting  for  military  par- 

pOSfS 

The  general  plans  of  coast  defense  are  studied  and  drawn  up  by  a  mixed  com- 
mihsion  of  Army  and  Navy  officers.  In  the  projected  scheme  of  coast  defense  it 
i;!  intended  to  assign  from  three  to  eighteen  torpedo  boats  to  each  of  the  ports  of 
importance,  twelve  to  fifteen  in  number.  Palermo  and  Naples  will  be  depend- 
ent on  the  Heet  for  defense,  as  they  can  be  bombarded  from  the  open  sea  (so  can 
New  York).  The  general  stafif,  whose  chief  is  the  President  of  the  Superior 
Council  of  the  Ministry  of  Marine,  forms  a  separate  bureau  without  administra- 
tive functions.  It  is  charged  with  the  study  of  all  that  relates  to  the  organisa- 
tion of  the  maritime  forces,  the  plans  of  campaign,  the  defense  of  the  coast  and 
que.'*tiont<  of  naval  tactics  and  strategy. 

It  is  j)ropo8ed  to  organize  a  special  corps  for  coast  defense,  to  be  officered  by 
the  older  men  of  the  several  grades  of  the  line  officers  of  the  Navy  ;  men  whoM 
age  entitles  them  to  be  withdrawn  from  active  service  at  sea,  and  who,  for  the 
same  reason,  can  best  be  spare<l.  The  corps  will  have  all  or  a  part  of  the  coast 
defense  batteries. 

Tliis  project  is  advocated  for  two  reasons  :  first,  to  enlarge  the  sphere  of  tlie 
Navy  in  the  defence  of  the  coast ;  second,  to  stimulate  promotion.  In  the  event 
of  its  creation  the  corps  of  coast  defense  will  be  charged  with  the  duties  of  the 
maritime  conscription  for  recruiting  the  Navy. 

It  is  also  proposed  to  form  a  naval  reserve  of  men  under  forty  years  of  age  to 
take  part  in  the  defense  of  the  coast. 
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eye  of  the  military  man,  is  the  apparent  weakness  of  the  tur- 
between  the  two  guns.  As  the  guns  are  parallel  to  each  other 
close  together,  that  part  of  the  turret  which  is  exposed  to  the 
ny  when  you  are  in  the  act  of  firing  is  the  weakest  part  of  the 
le  turret.  This  is  true  of  all  turrets  with  guns  mounted  in 
way;  but  cast-iron  would  appear  to  be  less  reliable  than  steel 
iich  a  situation. 

he  projectiles  all  broke  up,  which  diminishes  the  value  of  the 
Its  to  a  degree  which  it  is  impossible  to  estimate.  They  were 
oubtedly  the  very  best  that  could  be  obtained ;  but  steel  pro- 
lies  are  still  in  their  infancy,  and  will  be  extraordinarily  devel- 
i  in  tlie  future.  They  will  undoubtedly  be  made  so  that  noth- 
can  break  them  up  or  deform  them.  Given  an  indeformible 
ectile,  more  wonderful  results  are  yet  to  be  obtained  in  shaping 
head  so  that  it  will  take  hold  of  an  inclined  surface.  In  this 
icular  case  at  Spezzia,  it  is  possible  that  a  softer  projectile 
Id  have  given  better  results  in  spite  of  inevitable  deformity, 
he  theory  that  those  used  did  not  hold  together  long  enough 
et  their  work  in. 

his  whole  matter  of  the  proper  material  for  land  armor  was 
in  an  unfortunate  position  by  the  Fortification  Board, 
hey  state  that  in  their  opinion  "  forged  steel  plates  "  should  be 
I  for  land  fortifications;  but  they  also  recommend  that  "imme- 
e  experiments  be  undertaken  to  determine  the  most  suitable 
or  for  turrets  and  casemates."  It  appears  to  me  that  this  is  a 
1  of  a  Bunsby  opinion,  whose  bearing  and  application  is  diffi- 
to  discern.  It  affords  little  satisfaction  to  those  who  contem- 
e  the  manufacture  of  steel  plates,  and  no  encouragement  what- 
•  for  tliose  who  would  wish  to  venture  on  any  other  material, 
le  at  the  same  time  the  experiments  recommended  are  known 
e  utterly  impossible  witli  the  present  attitude  of  Congress  re- 
ling  the  importation  of  foreign  armor  and  guns  for  the  pur- 
I.  I  think  that  a  special  report  should  have  been  made  on 
e  ex})enments,  specifying  distinctly  the  kind,  the  cost,  and 
re  tlie  material  to  make  them  with  is  to  be  obtained.  The 
rd's  recommendation  of  steel  for  ship  armor  and  guns  was  spe- 
,  and  has  resulted  in  the  establishment  of  the  necessary  manu- 
)ries.  The  reconiiiiendation  for  land  armor  should  have  been 
illy  so,  or,  in  default  of  it,  a  tangible  method  of  solving  the 
.•ulty  of  decision  pointed  out.  Engineer  officers  generally  wish 
money  to  coninienee  at  once  the  purchase  of  land  sites,  con- 
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struction  of  cascmatcB,  earthworks,  etc.,  and  think  tliat  they  would 
be  fully  occupied  for  a  couple  of  years  without  any  reference  to 
armor  whatever.  This  is  true  enough  ;  but  the  manufacturing  in- 
terests of  the  country  are  concerned  in  the  contracts  for  armor 
which  is  to  be  applied  to  these  works,  and  they  should  have  an  au- 
thoritative decision  as  to  the  kind,  in  order  to  know  what  to  go  in 
for.  It'  these  experiments  are  to  be  made,  it  cannot  be  done  too 
soon. 

I  think  it  was  the  general  belief  that  the  Gruson  target  at  Spez- 
zia  would  be  knocked  out  at  the  first  round,  and  yet  the  resnlta 
were  marvelous.  On  the  other  hand,  it  has  been  discovered,  in 
the  use  of  forged  steel  armor,  that  by  increasing  the  number  of 
bolts  which  retain  it  to  the  backing,  instead  of  weakening  the  plate 
from  the  greater  number  of  bolt  holes  in  the  back,  you  vastly  in- 
crease its  power  of  standing  up  against  continuous  pounding,  be- 
cause a  multitude  of  cracks  does  not  appear  to  diminish  the  resist- 
ing  power,  so  long  as  the  plate  remains  on  the  backing.  It  has 
also  been  found  that  in  deck  plates  exposed  to  oblique  fire — say 
20°  to  25° — with  ordinary  ogival-headed  projectiles,  the  soft  steel 
presents  rnther  unexpected  advantages  over  a  hard  steel  surface  or 
over  a  softer  wrought-iron  surface,  because,  although  it  scores  badly, 
it  does  not  present  the  kind  of  a  depression  or  crack  which  enables 
the  projectile  to  turn  and  go  through  as  the  hard  surface  does, 
and  at  the  t^ame  time  it  is  hard  enough  not  to  score  so  deeply  as  to 
let  the  projectile  get  hold  for  that  reason,  as  the  softer  sartace 
does.  It  is  the  popular  theory  that  a  compound  steel  plate — t.  ^., 
a  soft-steel  back  and  a  hard-steel  surface  welded  together — will  be 
exactly  what  is  wanted.  Wilson,  of  Sheffield,  has  lately  patented 
such  a  plate,  with  a  layer  of  fibrous  iron  between  the  two  steels, 
and  a  sample  of  it  is  said  to  have  stood  well  at  a  recent  trial  at 
Shoeburvness ;  but  I  am  somewhat  inclined  to  doubt  the  correct- 
ness  of  this  theory,  certiinly  for  the  armor  of  anytliing  that  must 
be  moved.  If  we  can  get  a  homogeneous  mass  of  steel  which  will 
combine  hardness  and  tenacity  to  such  a  degree  that,  while  keeping 
out  a  moderate  blow,  it  will  next  bend  locally,  and  afterward,  if 
the  projectile  enters  the  outer  skin,  offer  it  a  sufficient  uniform  re- 
sistatice  without  cracking,  we  will  then  present  such  conditions 
that  the  energy  of  the  projectile  will  be  gradually  absorbed  without 
getting  through  the  backing;  the  injury  will  be  local,  and  we  will 
not  rack  our  whole  turret  or  the  framing  behind  the  backing.  The 
extraordinary  results  that  they  are  now  obtaining  in  France  with 
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shieldij  made  of  chrome  steel  to  resist  musketry  appear  to  suggest 
that  heavier  armor  can  be  improved  by  working  in  that  direction. 
Plates  of  very  great  curvature  are  excessively  difficult,  if  not  im- 
possible, in  compound  armor,  and  I  should  think  that  the  cost 
would  always  be  in  excess  of  that  of  homogeneous  metal. 

The  cost  of  steel  armor  would  probably  be  in  this  country  about 
100  per  cent,  greater  per  ton  than  that  of  chilled  cast-iron,  say  as 
4540  per  ton  to  $270;  at  any  rate,  for  the  first  that  is  turned  out, 
i;hough  a  Gruson  plant  for  casting  100-ton  ingots  of  iron  is  not  a  cheap 
affair.    The  European  prices  are  $400  per  ton  for  steel  and  $2C0  for 
chilled  iron.     The  number  of  tons  required,  however,  is  much  less 
i^or  the  steel.     Twenty-five  inches  of  steel  would  have  been  equal 
"•o  the  4  feet  of  chilled  iron  used  at  Spezzia,  and  with  the  same 
^jurvature  would  probably  have  kept  out  the  shot.     This  difference 
■  n  thickness  would  not,  probably,  equal  the  difference  of  first  cost ; 
ut  difference  of  cost  of  transportation,  cost  of  foundations,  etc., 
re  all  in  favor  of  the  steel. 
J/r.  Rogers  Biimie,  Jr.^ — Mr.  Morgan  has  very  kindly  com- 
:»mended  the  work  of  the  officers  of  the  Ordnance  Department  of 
tfclie  ^  rmy  in  practical  investigation  upon  the  construction  of  built- 
m.  -ap  guns,  and  has  truly  stated  that  the  manufacture  of  the  several 
xperimental  guns  of  new  types  made  in  recent  year6  for  sea-coast 
efense  has  been  preceded  by  the  construction  of  compound  cylin- 
ers  representing  actual  sections  of  the  guns  through  the  powder 
hamber. 
These  experiments  have  included  not  only  the  construction  of  the 
ill  section  by  shrinking  together  the  several  elementary  cylinders 
-  omposing  it,  but  also  the  subsequent  dismantling  of  the  section. 
Iieir  object  has  been  two-fold — on  the  one  hand  is  the  practical 
bject  and  on  the  other  the  theoretical. 
In  the  fii*8t  place  the  metal  of  all  the  cylinders  or  hoops  used  in 
these  experiments  was  carefully  tested    by  detaching  specimens 
"from  each  for  determining  the  physical  qualities  of  the  metals  un- 
der free  tension  and  compression  tests.  The  data  furnished  by  these 
tests  afforded  means  for  regulating  the  strains  to  which  the  several 
cylinders  in  the  structure  should  be  subjected  in  the  building-up 
process. 

In  building  up  a  gun  the  object  must  be  to  utilize  as  fully  as  pos- 
sible the  elastic  strength  of  all  the  parts  when  the  powder-gas 
pressure  acts,  i)ut  the  strains  due  to  construction,  that  is,  for  the 

♦  Capt.  Ordii.  Dept.  U.  S.  N.     By  invitation. 
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state  of  rest,  must  be  so  regulated  as  to  leave  a  proper  margin  of 
elastic  strength  in  the  most  exposed  parts  to  give  play  for  the  added 
strains  due  to  the  pressure  of  the  powder  gases,  yet  still  preserve 
these  strains  within  safe  limits.  The  most  direct  way  of  estimating 
these  strains  is  to  base  them  upon  measured  displacements  of  the 
cylinders  when  under  stress,  and  this  method  was  adopted  iu  tlie 
experiments. 

In  a  i)ractical  point  of  view  the  tests  enabled  us  to  determine  in 
general  the  behavior  of  the  cylinders  under  stress  and  when  re- 
lieved from  stress,  and  to  make  a  comparison  between  the  displace- 
ments of  the  elementary  cylinders  and  the  displacements  of  the 
same  metal  under  free  tests.  Also,  by  free  tests  of  the  metal  after 
the  subjection  of  the  cylinders  to  the  shrinkage  tests,  to  determine 
the  effect  of  the  whole  operation,  including  the  necessary  heating 
for  the  shrinkage,  upon  the  physical  qualities  of  the  metal. 

The  results  of  numerous  experiments  have  shown  that  the  values 
for  physical  qualities  of  the  metals  determined  by  the  free  tests  can 
be  fully  relied  upon  to  indicate  the  behavior  of  the  cylinder  as  a 
whole  subjected  to  shrinkage.  It  will  be  remarked  that  in  the  ease 
of  a  built-up  gun  the  successive  cylinders  are  subjected  to  pecu- 
liarlv  homoi'eneous  strains  in  the  direction  of  the  tantjent. 

The  effect  of  the  healing  and  shrinkage  upon  the  physical  quali- 
ties of  the  metal  has  been  made  a  subject  of  careful  examination. 
It  is,  upon  the  whole,  very  little  injurious,  and  in  the  case  of  the 
tube  or  inner  cylinder  the  qualities  of  the  metal  have  been  found 
improved  by  the  compression  to  which  this  cylinder  had  been  sub- 
jected. One  who  attempts  to  question  the  utility  of  the  principles 
involved  in  the  construction  of  built-up  guns  upon  the  plea  that 
either  the  heat  used  for  the  assemblage  ,  or  that  which  will  be  de- 
veloped in  the  firing,  destroys  or  even  materially  vitiates  the  con- 
struction, can  have  no  good  ground  to  sUmd  upon. 

The  investigation  of  theories  constituted,  in  these  experiments, 
quite  as  important  an  item  as  the  practical  observations.  It  will  be 
readily  admitted  that  if  the  truth  of  the  theories  be  once  established 
for  a  given  structure  their  application  to  similar  designs  follows  as 
a  matter  of  course. 

The  results  of  the  tests  have  established  in  a  remarkable  manner 
the  truth  of  the  theories  upon  which  the  formulas  of  application 
are  based.  The  elementary  cylinders  used  embraced  forged  and 
oil-tempered  steel  cylinders  or  hoops  and  cylinders  of  cast-iron 
made  and  cast  hollow  upon  the  Kodman  plan  to  introduce  initial 
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tension  strains.  The  applicability  of  the  formulas  to  the  changes 
of  dimensions  which  occur  in  a  thick  cast-iron  cylinder,  having  in- 
itial tension,  when  subjected  to  an  exterior  pressure  by  wire  wind- 
ing has  been  demonstrated. 

This  leads  to  a  few  remarks  upon  cast-iron  guns  made  on  the 
Eodman  plan.  If  it  were  possible  to  regulate  the  tensions  in  cool- 
ing so  that  exactly  the  right  state  of  tension  would  be  induced 
in  the  casting  to  produce  a  uniform  tension,  T,  throughout  the 
wall  of  the  gun  under  the  action  of  an  interior  pressure,  P,  (per 
sq.  inch), — then  the  value  of  P  would  be  derived  from  the  formula, 

P=T.  Ri — Rq 


in  which  R  stands  for  the  exterior  radius,  and  R©  for  the  radius  of 
the  bore. 

In  the  12-inch  cast-iron  rifle  to  which  Mr.  Morgan  refers  the 
dimensions  about  the  chamber  are,  Ri=4  Rq  nearly.  Then,  in  the 
cases  supposed,  would 

P=3.  T. 

The  average  tenacity  of  cast  gun-iron  may  be  taken  at  30,000 
pounds  per  sq.  inch  and  13,000  pounds  as  a  fair  elastic  limit: 
-whence  we  would  have  P=3x  13,000=39,000,  or  say  40,000  pounds 
yer  sq.  inch,  as  the  safe  pressure  for  this  gun,  on  the  assumption 
t;hat  it  possesses  a  perfectly  regulated  initial  tension  as  above.  It  is 
cafe  to  say  that  it  would  be  the  merest  accident  if  this  state  of 
things  were  realized  in  practice. 

By  cutting  out  rings  from  initial  tension  disks  of  Rodman  cast- 
ings it  has  been  found  that  the  curve  of  initial  tension  is  quite 
<liflFerent  from  what  it  should  be  to  bring  about  this  uniformity  of 
etrain.     The  actual  initial  compression  at  the  surface  of  the  bore  is 
less  than  it  should  be  and  the  curve  through  the  wall  is  irregular 
and  shows  in  some  cases  an  actual  compression  at  the  exterior  of 
the  wall  instead  of  the  considerable  tension  which  should  exist 
there.     The  interior  part  of  the  wall  at  say  from  i  to  ^  the  thick- 
ness from  the  exterior  is  in  a  state  of  abnormal   tension.     And  it 
seems  probable  that  in  those  cases  where  the  castings  have  burst 
spontaneously,  the  rupture  started  about  that  place  rather  than  at 
the  exterior. 

I  do  not  think  that  Gen.  Rodman  ever  claimed  to  produce  the 
tlieoretical  state  of  initial  tension,  but  his  claim  was  in  effect  to 
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relieve  the  gun  from  the  injurious  stniins  apt  to  be  indnced  by  ex— 
terior  cooling.  It  appears,  however,  that  even  this  much  was  a 
somewhat  uncertain  claim  in  dealing  with  the  metal  cast-iron. 

From  all  this  it  is  apparent  that  the  value  of  40,000  pounds 
deduced  above  for  the  interior  pressure  which  the  12  inch  gun  would 
repeatedly  support  must  be  considerably  reduced.  Wiiat  shall  we 
say  then  to  the  claim  of  the  cast-iron  gun  men  that  the  factor  of 
safety  is  3,  that  is,  that  the  gun  would  not  be  ruptured  with  a 
pressure  of  about  90,000  pounds  per  sq.  inch  in  the  chamber.  We 
arc  much  nearer  the  truth  in  saying  that  for  repeated  pressures 
30,000  pounds  is  quite  as  much  as  this  gun  can  bear.  And  in 
general  we  may  say  that  a  cast-iron  gun  is  strained  to  near  the 
safety  limit  at  every  discharge,  under  what  is  now  considered  alow 
pressure,  i.  e,^  30,000  pounds;  hence  the  factor  of  safety  is  practi- 
cally nil  for  elastic  strength. 

I  think  this  helps  to  explain  the  unreliability  of  cast-iron  gunp, 
independent  of  their  low  power.  The  present  entire  lack  of  con- 
fidence in  cast-iron  guns  is  due,  mainly,  it  is  true,  to  their  failures 
under  actual  trials,  and  if  our  artillery  is  compelled  to  use  them  (I 
refer  esj^ecially  to  rifles)  the  men  will  be  subject  to  the  moral  ill 
effect  of  expecting  the  gun  to  burst  at  any  time.  There  is  certainly 
no  need  of  further  experiments  with  cast-iron  rifles,  their  reputation 
for  unreliability  is  too  well  established,  and  there  seems  to  be  no 
excuse  for  our  entering  upon  their  manufacture  in  time  of  peace. 
The  only  excuse  for  their  production  would  be  in  a  period  of 
national  danger  when  they  might  be  procured,  provided  any  time 
could  be  saved  over  the  production  of  steel  guns. 

The  question  of  a  steel-cast  gun  is  in  such  an  inchoate  state  in 
our  country  that  there  seems  little  to  be  said  about  it.  Considering 
all  the  uncertainties  of  the  question  the  manufacture  of  these  guns 
ought  at  least  to  be  preceded  by  a  system  of  carefully  conducted 
and  extended  experiments.  If  the  curve  of  initial  tension  in  a 
Rodman  cast-iron  gun  is  so  irregular  and  varies  from  gun  to  gun, 
how  much  more  irregularity  must  be  anticipated  in  a  steel-cast  gun 
made  in  this  way  ?  Or,  if  this  casting  is  to  be  annealed  and  the 
initial  tension  afterwards  re-introduced,  is  it  not  probable  tliat  un- 
soundness in  the  interior  wall  of  the  original  casting  Mnll  more  than 
counterbalance  any  probable  gain  of  soundness  at  the  bore  over  a 
gun  which  might  be  produced  by  solid  casting? 

The  firing  proof  of  a  limited  number  of  steel-cast  guns  would  not 
establish  the  reliability  of  the  system.     We  have  now  reached  a 
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stage  in  gun  construction  where  we  cannot  justly  accept  hap-hazai 
affairs.     It  will  be  necessary  first  to  establish  that  the  operation  c 
producing  initial  tension  in  a  steel-cast  gun  can  be  conducted  wit 
certainty  and  can  be  regulated  to  a  proper  degree  by  the  manufac 
turer.     When  this  has  been  shown  and  sound  guns  so  made  have 
been  produced,  the  steel-cast  gun  will  have  a  very  respectable 
standing,  but  at  the  present  date  it  remains  to  be  shown  what  can 
be  done. 

As  regards  the  built-up  guns  I  have  little  to  add  to  what  Mr, 
Morgan  has  so  ably  stated.  In  these  guns  we  have  a  certain  and 
sure  means  of  producing,  by  the  exterior  pressure  of  the  applied 
cylinders,  the  exact  state  of  initial  tension  desired  at  the  bore.  In- 
dependent of  the  careful  tests  and  detailed  examination  of  the 
material  which  is  permitted  in  making  the  gun  of  parts,  we  have, 
in  the  effect  produced  by  the  very  assemblage  of  the  pieces,  an  ex- 
cellent means  of  measuring  their  soundness  and  elastic  strength. 
In  fine,  the  built-up  gun  made  of  oil-tempered  steel  forgings  stands 
to-day  a  pre-eminent  success  in  comparison  with  any  other  system. 
A  most  thorough  study  of  this  system  has  been  made  in  detail  and 
the  practice  and  theory  of  the  constniction  is  understood. 

Mr,  Oherlin  Smith. — Regarding  this  question  of  enormous  iron- 
clad vessels,  to  act  partially  as  forts,  in  the  way  mentioned  by  Mr. 
JKent  in  the  previous  discussion  ;   and  also  our  land  forts  requiring 
to  be  heavily  ironclad,  to  meet  such  attacks  as  we  may  expect  in 
:future  from  modern  war  vessels,  it  seems  to  me  that  the  solving  of 
the  enormous  expense  problem  incident  to  such  protection,  may  lie 
in  the  direction  pointed  out  by  Sir  Henry  Bessemer.     He  has  pro- 
3)osed   to   cast  a   fort   whole.     Of   course  the  expense  of  build- 
ing a  fort  sufficiently  large  and  sufficiently  strong  in  the  ordinary 
'way  is  very  great ;  but  by  this  new  method,  if  practicable,  as  he 
ceems  to  think,  and  as  seems  to  me  ver}^  likely,  the  expense  would 
l)e  greatly  reduced.      His  idea  was  to  build  a  number  of  temporary 
converting  plants  and  make  molds  in  the  sand  or  other  earth  at 
hand,  and  then  run  the  metal  from  the  converter  directly  into  the 
walls  of  the  fort,  so  as  to  make  them  one  solid  piece  of  any  desired 
thickness  of  steel,  thus  havin<(  the  whole  fort  one  great  steel  cast- 
ing.    It  has  since  been  suggested  that  the  same  method  might  be 
applied   to  great  ironclads.     I   do  not  see  why  it  cannot  be  done 
with  forts,  and,  perhaps,  as  has  been  suggested,  for  large  vessels  of 
the  type  spoken  of  by   Mr.   Kent — very  heavy  and  thickly  clad 
ones.     Of  course,  with  such,  great  speed  would  be  impossible. 
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Di\  Rdlntrt  Grlmshaic. — Siicli  forts  as  are  just  referred  to  are 
not  chitnerical.  Thev  have  been  cast  in  1878  and  1879.  I  was  at 
Buckaii,  in  Germany,  and  Mr.  Gruson,  whose  establishment  is  sub- 
sidized by  the  German  Government,  was  easting  chilled  iron  forte. 
The  sections  were  twenty-two  inches  in  thickness  at  the  bottom 
and  fourteen  to  eighteen  inches  in  thickness  at  the  top,  the  chill 
extending  to  a  considerable  depth. 

At  tlie  works  at  Buckau,  they  made  a  special  mixed  iron.  Mr. 
Gruson  uses  immense  chilling  molds.  There  were  two  classes  of 
such  castings  made  ;  one  was  for  turrets  and  the  other  for  stationary 
forts.  Some  of  the  stationary  forts  were  built  with  turrets  and 
some  had  straight  walls.  I  believe  there  is  now  one  of  those  straight 
forts  at  Antwerp.  The  masses  of  the  castings  were  so  heavy  that 
it  was  not  necessary  to  make  any  great  connection  between  the 
sections  which  composed  the  turrets  or  the  walls  of  the  fort.  In 
1880  I  gave  to  the  Franklin  Institute  an  album  containing  photo- 
graphs of  all  the  sizes  of  sections  that  had  been  cast,  and  I  think 
that  in  the  Jhireau  of  Naval  Intelligence  they  are  probably  better 
provided  than  that.  The  reference  made  by  one  of  the  Naval 
ofiicera  this  evening  to  the  Gruson  apparatus  shows  that  they  are 
well  informed  as  to  what  has  been  done  and  what  is  proposed  to 
be  done.  While  on  my  feet  I  should  like  to  call  attention  to  the 
dcfiirability  of  one  or  two  sets  of  experiments  that  might  be  made. 
It  seems  that  too  much  attention  has  been  paid  to  getting  high 
tensile  strength  and  high  ultimate  strength,  and  not  enough  to  get- 
ting a  high  elastic  limit.  It  is  more  desirable  to  have  a  plate  or 
any  piece  of  steel  of  which  the  tensile  strength  is  low  but  the 
elastic  limit  high  and  sure,  than  to  get  a  high  tensile  strength  and 
never  knew  where  your  elastic  limit  is  going  to  be.  There  is  no 
use  in  going  beyond  your  elastic  limit.  As  to  the  means  of  getting 
such  high  elastic  limit  I  would  suggest  that  the  experiments  and 
practice  of  Whitwortli  be  turned  upside  down.  Wliitworth  is  com- 
pressing li(j[uid  steel,  but  he  is  generally  compressing  it  from  the 
bottom.  In  compressing  the  ingot  the  liquid  chills  against  the 
walls  of  the  mold,  and  the  piston  being  pressed  in  from  the  bottom 
is  compressed  against  a  chilled  section  of  steel.  Tou  get  a  tremen- 
dous ])ressure  in  your  accumulator  but  you  do  not  get  mnchin  joar 
ingot.  Whatever  pressure  is  put  on  the  ingot  in  the  mold  should 
be  from  above,  so  that  the  liquid  steel  should  be  what  is  forced  into 
the  skin,  exactly  the  same  as  in  stuffing  a  sausage.  As  soon  as  the 
ingot  commences  to   be   bright    the  steel    chills,  and    we    have 


OUB  COAST   DEFENSE,  ITS   COST  AND  MECHANICAL  PROBLEMS.   613 

that  skin  which  is  to  be  filled  with  liquid  steel.  Experiments  made 
at  the  Joliet  Steel  Works  show  that  the  specific  gravity  can  be  in- 
creased from  fifteen  to  sixteen  per  cent,  by  such  pressure  from 
above.  The  elastic  limit  is  very  much  raised  and  the  gases  are 
jpressed  out  so  that  the  walls  of  the  blow-holes  are  actually  welded 
together.  Those  t  xperiments  point  to  the  desirability  of  carrying 
them  out  with  such  facilities  as  the  Government  can  give,  and  with 
such  talent  as  our  Navy  and  Ordnance  Department  can  apply 

Mr.  Oberlin  Smith. — It  seems  to  me,   Mr.  President,  that  the 

method  suggested  by  Sir  Henry  Bessemer,  of  casting  a  large  fort 

complete,  may  prove  to  be  a  good  thing  when  it  is  tried,  for  one 

J'cason  especially,  because  no  great  care  need  to  be  taken  to  get  the 

^srerj  best  material.    It  is  not  necessary  to  use  accumulators  to  eom- 

X>ress  the  metal,  and  thus  improve  its  density,  because  the  method 

of  constructing  is  in  principle  a  very  cheap  one,  and  on  account  of 

this  cheapness  of  construction  a  great  deal  of  metal  may  be  used 

and  enormously  heavy  walls  made  of  a  comparatively   common 

quality  of  steel.     The  idea  looks  so  promising  that  I  sincerely  hope 

it;  will  be  tried  in  this  country  as  well  as  in  England. 

Jfr,  TT.  IL  Beehler.* — I  thoroughly  agree  with  what  Mr.  Morgan 
Baid  in  his  paper.     A  great  deal  has  been  said  about  steel.     There 
is  no  doubt  but  what  steel  is  gradually  displacing  cast  iron  and 
otlier  forms  of  iron  for  ship-building.    There  is  one  form  of  armor 
of    which  nothing  has  been  said.    I  refer  to  cellulose  armor  invented 
^  ri  Fi-ance.     It  has  been  applied  to  making  what   is  called  a  non- 
^intable  ship.     It  seems  that  we   have  in  this  country  very  few 
plants  for  making  steel  armor  or  Gruson  ajnnor,  but  we  might  be 
^l>le  to  utilize  this  cellulose  system.     This  cellulose  is  a  product 
^i"oin  the  husks  of  cocoanuts.     The  value  of  it  consists  in  its  elas- 
ticity.    A  projectile  will  penetrate  the  side  of  a  ship  and  the  cel- 
lulose will  follow  right  in  the  wake  of  the  projectile,  and  close  up 
tbe  breach  and  keep  out  the  water,  so  that  the  hull  of  the  ship  may 
^e  thoroughly  riddled  with  shot  and  yet  this  cellulose  will  keep 
tW  water  out  and  maintain  the  ship   afloat.     That  is  a  form  of 
^nnor  which  we  might  use  in  this  country  without  the  expense  of 
great  steel  plants.     The  French  claim  that  this  cellulose  will  not 
deteriorate.     The  patent  consists  in   a  process  of  extracting  the 
glucose.     It  has  been  claimed  by  its  opponents  that  the  glucose  is 
not  thoroughly  extracted,  that  it  is  liable  to  decay  and  that  it  gives 
off  odors,  which  might  make  the  ship  a  very  unhealthy  place.  The 

*  Lieut.  U.  S.  N.     By  invitation. 
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eellnlose  is  being  applied  in  the  Italian  and  French  navies ;  and 
English  shipbuilders  have  applied  it  to  some  of  their  ships.  It 
is  a  question  whether  it  is  really  serviceable,  but  those  Gover- 
ments  are  putting  it  in. 

In  order  to  emphasize  the  fact  that  the  cellulose  system  of  pro- 
tection is  being  adopted,  I  submit  the  following  list  of  vessels  in 
which  it  has  been  introduced  : 

First  Class  Steel  Cruisers — France, 

Name.  Displacement  tons.  Name,  IHsplaeement  ions, 

Sfax % 4,488  DuPDY-DE-LoMB 4,162 

Tage 7.045  Alqkk 4,128 

Amiral  Cecillb 6,706  Isly 4,128 

Jean  Bart 4,162  Mogador 4,825 

Tftird  Class  Steel  Cruisers — France. 

FoRBiN 1,848      Lalakdb 1,877 

SuRCOUP 1,848      CosMAS 1,848 

Troude 1,877      Coetlooon 1,848 

Torpedo  Vessels — France. 

Condor 1,272  Torpedo- Hunters. 

Epebvier 1,272  Bombe 821  tons 

FaUCON 1,272  COULEUVRINB 821    " 

Vautor 1,272  Dagce 821  " 

Dragokne -821  " 

Flechb 821  " 

Lance 821  '• 

Saint  Babbe 821  " 

Salve 821 


«• 


Italian  Vessels. 

Cruisers.  Tons. 

Giovanni  Bauban 8,008— Built  at  Elswick,  EogUnd. 

Vesuvio 3/630        *'     in  Italy. 

Etna 3,530        - 

Stromboli 8,680 

FIEBMOSCA 8,745        ••  •* 

Angelo-Emo 2,700— Built  at  Elawick,  England. 

There  are  no  heavily  armored  battle  ships  in  this  list,  but  it  is 
contemplated  in  new  designs  to  have  the  extremities  protected  by 
cellulose  armor. 

The  cellulose  is  packed  in  the  cells  and  the  inventor  has  applied 
the  term  "  cofferdam  "  to  designate  the  material  because  it  serves 
to  keep  the  water  out  of  a  breach  caused  by  a  projectile.  Its  speci- 
fic gravity  is  only  .08,  and  it  is,  therefore,  one  of  the  lightest  siib- 
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stances  known.  In  packing  the  cells  a  line  dust  arises  which  causes 
the  men  to  bleed  at  the  nose,  and  which  is  so  disagreeable  that  the 
men  can  only  work  in  it  for  a  short  space  ot  time. 

With  tlie  exception  of  an  occasional  newspaper  note,  very  little 
has  been  mentioned  about  this  cellulose  armor,  and  as  the  naval 
service  depends  upon  the  ingenuity  of  our  mechanical  engineers  to 
provide  floating  fighting  machines,  I  submit  these  few  remarks  with 
the  hope  that  it  may  lead  to  further  development,  and,  perhaps,  at 
some  critical  period  rescue  the  country  from  disaster. 

Mr,  Jos.  Morgan,  Jr. — Commander  Barber's  principal  criticism 
of  the  estimate  of  the  fortification  board  which  I  quoted  is  that  not 
enough  ships  and  torpedo  boats  were  provided  for.  Doubtless 
there  should  be  outer  lines  of  defense,  and  ships  and  torpedo  boats 
in  addition  to  those  estimated  for  by  the  fortification  board  should 
be  provided,  but  the  fortification  board  was  directed  by  Congress 
to  report  "  at  what  ports  fortification  or  other  defenses  are  most 
urgently  required,"  etc.  Their  business,  therefore,  was  not  to  re- 
port upon  naval  fleets  or  their  armament,  except  places  where 
floating  defenses  were  absolutely  essential.  I  think  the  board  did 
not  attempt  to  more  than  indicate  what  was  most  urgently  required. 
In  presenting  this  estimate  only,  they  judiciously  refrained  from 
increasing  the  cost  by  that  of  a  navy  of  armored  vessels.  To  have 
done  so  would  have  been  to  distract  the  attention  of  Congress  from 
the  defenses  most  urgently  required,  and  by  an  enormous  estimate 
have  defeated  all  appropriations  for  reasonable  and  immediate 
provision  for  coast  defenses.  If  Commander  Barber's  argument 
that  more  torpedo  boats  are  necessary,  be  admitted,  it  may  be  said 
they  are  an  element  of  the  defense  readily  provided  at  a  few  months' 
notice,  and  so  great  a  number  as  160  boats  would  be  sufficient  to 
afford  experience  to  a  large  corps  of  officers  and  men.  Examples 
being  ready  for  duplication  our  engine  and  small  ship  building 
shops  could  turn  out  these  boats  rapidly.  They  could  be  transported 
by  canal  or  rail  to  all  ports  when  needed.  The  expense  of 
doubling  or  trebling  the  number  of  boats  is  comparatively  small. 

The  position  of  the  fortification  board  on  the  subject  of  armor  is 
a  point  which  Coiiiniander  Barber  possibly  criticizes  justly.  They 
did  not  make  their  views  very  clear.  In  my  opinion  there  is  but 
one  line  of  progress  open,  and  that  is  the  development  of  forged 
steel  armor  by  proper  appropriations  and  experiments.  I  do  nut 
want  to  be  understood  as  advocating  cast  iron  armor  for  our  coast 
defense.     It  seems  feasible  in  some  places  and  does  not  involve  so 
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mncli  outlay  or  preparation  for  its  manufacture  as  for  steel,  nor  so 
much  time.  As  to  steel  forts  cast  in  place,  any  plan  or  suggestion 
of  Sir  Heniy  Bessemer  commands  the  respectful  attention  of 
engineers.  The  evident  objection  to  such  construction  or  any  other 
involving  large  steel  castings,  unforged,  untempered,  and  unannealed, 
is  that  from  large  size  and  slow  cooling  the  steel  will  be  a  coarse- 
grained mass  of  large  crystals  with  little  coherence  and  strength  to 
resist  impact,  little,  if  any,  superior  to  cast  iron.  It  is  suggested 
that  a  high  elastic  limit  is  the  desideratum  for  armor  and  other 
steel.  This  is  true,  if  accompanied  by  toughness  or  ductility,  and 
temjiering  in  oil  has  that  object  in  view.  By  it  the  elastic  limit 
can  be  raised  to  the  highest  point  attainable  with  the  given  analy- 
sis of  steel.  The  elastic  limit  of  tempered  steel  is  far  above  that 
of  untempered.  The  raising  of  the  specific  gravity  is  accomplished 
best  by  forging.  The  Whitworth  compression  can  scarcely  be 
descril)ed  :is  compression  from  the  bottom  of  the  ingot.  In  the 
apparatus  I  have  seen  and  which  is  described  by  Whitworth  in  his 
patent,  the  steel  is  poured  from  the  ladle  direct  into  a  metal  mold 
lined  with  refractory  material.  This  mold  is  transported  side- 
waj's  under  a  cap  and  above  a  hydraulic  press.  The  cap  is  lowered 
into  the  mold  upon  the  top  of  the  steel  and  fastened  by  tensile 
connections  to  the  base  of  the  press  below,  which,  being  put  in 
action,  lifts  the  mold  up  so  that  the  cap  connected  to  the  base  is 
pressed  upon  the  top  of  the  metal.  This  operation  I  have  never 
seen,  but  it  may  be  useful  in  preventing  the  formation  or  increase 
of  size  of  blow  holes  in  the  steel.  Whether  gas,  after  it  lias 
once  formed,  can  be  driven  out  of  the  steel  through  the  chilled 
outer  skin  of  metal  is  a  mooted  point,  but  the  end  compression  ot 
the  ingot  must  assist  the  work  of  longitudinal  shrinkage  and  prevent 
cracking  or  tearing  of  the  outer  tender  shell  of  partly  cooled 
metal,  and  also  by  shortening  the  cj'lindrical  ingot,  assist  the  flow 
of  the  liquid  metal  into  the  cavity  tending  lo  form  in  the  center. 
It  is  likely  that  an  ingot  so  made  will  have  a  smaller  center  cavity 
than  one  cast  without  pressure.  The  pressure,  if  applied  to  the 
steel  while  fluid,  is  doubtless  distributed,  in  accordance  with  laws 
of  fluid  pressure,  equally  throughout  the  mass.  While  so  applied, 
in  my  opinion,  it  prevents  blow-holes  of  appreciable  size,  and  dur- 
ing later  stages  of  cooling  prevents  cracks  from  shrinkage. 
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CCLV. 

STEAM  AND  POWER;    THE    COMMERCIAL  DETERMI- 
NATION OF  COSTS. 

BT  HENRY  B.  TOWNE,  STAMFORD,  CONN. 

(Member  of  the  Society.) 

The  accurate  determination  of  boiler  and  engine  eflSciency  under 
lie  varying  conditions  of  actual  use  has  been  the  subject  of  study 
nd  discussion  by  engineers  ever  since  the  early  days  of  the  steam 
ngine.  Although  authorities  differ  in  regard  to  matters  of  detail, 
here  is  a  general  consensus  of  views  as  to  the  proper  methods  for 
laking  accurate  tests,  both  of  boilers  and  engines.  In  all  cases  it 
5  a  good  plan  to  have  accurate  tests  of  this  kind  made  occasionally, 
8  conducive  to  the  discovery  of  unsuspected  sources  of  loss,  and 
s  tending  to  promote  further  economy  in  the  management  of 
t:eam  plant. 

Tests  of  the  kind  above  referred  to,  being  both  troublesome  to 
rrange  for  and  expensive  to  conduct,  are  necessarily  resorted  to 
nly  occasionally.  In  all  large  establishments,  however,  it  is  de- 
rable  to  obtain,  by  some  continuous  method,  reasonably  accurate 
:idication8  concerning  the  operation  and  management  of  steam 
lant.  Desiring  to  effect  tliis  in  tlie  establishment  under  his  man- 
^eraent,  the  writer  has  arranged  and  adopted  the  system  de- 
-iibed  below.  It  has  now  been  in  use  for  some  fifteen  months,  and 
aving  proved  satisfactory  and  useful,  it  is  thought  tliat  a  descrip- 
ion  of  it  may  be  of  interest. 

The  conditions  of  the  case  in  question  may  be  briefly  summa- 
rized as  follows :  Tlie  steam  plant  in  the  establishment  referred  to,* 
C'onsists  of  a  battery  of  6  tubular  boilers,  each  rated  commercially 
^t  60  horse-power,  of  which  usually  only  4  are  in  use  during  the 
summer,  and  5  during  the  winter  months ;  of  a  Harris-Corliss 
steam  enti:ine,  having  a  cylinder  20"  diameter  and  42"  stroke,  run- 
ninii;  72  revolutions  per  minute,  with  about  60  pounds  boiler  press- 
ure, and  developing  120  horse-power ;  also  of  a  pump,  connected 

*  The  works  of  The  Yale  &  Towne  Manufacturing  Company,  Stamford,  CJonn. 
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with  an  artesian  well  and  operated  eontinnonsly  during  working 
liuiirs.  The  steam  generated  is  utilized  for  power,  for  pumping, 
and  for  lieating,  and  its  cost  is,  therefore,  to  be  divided  between 
'  these  tliree  items.  The  measuring  and  observing  instruments  con- 
sist of  an  indicator,  which  is  connected  to  the  engine  on  one  day  of 
each  week,  during  wliich  day  C  or  7  cards  are  taken  at  about  equal 
intervals  of  time;  of  a  water  meter,  for  indicating  the  amount  of 
feed  water  supplied  to  the  boilers ;  and  of  a  counter  attached  to 
the  deep  well  pump  by  which  the  amount  of  water  raised  is  com- 
puted. The  weight  of  coal  consumed  is  computed  by  counting 
the  barrows  as  wheeled  in,  they  being  always  loaded  equall}',  as 
nearly  as  can  be  determined  by  the  eye.  The  only  important 
assumption  in  the  calculations  is  that  relating  to  the  amount  of 
water  evaporated  per  horse-power  per  hour,  which  is  taken  at  30 
pounds. 

Apj>ended  hereto  is  a  transcript  of  the  blank  form  of  report  ar- 
ranged by  the  writer,  and  in  use  at  the  works  referred  to,  neces- 
sarily condensed  in  size  for  convenience  in  printing. 

Page  1.  This  comprises  so  much  of  the  record  as  relates  to  the 
boilers  and  fuel.  The  latter  consists,  in  this  case,  of  bituminous 
slack  and  anthracite  dust,  mixed  in  the  proportion  of  about  one  to 
three  or  four.  Each  lot  of  coal  as  delivered  in  the  yard  has  a  small 
placard  placed  on  it  bearing  a  number  by  wliich  the  lot  may  be 
identified.  The  purpose  of  this  is  to  enable  the  purchasing  agent 
to  be  correctly  informed  as  to  the  quality'  of  each  lot  purchased,  as 
a  irxudo  to  him  in  reo:ard  to  values  in  future  transactions,  and  also 
as  a  means  of  checking  the  weight  of  fuel  burned  as  reported  by 
the  engineer.  A  small  amount  of  cinders  and  coke  screenings  is 
also  l)urned,  in  order  to  get  rid  of  them,  the  proportion  of  these 
varying  from  3  to  10  per  cent,  of  the  total  fuel.  The  value  of  this 
latter  fuel  is  inserted  at  an  arbitrary  price  per  tOn.  The  value  of 
the  two  kinds  of  coal  is  inserted  at  the  actual  cost  of  each.  Fi- 
nally, a  considerable  quantity  of  chips  and  shavings  is  burned  (in 
order  to  get  rid  of  them),  the  value  of  which,  as  a  fuel,  is  determined 
i)y  assuming  that  during  each  hour  in  which  it  is  used  under  a 
])oiler,  its  value  is  equal  to  the  value  of  the  coal  fuel  required  to 
run  the  same  boiler  an  equal  length  of  time.  Columns  are  pro- 
vided for  indicating  the  number  of  liours  during  which  the  boilers 
are  in  use,  whether  under  lire  or  banked. 

Page  2.  This  contains  the  record  indicating  the  use  of  steam. 
It  shows  the  number  of  hours  run  b}'  the  main  engine;  the  nnm- 
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ber  of  strokes  of  the  deep  well  pump  (from  which  its  duty  is 
calculated) ;  the  number  of  hours  during  which  the  steam  is  ad- 
mitted to  the  buildings  for  heating  purposes,  and  the  amount  of 
opening  of  the  valves.  A  record  is  also  kept  of  the  temperature, 
wind,  and  weather. 

Page  3.  Tliis  contains,  first,  a  record  of  the  indicated  horse-power 
of  the  engine.  To  ascertain  this,  the  indicator  is  connected  early 
each  Saturday,  and  cards  are  taken,  during  running  hours,  at  9,  10, 
and  11  A.M.,  and  at  2,  3,  and  4  p.m.,  thus  giving  6  observations  each 
Saturday,  or  a  total  of  24  per  month.  The  mean  of  these  is  as- 
sumed to  indicate  the  averao:e  horse-power  developed  during  work- 
ing hours.  Two  other  cards  are  also  taken  each  Saturday,  just 
after  the  close  of  work  at  noon  and  in  the  evening,  in  order  to  as- 
certain the  horse-power  required  when  all  the  machine  tools  are 
disconnected.  The  purpose  of  this  is  to  enable  any  unusual  in- 
crease in  the  amount  of  power  required  to  operate  the  line  shaft- 
ing, and  the  machinery  permanently  connected  therewith,  to  be 
detected,  and  the  cause  investigated  and  if  possible  corrected.  The 
large  amount  of  power  required  **  after  working  hours"  in  this  in- 
stance, is  due  to  the  fact  that  some  10  or  12  rotary  fans,  several  of 
them  being  of  large  size,  are  in  constant  use,  and  are  permanently 
connected  with  the  line  sliafting.  The  works  employ  from  six  to 
eeven  hundred  hands,  and  as  the  buildings  are  large,  an()  are  sepa- 
rated by  yards  of  considerable  size,  the  transmission  of  power  to 
the  several  buildings  involves  a  very  considerable  length  of  shaft- 
ing, and  the  use  of  numerous  jack-shafts,  mule-pulleys,  etc. 

On  page  3  is  given  also  a  table  showing  the  cost  of  water 
pumped  from  the  artesian  well.  The  total  number  of  gallons 
pumped  is  ascertained  accurately.  The  cost  of  raising  this  is  as- 
sumed at  five  cents  per  tliousand  gallons,  this  arbitrary  figure 
leing  based  upon  well-established  facts  relating  to  the  cost  of 
raising  water  by  power  to  a  given  height. 

On  page  3  is  also  given  a  summary  of  the  cost  of  fuel,  showing 
the  percentage  of  each  kind  of  fuel  used,  and  the  cost  thereof  per 
ton,  and  finallv  the  total  cost  of  fuel  burned. 

Page  4.  This  contains  an  analysis  of  the  use  of  steam,  showing 
the  average  weight  of  fuel  burned  per  square  foot  of  grate  per 
hour,  the  average  evaporation  per  square  foot  of  grate  per  hour, 
and  also  ])er  pound  of  fuel  bumed.  The  aggregate  horse-power 
developed  during  the  month,  is  then  determined,  and  the  evapora- 
tion being  assumed  at  thirty  pounds  of  water  per  horse-power  per 
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hour,  the  total  gallons  of  water  chargeable  to  the  engine  is  thus 
ascertained.  The  number  of  gallons  of  water  pnmped  from  the 
well  being  stated,  the  amonnt  of  water  evaporated  in  the  boilere  in 
order  to  supply  the  steam  needed  for  lifting  the  water  pnmped 
from  the  deep  well  is  ascertained  by  multiplying  the  former  figure 
by  an  arbitrary  multiplier,  or  equivalent,  indicting  the  proportion 
of  a  gallon  of  water  of  evaporation  required  to  raise  one  gallon  of 
water  from  the  well  under  the  stated  conditions.  Finally,  the 
amount  of  water  evaporated  which  is  chargeable  to  heating  pur- 
poses is  assumed  to  be  that  remaining  out  of  the  total,  after  de- 
ducting from  the  latter  the  amount  chargeable  to  the  engine  and 
to  pumping.  These  figures  are  then  utilized  in  the  table  which 
follows,  and  which  indicates  the  percentage  of  steam  chargeable  to 
power,  to  pumping,  and  to  heating. 

At  the  foot  of  page  4  is  a  similar  table,  in  which  are  given  the 
actual  amounts  of  all  other  expenditures  for  steam  and  for  power. 
The  total  cost  of  steam  being  thus  ascertained,  it  is  distributed 
between  power,  pumping,  and  heating  in  the  ratios  previously  de- 
termined, as  explained  above.  The  total  cost  of  power  is  then  as- 
certained by  adding  to  its  portion  of  the  charges  for  steam  the  ex- 
penditures for  wages  and  supplies. 

The  information  thus  obtained  is  utilized  to  enable  an  exact 
distribution  of  charges  for  power,  water,  and  heat,  to  be  made 
among  the  several  departments  of  the  works  in  which  this  system 
is  now  in  use.  For  this  purpose  a  careful  determination  was  made 
of  iha  j)roj/ort{onate  j^ci^^  of  the  power,  which,  under  average  con- 
ditions, is  required  in  each  of  the  several  departmentsof  the  works. 
In  like  manner,  by  carefully  ascertaining  the  cubic  contents  of  each 
room,  the  amount  of  window  surface,  etc.,  the  proportioncUe 
arrtonnt  of  steam  required  for  heating  each  has  been  determined. 
The  further  use  of  steam  for  nianufacturing  purposes  (for  heating 
kettles,  etc.),  being  known,  it  thus  becomes  possible  at  the  end  of 
each  month  to  make  an  accurate  distribution  to  each  department 
of  the  charges  against  it  for  power,  for  heating,  and  for  steam  for 
manufacturing  purposes.  By  providing  water  and  gas  meters  for 
each  of  the  principal  departments  of  the  works,  an  accurate  deter- 
mination of  the  charges  for  these  accounts  is  also  arrived  at.  Fi- 
nally, a  summary  of  all  the  charges  above  referred  to,  is  made  on 
a  sepai-ate  form,  as  shown  below,  by  means  of  which  each  de|>art- 
ment  can  be  charged  monthly  with  the  actual  cost  of  these  several 
items,  ascertained  and  distributed  with  a  degree  of  accuracy  quite 
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MONTHLY  CHARGES  FOR 
POWER,  HEAT,  STEAM,  WATER,  AND  GAS. 


0^<i4     da^utzi.^^     y(f  (f/. 


Department. 

Power. 

Heat. 

Lite  Steam. 

Water. 

Gas. 

A 

$126  53 

56  24 

11  25 

9  84 

14  06 

37  96 

8  44 

4  22 

8  44 

2  81 

1  40 

$62  08 

103  46 

12  07 

6  90 

24  14 
43  11 
32  76 

25  96 
6  90 
8  62 
1  72 

5  17 
8  45 
1  72 

6  90 

$44  20 

"2'66 
3  90 

'78*00 
1  30 

$27  00 
12  60 

6  30 

4  50 

5  40 

7  6.5 

6  30 
6  30 
3  15 
2  70 

1  35 

2  70 
2  25 

'i'so 

$78  17 
7  92 

B 

B 

2  16 

C 

18  49 

D 

1  80 

E 

3  24 

F 

9  95 

F 

12  80 

G 

1  26 

H 

2  84 

J 

2  84 

K 

9  40 

L 

6  27 

M 

N 

P 

3  24 

Q. 

5  76 

Totals 

$281  19 

$344  86 

$130  00 

$90  00 

$166  14 

sufficient  for  all  ordinary  commercial  purposes,  and  obtained  with- 
out resort  to  any  special  or  expensive  methods  of  observation. 

To  enable  the  operation  of  this  system  to  be  more  easily  under- 
stood, the  two  blank  forms  which  are  appended  are  given  with  the 
actual  figures  inserted  as  taken  from  the  records  for  the  month  of 
January,  1887.  The  blanks  required  in  other  establishments, 
would  doubtless  require  some  modification  from  those  here  given, 
in  order  to  adapt  them  to  altered  conditions.  In  the  main,  how- 
ever, it  is  believed  that  the  method  herein  shown  is  substantially 
correct,  and  that  it  offers  an  inexpensive  and  reliable  basis  for  the 
accurate  distribution  of  an  important  group  of  expense  accounts  in 
any  business  using  a  steam  plant,  and  in  wliich  it  is  desirable  to 
apportion  the  cost  thereof  among  different  shops  or  departments. 
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DISCUSSION. 

M7\  James  E.  Denton, — I  would  like  to  ask  the  author  if 
amount  of  water  used  by  the  engine  and  the  amount  of  evap©: 
tion  of  the  boiler  per  pound  of  fuel  and  water  per  horse-power   C^ 
engine  are  given  by  this  report.     I  presume  for  his  purposes  thes^^ 
data  are  not  of  any  particular  interest,  but  to  one  situated  as  I  am    ^ 
desirous  of  collecting  reliable  data  about  the  duty  of  engines  ancP^ 
boilers,  it  seems  to  me  that  a  record  of  this  kind  is  likely  to  give 
us  information  of  a  great  deal  more  value  than  isolated  tests  do, 
and  I  should  be  interested  in  knowing  on  this  account.     I  should 
also  like  to  know  if  Mr.  Towne  can  use  his  meter  for  a  long  time 
without  testing  its  accuracy.     Is  it  a  meter  of  approved  ty|>e  ? 

Mr.  Towne, — Yes,  sir. 

Mr.  Denton, — We  have  been  using  one  for  some  time  and  I  find 
it  is  necessary  to  make  a  little  by-pass  to  test  this  meter  from  hour 
to  hour.  We  recently  fitted  up  a  tug-boat  for  some  thesis  work  and 
we  found  that  the  meter  gave  115  pounds  to  the  cubic  foot  and,  on 
opening  it,  we  found  the  slide  valve  was  sprung.  I  should  think  it 
very  necessary  to  check  the  meter  by  arranging  it  so  that  at  any 
moment  the  meter  might  stop  the  feeding  of  the  boiler  and  deliver 
a  known  number  of  cubic  feet  on  a  platform  scale.  I  want  to  say 
in  this  connection  that  I  think  the  only  figures  of  any  value  prac- 
tically for  distinguishing  between  the  duties  of  engines  and  boilers 
must  come  from  records  of  this  kind  which  go  on  from  day  to 
day.  I  believe  that  isolated  tests  of  boilers,  ten  hours  at  a  time, 
are  prone  to  errors  which  constantly  arise  and  keep  our  records  danc- 
ing up  and  down  without  our  being  able  to  get  any  satisfactory  de- 
ductions from  them.  I  should  therefore  like  to  see  figures  resulting 
from  such  arrangements  as  this  put  in  the  scientific  units.  Mr.  Towne 
speaks  of  the  cost  of  maintaining  this  system  being  a  trifle.  I  should 
like  to  know  how  much  that  was.  It  strikes  me  that  such  a  detail 
as  this,  kept  up  perfectly,  must  be  a  strain  on  some  one^and  would 
tiike  quite  a  fraction  of  one  man's  time  to  attend  to  it.  I  believe 
that  any  record  in  a  manufacturing  establishment  which  gives  units 
for  comparison,  if  the  work  is  at  all  uniform  and  the  comparison  can 
be  made  to  stimulate  the  attendants  from  day  to  day  by  getting 
closer  and  closer  to  desirable  results,  is  bound  to  be  an  important 
feature  in  manufacturing.  Where  mill-work  is  uniform,  competi- 
tion is  very  close  as  to  coal,  and  the  practice  of  using  scales  for 
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weighing  coal  is  becoming  raore  general  every  day,  and  I  have  seen 
very  useful  results  come  from  that.  I  attempted,  in  some  tunnel- 
ing operations  witli  which  I  was  connected  last  year,  to  apply  a 
system  of  tliis  kind  to  the  cost  of  powder,  drilling,  mucking,  hoist- 
ing, etc.,  to  greater  extent  regarding  detail  than  is  usual,  and  I  found 
we  could  not  find  results  to  offset  the  cost  except  while  a  number 
of  gangs  were  working  under  similar  circumstances,  so  that  our  data 
could  stimulate  one  against  the  other.  Then  it  appeared  to  have  a 
usefulness  which  paid  for  its  cost.  If  competition  can  be  brought  to 
bear,  I  think  such  elaborate  systems  of  records  always  have  a  money 
value  as  profit. 

Mr.  George  H.  Babcock, — I  notice  a  point  of  some  interest  to  us 
as  giving  a  partial  answer  to  a  topical  inquiry  at  our  last  meeting, 
which  was,  "  How  much  power  have  you  found  it  to  take  to  drive 
machine  tools  ? "  We  have  here  a  machine  shop  of  some  size,  and 
we  have  the  indicated  horse-power  given.  We  find  on  the  eighth 
page  that  the  total  horse-power  required  to  drive  the  shop  is 
135.05,  while  that  taken  to  drive  shafting  and  blowers  is  66.81, 
leaving  68.24  horpe-power  to  drive  the  machine  tools.  It  is  also 
stated  that  there  are  700  men  employed.  You  will  see  that  this  is 
a  little  less  than  a  horse-power  for  ten  men,  which  was  the  esti- 
mate I  gave  roughly  at  that  time  as  a  fair  approximation. 

Mr.  IL  JR.  Towne. — In  regard  to  measuring  the  feed  water  I 
may  say  that  that  was  done  by  a  meter  made  of  brass,  especially 
for  the  purpose  by  the  manufacturers,  and  that  we  have  had  a  great 
deal  of  trouble  with  it.  The  meter  has  been  returned  two  or  three 
times  for  repairs,  and  I  think  has  just  recently  come  back  again 
from  the  makers.  The  complaint  at  first  on  their  part  was  that  our 
water  must  have  sand  or  grit  of  som^kind  in  it,  but  such  is  not  the 
case.  We  have  changed  its  position  twice  to  meet  their  views,  but 
with  no  benefit  yet,  and  I  am  unable  to  account  for  this  constant 
trouble,  unless  it  is  inherent  in  the  system  of  meter  construction. 
Water  passes  through  the  meter  at  a  temperature  of  about  212. 

The  cost  of  keeping  this  record  is  correctly  stated  in  the  paper  as 
being  trifling.  All  of  the  original  entries  are  made  by  the  en- 
gineer, the  man  who  has  charge  of  the  engine  and  boilers,  and  are 
entered  by  him  on  a  report  blank,  just  as  a  marine  engineer  keeps 
his  log.  The  boiler  entries  occupy  daily  probably  five  or  ten  min- 
utes, spread  over  the  day,  and  practically  give  the  engineer  so  slight 
an  addition  to  his  duties  that  he  does  not  notice  it. 

The  other  work,  namely,  of  digesting  the  record  and  reducing  it 
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to  tiki  form  needed  for  use  is  attended  to  in  the  office  and  requires 
to  l>e  done  l)y  an  intelligent  and  careful  person,  but  it  does  not  oc- 
cupy more  than  about  one  liour  of  his  time  once  a  month,  and 
justifies,  therefore,  I  think,  the  statement  that  it  is  trifling  in  cost. 
JJeferriuir  to  the  blank  forms  which  are  printed  in  the  paper,  I 
might  exj>lain  further  that  the  first  page  contains  the  fuel  rec- 
ord. It  is  a  blank  large  enough  to  give  a  line  for  each  day  of 
the  month  with  space  fur  the  entries  to  be  made  comfortably,  in 
pencil  or  ink,  by  the  engineer.  In  this  he  enters  every  day  the 
amount  of  coal  bui'ned  and  certain  other  particulars  which  are 
6h(»\vn.  On  the  next  page,  which  is  also  kept  by  him,  is  the  steam 
record  of  each  day,  showing  the  number  of  hours  during  which  the 
engine  is  run,  the  amount  of  back-pressure  on  the  exhaust  in  win- 
ter for  heating  purposes,  the  amount  of  opening  of  the  diflferent 
valves  for  heal  ing  and  for  passing  steam  for  manufacturing  purposes, 
and  also  a  record  of  the  strokes  made  by  the  supply  pumps.  On 
the  third  i»age  the  engineer's  record  is  completed  by  noting  the  in- 
dicated horse-power  of  the  engine,  which  is  taken  on  one  day  of 
each  week  at  intervals  of  two  hours,  or  a  little  less.  We  get  an 
average  of  six  or  eight  cards  during  the  day  on  one  day  in  each 
week.  The  engineer,  by  the  way,  is  provided  not  only  with  an 
indicator  but  with  a  planimeter  for  computing  the  result  of  the 
cards,  and  these  entries  are  made  by  him,  and  also  the  record  of  the 
total  number  of  strokes  of  the  supply  pumps.  The  feed-water 
record  is  kej)t  on  the  opposite  page,  and,  having  these  data,  it  is  a 
very  simple  matter  to  deduce  from  them  the  other  items  which  are 
of  interest.  In  the  first  })lace  we  make  up  the  commercial  account, 
showing  the  amount  of  coal  of  each  kind  burned,  and  ascertain  the 
actual  cost  of  that  coal  from  the  bills,  thus  showing  each  month  tlie 
total  cost  of  fuel,  the  average  cost  ])er  ton,  and  the  ratio  between 
the  tw^o  kinds  of  coal  used,  which  consist,  in  this  case,  of  anthracite 
dust  and  bituminous  slack,  burned  in  the  ratio  of  three  or  four  to 
one.  On  the  fourth  page  are  deduced  from  the  preceding  record 
such  items  as  the  average  weight  of  fuel  consumed  per  square  foot 
of  grate  per  hour,  average  evaporation  of  water  per  square  foot  of 
grate  per  hour,  average  evaporation  of  water  per  pound  of  fuel 
burned,  and  the  total  number  of  gallons  evaporated.  We  then  take 
the  horsc-}»owcr  of  the  engine,  as  given  by  the  indicator,  determine 
its  aggregate  for  the  month  and  deduce  the  total  amount  of  water 
which  has  been  pumped  and  used  for  power.  In  like  manner  the 
counter  on  the  supply  pumps  indicates  the  amount  of  water  raised 
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for  all  purposes  through  the  works,  and  an  arbitrary  coefficient  is 
taken  as  representing  the  cost  of  raising  that  water,  since  it  is 
simply  so  many  foot-pounds  of  work  done.  This  is  easy  to  do  and  is 
sufficiently  exact  The  amoujits  of  water  used  for  pumping  and 
for  furnisliing  steam  for  power  are  put  together  and  tlieir  sum  sub- 
tracted from  the  total  amount  of  water  pumped  into  the  boilers, 
the  remainder  being  assumed  to  have  been  used  for  generating 
steam  for  other  purposes,  namely,  heating  and  manufacturing.  The 
total  cost  of  steam  is  thus  divided  into  three  proportionate  parts. 
Its  actual  cost  in  money  is  ascertained  by  adding  together  the 
charges  for  fuel,  wages,  water,  and  repairs,  as  shown  at  the  foot  of 
page  four,  amounting  in  this  case  to  $670.  Now,  the  figures  al- 
ready obtained  give  the  division  of  that  into  three  heads,  viz., 
power,  pumping,  and  steam  used  for  other  purposes  than  power  or 
pumping;  and  taking  these  proportionate  parts,  you  can  at  once  di- 
vide the  money  value  into  tliree  items.  Having  thus  ascertained 
the  cost  of  steam  used  for  power,  it  is  entered  in  the  last  column  of 
the  fourtii  page.  To  it  is  added  the  wages  chargeable  to  power, 
the  cost  of  oil,  water,  gas,  sundry  repairs,  etc.,  the  sum  of  these  items 
giving  the  total  cost  of  power. 

I  think  the  use  of  the  tables  will  be  clear  from  an  examination  of 
them  by  any  one  accustomed  to  the  use  of  steam. 

J//'.  Denton, — Does  it  not  take  a  great  deal  of  time  to  figure  that 
out  ? 

ifr.  Towne. — One  hour  a  month.  The  entries  are  easily  made 
by  the  en<;ineer  from  day  to  day,  which  he  does  at  intervals  during 
his  work  when  he  would  otherwise  have  nothing  to  do,  and  it  costs 
nothing. 

41 
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CCLVI. 

A  PROBLEM  IN  PROFIT-SHARING. 

BY    WILLIAM    KENT,    NBW   YORK    CITT, 

(Member  of  the  Society.) 

If  we  admit  that  sharing  of  profits  among  the  workmen  in  a 
manufacturing  establishment  will  be  of  benefit  both  to  employers 
and  employed,  and  so  in  some  degree  tend  toward  a  solution  of 
the  labor  question,  on  what  basis  should  profits  be  divided  among 
workmen  in  a  business  in  which  the  profits  or  losses  depend  rather 
upon  the  efficiency  of  the  selling  department  of  the  business  than 
upon  that  of  the  manufacturing  department? 

Suppose  the  following  hypothetical  case :  Three  manufacturing 
companies  A,  B,  and  C,  each  produce  per  year  100,000  of  an  article 
which  under  average  conditions  costs  $1  for  labor,  material,  and 
shop  expenses.  It  is  sold  by  expensive  advertising,  the  employ- 
ment of  agents  on  high  salaries  and  commissions,  and  the  giving  of 
large  discounts.  Tliese  selling  expenses  cost  $100,000  per  year, 
and  the  selling  price  of  the  article  is  $2.10.  All  three  concerns 
being  on  the  same  footing,  each  makes  10  cents  profit  on  each 
article,  or  $10,000  in  one  year.  Suppose  that  the  next  year,  through 
competition  or  other  cause,  the  average  selling  price  is  reduced 
to  $1.50. 

A,  in  the  hope  of  cheapening  ^)roduction,  introduces  the  profit- 
sharing  system,  and  in  the  expectation  of  sharing  the  profits  of 
the  manufacture,  the  workmen  became  so  much  more  efficient  tliat 
the  cost  of  production,  for  material,  labor,  and  shop  expenses,  is 
reduced  to  75  cents,  the  daily  stipulated  wages  of  the  men  being 
•reduced  5  per  cent,  and  the  amount  of  production  l>eing  in- 
creased 25  per  cent.  Tiie  selling  organization  and  expense  re- 
mains the  same  as  the  preceding  year,  costing  $100,000,  or  80 
cents  on  each  of  the  125,000  articles.  The  total  cost  for  produc- 
tion and  sale  is  therefore  $1.55,  or  five  cents  more  than  the  sell- 
ing price,  iTiaking  a  loss  on  the  year's  business  of  $6,250,  and  no 
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profits  to  be  divided  among  the  workmen,  although  their  wages 
were  reduced  5  per  cent  in  expectation  of  such  profits. 

B  puts  in  better  machinery,  runs  overtime,  pays  its  workmen 
the  same  wages  as  before,  and  doubles  its  product.  The  greater 
eflSciency  of  the  machinery,  and  the  dividing  of  shop  expenses  by 
a  larger  product,  reduces  the  cost  of  production  to  80  cents. 
More  liberal  advertising  and  more  agents  increase  the  selling  ex- 
pense to  $120,000  per  year,  which,  divided  by  200,000  articles 
sold,  is  60  cents  each.     The  profit  and  loss  account  then. shows: 

200,000  manufacturing  cost  at  80c $160,000 

do       selling  expense  cost  at  60c 120,000 

$280,000 
do       sold  at  $1.50 300,000 

Profit $20,000 

C  thinks  its  selling  department  costs  too  much,  cuts  down  sala- 
ries, commissions,  and  advertising  to  such  an  extent  that  the 
yearly  expense  of  the  selling  department  is  reduced  to  $40,000. 
It  consequently  does  not  increase  the  quantity  of  its  business  as 
A  and  B  did,  but  sells  the  same  number  as  before,  100,000.  No 
change  being  made  in  the  manufacturing  department  the  article 
costs,  as  before,  $1.00  each.     Result: 

100,000  manufacturing  cost  at  $1 .00 $100,000 

do.      selling  expenses  at  40c 40,000 

$140,000 
do.      sold  at  $1 .50 150,000 

Profit ^ $10,000 

Comparing  the  results  briefly,  A  has  the  most  efficient  work- 
men, who  give  up  five  per  cent,  of  their  wages,  and  reduce  the 
cost  of  production  25  per  cent.,  yet  these  workmen,  through  no 
fault  of  their  own,  get  no  profits,  and  less  wages  than  the  work- 
men of  B  and  C.  B  and  C  both  pay  their  workmen  as  before, 
and  both  make  a  profit  through  the  adoption  of  two  exactly  oppo- 
site lines  of  policy,  B  spending  money  more  liberally,  0  cutting 
down  expenses. 

Does  not  this  hypothetical  ease,  which  is  not  at  all  unlike  cases 
which  continually  happen  in  actual  business,  show  that  if  profit- 
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hour,  the  total  gallons  of  water  chargeable  to  the  engine  is  thus 
ascertained.  The  number  of  gallons  of  water  pumped  from  the 
well  being  stated,  the  amount  of  water  evaporated  in  the  boilere  in 
order  to  supply  the  steam  needed  for  lifting  the  water  pumped 
from  the  deep  well  is  ascertained  by  multiplying  the  former  figure 
by  an  arbitrary  multiplier,  or  equivalent,  indicating  the  proportion 
of  a  gallon  of  water  of  evaporation  required  to  raise  one  gallon  of 
water  from  the  well  under  the  stated  conditions.  Finally,  the 
amount  of  water  evaporated  which  is  chargeable  to  heating  pur- 
poses is  assumed  to  be  that  remaining  out  of  the  total,  after  de- 
ducting from  the  latter  the  amount  chargeable  to  the  engine  and 
to  pumping.  These  figures  are  then  utilized  in  the  table  which 
follows,  and  which  indicates  the  percentage  of  steam  chargeable  to 
power,  to  pumping,  and  to  heating. 

At  the  foot  of  page  4  is  a  similar  table,  in  which  are  given  the 
actual  amounts  of  all  other  expenditures  for  steam  and  for  power. 
The  total  cost  of  steam  being  thus  ascertained,  it  is  distributed 
between  power,  pumping,  and  heating  in  the  ratios  previously  de- 
termined, as  explained  above.  The  total  cost  of  power  is  then  as- 
certained by  adding  to  its  ])ortion  of  the  charges  for  steam  the  ex- 
penditures for  wages  and  sup])lies. 

The  information  thus  obtained  is  utilized  to  enable  an  exact 
distribution  of  charges  for  power,  water,  and  heat,  to  be  made 
among  the  several  departments  of  the  works  in  wliich  this  system 
is  now  in  use.  For  this  pur])ose  a  careful  determination  was  made 
of  tiw  j^rojfortiojiate  j^ciri  of  the  power,  which,  under  average  con- 
ditions, is  required  in  each  of  the  several  departments  of  the  works. 
In  like  manner,  by  carefully  ascertaining  the  cubic  contents  of  each 
room,  the  amount  of  window  surface,  etc.,  the  proportionate 
amount  of  steam  required  for  heating  each  has  been  determined. 
The  further  use  of  steam  for  manufacturing  purposes  (for  heating 
kettles,  etc.),  being  known,  it  thus  becomes  possible  at  the  end  of 
each  month  to  make  an  accurate  distribution  to  each  department 
of  the  charges  against  it  for  power,  for  heating,  and  for  steam  for 
manufacturing  purposes.  By  providing  water  and  gas  meters  for 
each  of  the  principal  departments  of  the  works,  an  accurate  deter- 
mination of  the  charges  for  these  accounts  is  also  arrived  at.  Fi- 
nally, a  summary  of  all  the  charges  above  referred  to,  is  made  on 
a  separate  form,  as  shown  below,  by  means  of  which  each  depart- 
ment can  be  charn^ed  monthlv  with  the  actual  cost  of  these  several 
items,  ascertained  and  distributed  with  a  degree  of  accuracy  quite 
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MONTHLY  CHARGES  FOR 
POWER,  HEAT,  STEAM,  WATER,  AND  GAS. 


c/<^'i     Sa^^uaty^     y///. 


Department. 

Power. 

Heat. 

Live  Steam. 

Water. 

Gas. 

A 

$126  53 

56  24 

11  26 

9  84 

14  06 

37  96 

8  44 

4  22 

8  44 

2  81 

1  40 

$62  08 

108  46 

12  07 

6  90 

24  14 
48  11 
82  76 

25  86 
6  90 
8  62 
1  72 

5  17 
8  45 
1  72 

6  90 

$44  20 

"2*66 
8  90 

*78"66 
1  30 

$27  00 

12  60 

6  80 

4  50 

6  40 

7  6.5 
6  80 
6  30 
3  15 
2  70 

1  85 

2  70 
2  25 

"iso 

$78  17 
7  92 

B 

B 

2  16 

C 

18  49 

D 

1  80 

E 

8  24 

F 

9  95 

P 

12  80 

G 

1  26 

H 

2  84 

J 

2  84 

K 

9  40 

L 

6  27 

M 

N 

P 

8  24 

Q 

5  76 

Totals 

$281  19 

$844  86 

$180  00 

$90  00 

$166  14 

snflicieiit  for  all  ordinary  coinniercial  purposes,  and  obtained  with- 
out resort  to  any  special  or  expensive  methods  of  observation. 

To  enable  the  operation  of  this  system  to  be  more  easily  under- 
stood, the  two  blank  forms  which  are  appended  are  given  with  the 
actual  figures  inserted  as  taken  from  the  records  for  the  month  of 
January,  1887.  The  blanks  required  in  other  establishments, 
would  doubtless  require  some  modification  from  those  here  given, 
in  order  to  adapt  them  to  altered  conditions.  In  the  main,  how- 
ever, it  is  believed  that  the  method  herein  shown  is  substantially 
correct,  and  that  it  offers  an  inexpensive  and  reliable  basis  for  the 
accurate  distribution  of  an  important  group  of  expense  accounts  in 
any  business  using  a  steam  plant,  and  in  which  it  is  desirable  to 
apportion  the  cost  thereof  among  different  shops  or  departments. 
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upon  the  number  of  pieces  made,  and  hence  to  a  great  extent 
upon  the  efficiency  of  the  workmen.  The  cost  of  raw  material  is 
not  included,  because  this  cost  depends  upon  fluctuations  of  the 
market,  and  to  some  extent  upon  the  foresight  and  judgment  of 
the  purchasing  department,  and  generally  not  upon  the  efficiency 
of  the  workmen.  Material  spoiled  by  the  workmen,  or  excessive 
waste  of  material,  might,  however,  be  charged  as  part  of  the  cost 
of  labor. 

By  this  method  of  profit-sharing,  the  profits  to  be  divided 
among  the  workmen  are  the  profits  which  they  make  themselves 
by  more  rapid  work,  by  carefulness  in  avoiding  waste  of  time  and 
material,  and  by  general  increase  of  skill.  It  removes  the  most 
serious  objection  to  the  general  principle  of  profit-sharing,  that  it 
is  easy  for  the  capitalist  to  share  profits  with  his  workmen,  but 
impossible  for  the  workmen  to  share  in  the  losses  which  the  capital- 
ist must  bear  himself.  It  makes  the  workmen  share  the  losses  if 
there  are  any  in  the  manufacturing  departmejit,  In  which  depart- 
ment alone  the  workman  is  concerned.  He  shares  neither  the  pro- 
fits nor  the  losses  of  the  purchasing  and  the  selling  departments, 
with  which  he  has  nothing  to  do. 

The  writer  is  not  aware  that  the  plan  herein  suggested  has  ever 
been  tried,  but  thinks  it  likely,  in  view  of  the  numerous  experi- 
ments which  have  been  made  with  profit-sharing  in  various  forms, 
that  it  may  have  been  tried  somewhere.  If  so,  he  would  be  glad 
to  learn  what  were  its  results  in  actual  experience. 

DISCUSSION. 

Mr,  Wm,  Hewitt. — This  is  certainly  a  common-sense  and  concise 
way  of  presenting  this  important  problem,  and  Mr.  Kent's  sugges- 
tion as  to  the  basis  on  which  such  a  division  of  the  profits  should 
be  made  is  no  doubt  very  fair  and  just,  but  the  question  arises  as 
to  the  practicability  of  such  a  scheme.  Who  is  to  determine  what 
the  material  costs  ?  If  such  a  system  were  adopted,  the  employees 
of  course  would  naturally  wish  to  be  satisfied  as  to  the  correctness 
of  the  estimates,  and  this  might  be  a  difficult  thing  to  do  in  certain 
eases.  Where  a  concern  is  manufacturing  a  solitary  article,  the 
cost  of  which  can  be  determined  with  accuracy,  the  scheme  woul^ 
no  doubt  he  feasible ;  but  where  a  concern  manufactures  a  variety 
of  articles,  would  it  not  lead  to  as  many  disputes  as  now  occur 
under  the  existing  relations  between  capital  and  labor?     Whatever 
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the  refiult  ini<j:Iit  be,  a  scheme  of  tliis  kind  should  certainly  not  be 
applied  with  iiny  idea  of  obtaining  labor  at  lower  rates  than  the 
market  coniinands,  but  solely  for  the  purpose  of  inereasino^  its 
efficiency ;  ami  this  is  what  I  understand  to  be  the  purport  of  Mr. 
Kent's  sugi^estion.  To  a  man  who  is  paid  by  the  day,  of  course  it 
is  an  incentive  for  him  to  be  more  energetic  and  less  wasteful ; 
but  fur  a  man  who  is  paid  by  the  piece,  the  matter  does  not  possess 
the  same  significance.  Such  men  usually  do  their  best  anyhow, 
not  to  mention  frequent  spurts ;  and  all  the  incentives  which  conld 
be  offered  them  would  pnxlucc  no  better  results,  as  far  as  quantity 
is  concerned.  The  only  incentive  which  the  profit-sharing  system 
would  have  to  this  class  is  to  do  better  work  or  decrease  the  amount 
of  waste.  The  natural  inference,  therefore,  is  that  it  is  a  better 
policy  to  ])ay  by  the  day,  and  give  the  workmen  the  benefit  of  the 
difference  between  the  actual  and  maximum  allowed  cost.  The 
determination  of  the  latter  would  open  as  many  questions  for  dis- 
cussion between  employers  and  employees  as  the  determination  of 
the  schedule  of  wages.  Would  the  advantages  be  wortli  the  effort 
iind  would  not  the  tendency  be  for  the  employers  to  make  tlic  dif- 
ference between  the  actual  and  maximum  cost  as  small,  and  the 
employees  to  make  it  as  great  as  possible?  With  the  increased 
efficiency  in  the  men  which  such  a  system  of  profit-sharing  might 
effect,  the  old  estimates  on  which  the  original  maximum  cost  was 
based  would  lose  much  of  their  significance  in  the  lapse  of  time, 
and  the  general  tendency  would  be,  I  think,  for  this  figure  to  de- 
crease. The  conditions  which  would  govern  such  decrease  would 
dei)end  largely  on  the  skill  of  the  men,  and  the  improvements  in 
mechanical  aj)pliances  which  may  be  introduced;  and  the  question 
arises,  would  the  decrease  in  the  actual  cost  be  proportionately  as 
great?  In  other  words,  would  not  the  actual  and  maximum  costs — 
like  water—tend  to  a  common  level,  the  level  of  good  management  1 
So  that  the  only  profits  to  be  considered,  after  all,  would  be  what 
could  be  realized  on  sales.  If  this  scheme  is  to  become  the  means 
of  improving  the  management  of  a  concern,  it  would  seem  to  have 
more  force  if  those  to  whom  the  management  is  intrusted  should 
receive  the  benefit  of  any  share  of  the  profits  which  may  be  set 
aside  for  such  a  purpose. 

J//\  Jno,  T,  Haicklns. — I  do  not  believe  that  any  equitable 
system  for  profit-sharing  has  yet  been  or  can  be  suggested,  nor  that 
the  basis  suggested  i)y  !Mr.  Kent,  on  the  third  page  of  his  paper, 
can  be  considered  as  fair  to  the  manufacturer  or  employer.   It  can  be 
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shown,  however,  I  think,  to  be  a  decidedly  one-sided  arrangement 
The  fundamental  idea  conveyed  by  Mr.  Kent's  proposition  is,  as  I 
understand  it,  that,  whatever  diminution  in  the  cost  of  product 
shall  come  from  increased  eflSciency  on  the  part  of  the  so-called 
workman  only,  shall  accrue  to  them  alone  as  a  share  of  the  profits, 
no  matter  what  conditions  may  obtain  in  those  parts  of  the  business 
over  which  they  have  no  control,  or  which  their  operations  do  not 
affect.  If  this  is  not,  in  principle,  what  he  aims  at,  what  he  pro- 
poses Id  merely  ordinary  profit-sharing,  except  that  some  portion  of 
the  personnel  engaged  in  the  selling  part  is  left  out  in  the  cold.  But 
he  thinks  that  his  hypothetical  cases  show  **  that  the  share  of  the 
workmen  should  be  calculated^  not  on  the  profits  of  the  whole 
business,  but  on  the  savings  of  the  manufacturing  department 
alone,"  and  says,  further  on,  that  the  saving  of  $80,000  in  his  ex- 
ample in  the  second  over  the  first  year  "is  to  be  divided  between 
the  employers  and  employees  in  proportions  previoitsly  agreed 
%ipony  As  the  saving,  however,  so  far  as  the  workman's  interest  is 
concerned,  hinges  on  the  meaning  of  the  word  *^  calculated"  in  the 
first  and  on  "in  proportions  previously  agreed  upon"  in  the  second 
quotation,  what  the  workman  would  get  additionally  to  his  regular 
wages  remains  very  indefinite,  particularly  if  he  accepted  a  reduc- 
tion in  the  latter,  as  in  one  of  the  hypotheses.  If  the  workmen, 
so-called,  are  to  share  in  the  profits  of  a  given  business,  it  can  only 
be  done  by  their  sharing,  also,  in  all  the  responsibilities,  as  well  as 
in  the  losses,  when  the  latter  obtain  ;  and  I  do  not  think  that  the 
basis  proposed  provides  any  better  means  for  doing  this  than  or- 
dinary profit-sharing,  where  all  may  share  in  the  entire  profit. 
Articles  of  manufacture  are  as  good  as  not  made  until  they  are  sold ; 
and  their  sale,  as  well  as  the  purchase  of  the  materials  of  which 
they  are  made,  through  and  by  means  of  the  machinery  of  com- 
merce, is  as  much  to  be  regarded  as  a  part  of  their  production  as 
the  mere  labor  expended  upon  thtjni  in  the  factory ;  and  this  con- 
stant effort  to  draw  a  line  of  marked  distinction  between  the  men 
who  sell  and  buy  and  plan  and  originate  and  conduct  and  convey 
the  articles  made  in  the  factory  and  those  who  labor  at  their  actual 
construction,  regarding  the  latter  as  the  only  workers  in  the  case, 
is  most  mischievous,  and  goes  a  very  long  way  toward  encourage- 
ment of  the  i)resent  unsatisfactory  state  of  things  in  the  world  of 
labor. 

A  steam-engine  or  a  printing-press  or  a  mousetrap  is  not  a  per- 
fected production,  occupying  its  allotted  and  designed  place  in  the 
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world's  economy,  until  it  is  sold,  transported  to  its  deBtination, 
erected  and  read}'^  for  operation  ;  and  every  person  employed  in  any 
capacity  whatever,  including  the  employer  and  his  subordinates 
who  assist  him  in  the  conduct  of  tlie  whole  business,  sucli  as  snper- 
intendent,  salesmen,  clerks,  book-keepers,  foreman,  buyers,  etc., 
are  as  much  workmen,  and  contribute  their  share  to  the  placing  of 
the  pig-iron  or  ore  or  trees  of  which  the  article  is  primarily  con- 
structed in  its  place  in  the  world  as  an  operative  machine  or  product, 
as  the  man  who  makes  the  patterns  or  the  drawinajs  or  the  castings, 
or  he  who  applies  his  labor  to  the  various  processes  which  are 
necessary  to  its  mere  construction  as  a  machine  or  product.  It 
would  profit  the  workman,  so-called,  little,  be  he  never  so  assiduous 
and  productive  in  his  part  of  the  performance,  if  the  salesman  does 
not  sell  his  product,  if  the  book-keeper  does  not  perform  his  duties 
properly,  if  the  designer  causes  imperfect  machines  to  be  built,  if 
the  draughtsman  makes  errors  such  as  to  offset  a  workman's 
greater  efficiency,  or  if  the  proprietor  adopts  such  methods  through- 
out that  his  machines  or  product  cannot  compete  successfully  with 
others ;  and  there  would  be  no  more  equity  in  confining  the  so- 
called  workman's  emoluments  to  and  basing  them  upon  the  net 
results  of  his  particular  branch  of  the  business  than  there  would  be 
in  the  proposition  that  the  employer  and  his  other  assistants — 
salesmen,  buyers,  etc. — should  be  accorded  a  certain  profit  inde- 
pendently entirely  of  the  so-called  workmen,  leaving  to  the  latter 
the  losses  or  gains,  as  the  case  might  be,  after  the  proposed  profits 
were  paid  to  the  others.  It  would  be  quite  as  proper  and  equitable 
to  suggest  that,  in  order  to  encourage  the  salesman  to  sell  more 
machines,  the  buyer  to  make  better  bargains,  the  railroad  com- 
pany to  transport  more  quickly,  safely,  or  cheaply;  the  superinten- 
dent so  to  arrange  the  details  of  the  business  as  to  save  more  at 
every  ]>oint,  the  book-keeper  to  dispense  with  a  part  of  his  assist- 
ance and  do  more  himself,  and  the  proprietor  to  manage  his  part 
of  the  business  better  and  more  economically — to  allow  them  all, 
in  addition  to  their  fixed  salaries  or  rates  of  commission,  a  share  of 
the  profits,  leaving  the  so-called  workers  the  responsibilities  and 
the  losses  which  might  ensue,  as  to  insure  the  workmen  a  profit 
based  upon  their  efforts,  to  the  exclusion  of  the  rest  of  what  goes 
to  make  up  the  aiitxTQ  persojuiel  of  the  business. 

Profit-sharing,  to  be  equitable,  means  co-operation ;  and  co-opera- 
tion fails,  because  men  cannot  do  well  what  they  have  not  learned 
to  do  or  had  experience  in  doing.     A  blacksmith  cannot  be  a  book- 
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keeper  nor  a  salesman.  His  voice,  therefore,  in  sucli  a  concern,  is 
good  only  so  far  as  it  applies  to  blacksmi thing.  And  so  it  is  with 
every  branch  of  such  a  concern. 

As  the  world  lias  gone  on  supplying  the  multitudinous  demands 
of  civilization,  it  has  been,  and,  in  my  opinion,  will  be,  best  done  by 
a  man  or  set  of  men  fitted  by  education  and  experience  as  proprie- 
tors, with  the  necessary  money  capital,  carrying  on  and  conducting 
the  business  for  the  production  of  a  given  article  ;  and  he  or  they 
who  supply  this  capital  and  experience  and  ability  to  carry  it  on,  if 
done  successfully,  must  have  the  privilege  of  deciding  what  that 
part  of  his  or  their  business,  which  is  so  often  mistakenly  dis- 
tinguished as  "  labor,"  alone  shall  cost,  quite  as  much  as  how  much 
he  or  they  will  pay  for  advertising  or  selling  or  conveying  or  buy- 
ing; and  of  obtaining  it  in  the  open  market  just  as  he  does  his 
materials  and  all  the  other  items  which  go  to  make  up  his  total 
cost.  The  only  other  equitable  way  is  to  make  every  one  concerned  in 
a  business  aproprietor — which,  in  other  words,  is  co-operation  ;  and, 
so  far,  the  latter  has  failed,  and  inevitably  will,  I  think,  always  fail, 
for  the  reason  that  it  calls  upon  men  to  exercise  forces  not  at  their 
command.  To  make  co-operation  successful,  every  member  of 
such  an  association  must  be  capable  of  performing  successfully  the 
duties  of  a  proprietor.  The  actual  capital  employed  in  any  busi- 
ness consists  of  two  kinds — money  and  services  rendered.  Every 
person  contributing  his  services  to  the  prosecution  of  any  business 
invests  it  in  a  portion  of  the  total  capital  employed,  which  is  in 
proportion  to  his  ability  to  perform,  and  the  relative  proportion  of 
his  services  as  existing  in  the  sold  product.  The  money-  capital  in- 
vested is  used  to  enable  the  proprietors  of  personal  capital  to 
obtain  a  fair  interest  on  their  investment  ;  and  the  workmen  hires 
this  capital  and  makes  proportional  use  of  it  just  as  much  as  the 
proprietor  or  any  other  person  engaged  in  the  business.  The 
money  capital  must,  of  course,  earn  its  interest  and  be  protected,  so 
as  to  be  always  prepared  for  the  exigencies  of  business  which  call 
for  its  use ;  but  there  is  no  kind  of  capital  invested  in  business  which 
obtains  so  much  or  so  sure  an  interest  upon  the  value  invested  as 
that  coutribiited  by  the  personnel  of  a  business  in  services  ren- 
dered. Let  us,  however,  see  how  the  proposed  scheme  would  work, 
if  what  Mr.  Kent  regards  as  the  workman  were  to  receive  all  that 
he  saved  by  his  extra  efforts — which  are  the  only  conditions  under 
which  he  may  be  said  to  be  the  recipient  of  all  the  savings  he  may 
effect.     Let  us  apply  this  in  the  light  of  Mr.  Kent's  own  hypothet- 
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ical  cases.  Assuiiiing  tliat  lie  would  divide  the  total  cost  of  mere 
production  among  the  items,  labor,  material,  and  expenses,  in  the 
four  hypothetical  cases,  in  about  the  same  ratio  as  in  his  example  on 
his  third  page — i.e.,  20  per  cent,  material,  60  per  cent,  labor,  and 
20  per  cent,  expenses, — this  would  give,  in  his  first  case,  for  labor, 
30  per  cent,  of  tlie  total  cost  of  producing  and  selling;  and  I  have 
no  doubt  that,  in  many  manufactures,  this  proportion  would  hold 
good.  In  such  a  case,  the  employer,  with  his  money  capital,  together 
with  all  those  that  take  part  in  the  business  who  are  generally  dis- 
tinguished as  apart  from  labor,  and  exist  under  the  elevated  title  oi 
expenses,  would  supply  70  per  cent,  of  what  constitutes  the  total  cost, 
and  the  so-called  workman,  30  per  cent,  in  his  labor.  Now,  if  the 
profit  is  5  per  cent,  on  the  total  cost,  as  in  case  1,  it  seems  fair,  with- 
out any  other  change  whatever,  that  ^  of  this  should  be  divided 
among  the  so-called  workmen,  and  it  would  be,  provided  that, 
in  case  of  loss,  the  latter  could  be  similarly  divided.  Three-teuthe 
of  this  5  per  cent,  profit  on  the  total  cost  would  be  equal  to  1^  pci 
cent,  of  the  total  cost ;  but  this,  if  paid  him  as  a  share  of  the  profit, 
would  be  equivalent  to  an  advance  of  5  per  cent  in  his  wages. 
But  in  his  second  hypothesis,  Mr.  Kent  suggests  that  the  so-called 
workmen  consent  to  a  reduction  in  fixed  wages  to  this  amount,  ex- 
pecting that,  by  dint  of  doing  what  was  clearly  his  duty  to  do  ir 
any  case,  i.e.,  produce  as  much  in  the  allotted  hours  as  he  coulc 
do,  without  undue  exertion  (and  certainly  he  could  not  expect  to  d( 
any  more  than  this,  in  any  case),  he  could  produce  so  much  raon 
that  he  would  cheapen  the  cost  of  production  by  25  per  cent.,  oi 
the  total  cost  of  production  and  sale  by  12 J^  per  cent.  But  thi 
selling  price,  owing  to  competition,  has  gone  down  25  per  cent 
everything  else  remaining  as  eflS^cient  as  before,  and  nnohanged 
Now,  in  this  case,  who  is  to  bear  the  loss  ?  Is  it  fair  that  th< 
results  of  the  so-called  workman's  eflEorts — which  are  strictly  onb 
what  he  was  in  duty  bound  to  perform  in  the  first  year — shall  hi 
rendered  to  him  as  i>rofit,  when  the  results  of  the  remainder  of  th< 
per807i7iel  of  the  establishment,  as  well  as  of  the  money  capital  em 
ployed  must  be  less,  because  of  the  reduction  in  price?  Shonh 
not  the  workman  bear  his  proportion  in  reduction  in  price  as  wel 
as  the  proprietor  or  any  other  person  taking  part  therein  ?  TJnde 
the  hypothesis,  if  the  workman  is  to  receive  all  that  he  has  adde( 
to  the  value  of  the  product,  he  will  receive  12J-  per  cent,  of  th< 
total  cost,  because  he  saved  that  much  by  his  6U])erior  assidnit} 
over  the  preceding  year,  and  loses  5  per  cent,  of  his  wages,  equali 
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1^  per  cent,  of  the  total  cost,  which  he  volantarily  submits  to  in 

reduction  of  his  fixer!  wages,  and  would  be  in  pocket  11  per  cent. 

of    the  first  year's  total  cost,  or  would  have  received  what  is  equiva- 

lexit  to  an  advance  of  36f  per  cent,  in  his  wages,  wliile  the  em- 

I>loyer  would  suffer  a  loss  equal  to  over  3  per  cent,  on  the  total 

cost,  to  say  nothing  of  the  value  of  his  personal  services.     As  in 

til  is  case  the  proprietor  could  scarcely  be  held  responsible  for  the 

^ii'op  in  prices,  this  would  be  equitable  profit-sharing  with  a  ven- 

ance !     And  if  the  line  is  to  be  drawn  somewhere  below  the  pro- 

aetor,  where  the  profit-sharing  man  ends  and  the  non-sharing 

esman,  superintendent,  or  other  person   begins,  all  on  the  same 

^^<3e  of   that  line  with  him  would  share  with  the  proprietor  his 

-^<^S8.    But  if  the  workman  is  not  to  receive  all  this  because  he  pro- 

i^ces  it,  to  be  equitable,  he  must  share  it  with  all  the  rest  in  some 

^»^oportion    previously   agreed    upon — and    the   scheme    becomes 

f  <iinary  profit-sharing,  in  which  all  participate.     It  is  either  one 

f    the  other,  or  some  one  engaged  in  the  business  is  treated  un- 

irly.    And  we  have  only  to  ask,  if  the  fall  in  price  more  than 

uals  the  gain  by  the  workman's  extra  efforts,  how  can  a  proper 

«re  of  the  net  loss  be  borne  by  the  workman  ? 

Jn  Mr.  Kent's  third  case,  B  first  puts  in  better  machinery.    Well, 

lie  does,  he  probably  has  to  advance  or  borrow  from  some  one  who 

i  ]1  accept  his  signature  as  collateral  an  additional  amount  of  capi- 

,  in  order  to  buy  this  improved  machinery ;  and  he  wijl  be  lucky 

*  '^^    by  means  of  it,  for  several  years,  he  realizes  more  than  the  inter- 

^^"t  on  the  additional  outlay  necessarj'  to  buy  it.    Then  he  runsover- 

^^x:»e.     Mr. Kent  may  have  found  out  how  this  may  be  made  to 

iitribute  to  greater  product  per  dollar  expended  ;  and,  if  he  has, 

3  lave  no  doubt  the  majority  of  manufacturers  would  like  to  be  let 

to  the  secret.     My  experience  has  been  that  it  causes  three  dis- 

ct  series  of  losses  when  it  is  resorted  to :  First,  all  workmen  ex- 

ct  to  be,  are,  and  should  be,  paid  higher  rates  for  overtime ;  sec- 

d,  the  work  is  done  at  night,  under  indifferent  light,  and  after  the 

'^X^erative  is  comparatively  exhausted  with  his  daily  endeavors, 

^•Xkd  therefore  he  does  not  produce  so  much  in  a  given  time ;  and, 

^^ird,  being  worked  more  hours  per  day  than  when  not  working 

^^ertime,  he  is  not  able  to  accomplish  so  much  in  his  regular  hours 

^^le  next  day.     Instead  of  gain,  therefore,  this  process  involves 

"t^iree  distinct  sources  of  loss.     If  the  average  manufacturer  could, 

V)y  putting  in  better  machinery  and  working  overtime,  paying  the 

Same  regular  rates  of  wages  for  regular  hours  and  extra  rates  for 
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overtime,  reduce  the  cost  of  his  product  20  per  cent.,  after  paying 
interest  on  the  additional  capital  required  for  the  improved  ma- 
chinery, we  ought,  all  of  us,  to  be  able  to  retire  from  business  at  a 
very  early  age.  But  Mr.  Kent  supposes  the  product  to  be  doubled 
by  the  means  taken,  while  he  has  reduced  the  cost  20  per  cent 
Therefore  he  either  works  his  men  a  good  deal  more  time  or  em- 
ploys more  men  ;  and,  as  the  capital  employed  will  be  somewhere 
in  proportion  to  the  amount  of  wages  paid  out,  there  will  be  an- 
other little  item  of  interest  due  to  the  proprietor  or  to  the  bank 
or  to  the  party  from  whom  he  may  borrow — all  of  which  consti- 
tute a  part  of  the  current  expenses,  and,  therefore,  of  total  cost  to 
him ;  and,  instead  of  his  finding  he  could  devote  10  per  cent,  addi- 
tional to  the  cost  of  advei-tising  and  selling,  and  having  7  per  cent 
profit  left,  bis  interest  account  and  loss  fi'om  non-efficiency  of 
workmen — due  to  working  overtime— would  bring  him  out  at  the 
small  end  of  the  horn. 

In  the  third  hypothesis,  C  furnishes  an  equally  singular  piece  ol 
ratiocination.  Here  we  have  the  manufacturer  cutting  down  sala- 
ries, commissions,  and  advertising  (in  which  case,  certainly,  the 
poor  devils  engjiged  in  those  pursuits  do  not  see  much  prospect 
of  profit-sharing),  but  continues  to  sell  the  same  quantity  of  goods. 
Well,  who  would  not  reduce  these  items,  under  such  circum- 
stances? One  would  only  have  to  repeat  this  process  for  a  yeai 
or  two  to  make  the  goods  sell  themselves !  The  first  factor  in  this 
hypothesis  is,  therefore,  so  far  from  probable  that  it  will  be  hardly 
necessary  to  follow  it  further.     But  let  us  take  his  example. 

As  I  have  said  above,  the  first  hypothetical  case  will  no  doubt 
approximate  quite  closely  to  what  is  experienced  every  day,  t.e., 
that  which  Mr.  Kent  designates  as  the  cost  of  selling,  will  equal 
the  cost  of  production  at  the  factory.  Under  such  conditions,  the 
total  cost  of  the  article  manufactured,  for  the  first  year's  product, 
will  be  $2  each  ;  and,  if,  by  dint  of  superior  efficiency  in  the  work- 
men, he  reduces  the  labor  and  shop  expenses  from  80  to  60  cents 
each,  for  the  second  year,  everj^thing  else  remaining  the  same,  the 
total  cost  of  each  piece  will  be  reduced  10  per  cent;  and,  if  the 
so-called  workman  were  to  get  all  that  his  efforts  have  added,  i1 
would  all  be  paid  to  him,  under  the  arrangement,  as  additional 
profit,  because  he  alone  made  the  saving.  Under  such  circnm- 
stances,  suppose  that  during  the  first  year  the  employer  made  a 
profit  of  5  per  cent.,  and  that  during  the  second  prices  had 
fallen,  for  reasons  alike   beyond  the  control   of   employer  and 
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iployee,    15    per    cent.,    while    all    not    included    under    the 

fi-me   of    "  workmen "    had    been    as    assiduous    as    they  —  a 

no  means  tmusual   case.     Would  it   be  fair   that   the   em- 

X>lc3yer  and  those  on  his  side  of  the  line  should  suffer  a  loss  of 

S    j)er  cent,  this  second  year,  while  the  workman  should  receive  an 

i^ddition  of  10  per  cent,  of  the  total  cost,  equal  to  33 J  per  cent. 

«i.<iTance  in  his  wages  ?     And  if  so,  and  this  state  of  things  should 

coxitinue  for  several  years,  how  long  would  it  take  to  wreck  an  or- 

ary  business  ?     And,  as,  when  prices  go  down  in  one  business, 

ey  generally  do  in  aU,  would  there  not  be  a  plentiful  crop  of  fail- 

1,  and  an  equally  plentiful  harvest  of  unemployed  workmen, 

;er  to  work  at  the  original  figure,  ratlier  than  not  at  all  ?     And 

if     the  saving  made  by  the  workmen  alone  is  to  be  divided  among 

^^►11,  in  some  preconcerted  ratio,  does  it  not  become  merely  ordinary 

p>X'ofit-sharing,  in  which  no  one  has  as  yet  succeeded  in  formulat- 

ixig  a  means  of  the  workman's  sharing  in  the  losses,  when  they 

ooour  ?     Or,  if  only  the  selling  department  is  to  be  excluded  from 

■fcliis  arrangement,  why  should  the  employer  be  included,  so  long  as 

lio    contributes  no  more  toward  the   superior  results  than   the 

selling  department  ?      But  one  of    the    worst   features  in   any 

^"U^cli    scheme  is  that  every  workman    in  a    manufacturing   es- 

"^^blishment    would    share   pro    rata    with    his    wages    in    any 

I^rofit  coming  from  their  superior  total  efficiency — which  would 

t>e     proper  enough,   if   every   man   would  consent   to   have  his 

fi^ed  wages  rated  just  in  proportion  to  his  ability  and  iudus- 

^^^,   as  determined   by  his  employer  or  superior  officer,  or  the 

■**^sxi]ts  of  his  efforts.     But  we  all  know  that  it  is  not,  and  cannot 

5^^,  in  human  nature,  that  any  such  equality  of  effort  or  ability  as 

^^  involved,  can  exist  in  any  considerable  body  of  men.     In  a  ma- 

^liiiie  shop,  for  instance,  where  the  general  determination  might 

^^   to  increase  the  product  with  a  view  of  correspondingly  increased 

■^^come,  the  more  competent  and  •  industrious  would  contribute 

^-^"Uch  more  largely  to  the  general  results  than  the  naturally  inef- 

^^ient  and  idle ;  and  every  ^lO"^  per  sound  is  made  up  more  or  less 

^*  t-lie  various  grades  of  men,  both  as  to  ability  and  energy.    Such 

^  Scheme  would  be  a  leveling  engine,  contrary  to  the  first  princi- 

Y^les  of  equity  ;  and  one  of  the  first  fruits  would  be  quarrels  among 

^^^e  workmen  themselves,  because  some  were  not  contributing  their 

P^o  rata  share  to  the  increased  product,  where  others  were  doing 

Tnore  than  this.     Any  scheme  whatever,  touching  this  labor  ques- 

l         ^^on,  of  a  leveling  nature,  and  which  tends  to  reward  the  idle  and 

1 
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naturally  inefficient  man  equally  with  bis  competent  and  indastri- 
ous  brother,  must  fail  just  as  this  very  thing  is  to-day  disintegrat- 
ing labor  organizations  throughout  the  country,  which  have  for 
their  object  the  equalizing  or  leveling  of  wages. 

Referring  to  loss-sharing,  the  following  from  a  recent  editorial 
in  one  of  our  New  York  dailies  expresses  it  admirably : 

"  Yet,  before  profit-sharing  or  co-operation  can  become  an  effec- 
tive agency  for  the  solution  of  labor  problems,  this  side  of  the 
question  will  have  to  be  faced  and  dealt  with  practically.  The 
truth  is  that  it  is  not  a  simple  question,  but  goes  to  the  root  of 
nearly  all  the  difficulties  which  swarm  about  the  relations  between 
capitid  and  labor.  For  it  involves  a  just  comprehension  of  the 
value,  utility,  and  necessity  of  those  personal  qualities  which  dis- 
tinguish successful  from  unsuccessful  men  everywhere  and  tinder 
all  conditions." 

And  again,  referring  to  the  responsibilities  of  workmen : 

**  The  second ''  [workman]  "  has  no  anxieties  or  requireniente 
outside  the  narrow  range  of  his  mechanical  duties.  His  income  is 
steadj'  and  safe.  He  is  far  less  sensitive  to  tlie  fluctuations  of  tlie 
markets  than  liis  employer.  He,  as  a  rule,  is  so  little  in  touch  with 
the  industry  by  which  lie  lives  that  when  crises  happen  and  it  be- 
comes necessary  to  reduce  wages,  nine  times  out  of  ten  he  jumps  to 
the  conclusion  that  the  reduction  is  the  result  of  parsimony  instead 
of  necessity,  and  so  he  drifts  into  calamitous  strikes.  If  working- 
men  undertake  to  co-operate  or  to  adopt  profit-sharing,  they  must, 
to  some  extent,  change  places  with  their  employers.  They  must 
learn  tlie  absolute  necessity  for  accepting  the  downs  as  well  as  the 
nps  of  business.  Tlic}^  must  be  prei)ared  to  share  the  losses  as  well 
as  the  profits." 

"  In  no  other  way  can  they  develop  the  qualities  which  are  re- 
quired for  success.  In  no  other  waj^  can  they  acquire  habits  of 
steady  thrift,  ceaseless  industry,  patient  application,  vigilant  super- 
vision, prescience,  and  grasj)  of  the  situation — and  all  those  habits 
are  indispensable." 

There  is  no  royal  road  to  wages  or  profits  any  more  than  to  learn- 
ing ;  and  the  true  profit-sharing  workman  will  inevitably  be  he 
who  makes  himself  most  valuable.  He  can  always  command  a 
share  in  the  profits  through  higher  comparative  wages ;  and  if  iu 
any  estahlisliment  a  given  production  were  obtained  in  one  year  at 
a  saving  of  33i  per  cent,  in  labor  and  shop  expenses  over  the  pre- 
vious year,  as  in  the  exainple  of  Mr.  Kent,  due  solely  to  superior 
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fiiciency  of  the  workmen,  the  main  point  that  would  be  established 
ould  be  that  in  the  first  year  the  workmen  had  failed  of  their 
ainest  duty.  And  herein  lies  the  gist  of  the  whole  matter.  The 
m-oblem  of  the  so  called  profit-sharing  assumes,  to  start  with,  that 
e  wage-earner  does  not  participate  in  the  profits ;  while,  under  a 
roper  state  of  things,  in  every  establishment  in  which  the  pro- 
rietors  give  recognition  in  wages  to  the  workman's  individual  effi- 
«ncy  (and  they  must  do  this,  if  they  consult  their  own  interests, 
st  as  thej^  must  in  buying  material  or  in  transacting  any  other 
iranch  of  the  business),  and  the  workman  strives  to  and  does  make 
liimself  the  most  eflicient  possible,  he  will  command  the  higher 
y,  just  as  the  best  qualities  of  material  will  bring  the  higher 
ice  ;  and  he  will  invariably  receive  his  share  of  the  profits  in  his 
"y^^^iges,  and  in  a  more  equitable  way  than  by  any  scheme  of  profit- 
SLUug  that  can  be  proposed.  In  my  opinion,  the  manufacturer 
lio  experiments  with  profit-sharing-— on  Mr.  Kent's  basis,  partic- 
l«rly — will  find  himself  on  the  station  platform,  wondering  when 
«  next  train  leaves*  Edward  Atkinson  says  that  there  is  always 
F>lc3nty  of  room  on  the  front  seats  in  every  profession,  trade,  art,  or 
^'^dustry ;  and  I  cheerfully  join  him  in  the  following  quotation  : 

**  HoDor  to  him  who,  self-complete  and  brave, 
In  scorn  can  carve  his  pathway  to  the  grave  ; 
•  And,  caring  not  for  what  men  think  or  say,  * 

Makes  his  own  heart  his  world  upon  the  way." 

Jlr.  H,  R,  Towne, — Mr.  Kent  closes  his  paper  with  an  intimation 
«t  the  method  he  outlines,  which,  in  brief,  is  that  the  workman's 
^re  in  profits  should  be  limited  to  the  things  which  he  can  con- 
^::>1  and  should  not  take  cognizance  of  things  he  cannot  control,  is 
^novel  idea.     I  must  dissent  from  that  opinion  for  the  reason  that 
my  writers  have  for  a  long  time  past  discussed  this  question. 
xDrcover^  I  am  impelled  by  the  statement  of  Mr.  Kent  to  say — what 
"^    l:iad  not  intended  to  say  until  a  later  meeting — that  on  the  first  of 
'^^^nuary  last  1  put  into  practical  operation  a  system  embodying 
'^cisely  the  feature  alluded  to,  which  system  is  now  in  force  as 
V.cting,  perhaps,  one  or  two  hundred  men,  and  which  I  hope  to 
*^^ve  in  operation  by  the  end  of  this  year  as  affecting  two  or  three 
^^rne   that  number. 

The  points  which   have    been  touched  upon    in  discussion  are 

'^^^ost  of  them  pertinent,  and  yet  I  think  that  some  of  the  state- 

'^ents  need  modification.     No  one  rule  will  apply  to  all   kinds  of 

Manufacturing  or  production,      Take,  for  example,  the  business  of 
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8ugar-inakiii<^,  in  wliicli,  if  I  am  correctly  informed,  the  labor  item 
is  a  fraction  of  a  cent  per  pound  on  the  cost  of  tlie  finished 
product,  or  from  ten  per  cent  to  live  per  cent  of  tlie  value  of 
the  finished  result.  Obviously  the  system  of  co-operation  or  profit- 
sharing  \vliich  is  possible  in  a  business  of  that  kind,  where  labor  is 
a  minute  fraction  of  the  whole  cost,  and  where  the  skill  with 
which  the  buying  and  selling  are  conducted  is  the  major  part  or 
larger  factor  in  determining  the  result,  would  not  apply  equally 
to  a  business  of  the  kind  usual  in  the  average  manufacturing 
establishment,  where  labor  amounts  to  approximately  one-half  of 
the  total  cost,  the  other  half  being  composed  of  material  and 
expenses. 

Objection  has  been  made  that  a  sj'stem  of  profit-sharing  inter- 
ferus  with  the  adoption  of  piece  work.  AVe  all  admit  the  theo- 
retical correctness  of  the  latter  system,  under  which  every  man  is 
working  for  himself ;  that  is  the  ideal  condition  in  any  industrial 
establishment.  ]5ut  it  is  entirely  feasible,  as  I  know  by  actual 
experience,  to  have  the  one  sjstem  coexisting  with  the  other; 
the  men  biding  employed  and  paid  by  the  piece  for  the  work  pro- 
duced, but  also  having  some  further  interest  in  the  economy  of 
their  work. 

The  objecti<m  is  made  that  profit-sharing  tends  to  the  leveling 
of  wag(is.  Again  1  answer  that  experience  denies  the  statements 
It  is  just  as  possible,  with  a  system  of  profit-shaiing,  to  regulate 
the  wages  of  each  man  by  his  value  as  a  workman  as  it  is  to  do 
it  if  you  do  not  have  the  profit-sharing  system  in  force  also.  I 
believe,  however,  that  at  the  present  time,  if  not  permanently,  a 
sj'stem  of  profit-sharing  based  on  the  labor  cost  of  goods  must 
be  coupled  with  a  periodic  revisiim  of  the  basis  rate  which  affords 
the  means  of  comparison  between  the  original  cost  of  the  goods 
and  the  reduced  cost  accomplished  by  the  increased  efficiency  of 
labor ;  that  you  cannot,  in  most  businesses  at  least,  adopt  an 
original  basis  of  comparison  and  adhere  to  that  permanently,  but 
that  in  the  course  of  time,  say  every  five  or  ten  years,  or  some 
other  interval  of  time,  that  basis  must  be  revised  and  readjusted 
to  the  changed  condition  of  things. 

The  point  is  made  that  no  profit-sharing  is  eqaitable  nnless  it 
includes  loss-sharing.  Broadly  stated,  1  think  that  perhaps 
thisistrutj;  but  there  are  modifications  in  profit-sharing  which 
cliniinate  this  difficulty.  The  one  which  I  have  ventnr^  apon 
in  a  somewhat  large  way,  after  much  study  and  consideration, 
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ay  be  more  correctly  designated  as  savings  sharing  than  as 
ofit-sliaring.  It  is  based  upon  ascertaining  the  present  cost  of 
given  product  in  labor,  or  in  the  things  that  labor  can  con- 
)1,  and  then  agreeing  to  divide  any  reduction  that  may  be 
fected  in  the  labor  item  below  that  cost  with  the  producers ; 
•t  giving  them  all  of  it  by  any  means,  possibly  only  one-half, 
it  giviug  them  some  fraction  which  is  equitable  under  all  the 
rcumstances,  and  making  an  aiTangement  whereby  these  con- 
fcions  will  last  for  such  a  length  of  time  as  will  give  the  pro- 
icers  an  inducement  to  exert  themselves  to  reduce  the  cost  of 
oduction  by  earnest  effort  on  their  part. 

As  I  stated  at  the  outset,  I  am  not  ready,  at  present,  to  submit 

detail  the  plan  I  alluded  to,  but  I  hope  to  do  so  at  a  later  meet- 

5,  after  it  has  beeu  longer  in  operation,  and  when  I  am  assured 

at  it  is  a  success.    During  the  four  months  it  has  been  in  opera- 

m,  however,  I  ma}^  say  that  it  has  operated  very  satisfactorily  in 

ducing  the  cost  of  goods.     Although  pitched,  as  to  piece  rates, 

»on  a  basis  just  as  low  as  previous  records  indicated  it  should 

I,  the  workmen  continue  to  receive  precisely  the  same  day  wages 

piece  rates  as  previously.     The  results  indicate  that  giving  the 

)rkmen  the  stipulated  fractional  part  of  the  savings  effected  will 

eld  them,  at  the  end  of  the  year,  an  increase  of  from  5  to  8  per 

ut.  on  their  wages,  a  bonus  which  is  a  handsome  inducement  to 

ly  workman  who  has  industry  and  desire  to  get  on  in  the  world 

exert  himself. 

Mr.  W,  H.  Doane, — I  would  ask  whether  that  increase  was  in 
e  increased  quantity  of  production  or  in  the  saving  of  the  manu- 
3turer? 

Mr,  Towne. — The  gain  results  almost  entirely  from  increased 
iciency  of  production.  But  the  basis  is  such  that  the  men  are 
terested  also  in  the  economy  of  the  materials  which  are  con- 
med  in  the  shops.  I  do  not  mean  by  that  the  raw  material 
lich  enters  into  the  product,  but  all  other  material,  such  as  oil 
d  waste,  files  and  cutters — all  incidental  materials  necessary  for 
e  operation  of  the  shop.  And  there,  by  the  by,  is  one  of  the 
lints  of  diftbrencc  between  a  system  of  profit  or  savings-sharing 
:e  this,  and  a  system  of  piece  work.  In  piece  work,  the  work- 
in  is  interested  in  making  his  own  efficiency  as  high  as  possible, 
it  has  no  interest  whatever  in  the  economy  with  which  he  uses 
e  plant.  Oai  tlie  contrary,  his  interests  and  those  of  the  manu- 
3turer  are  opposed  to  one  another.  If  a  workman,  by  the  waste- 
42 
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ful  use  of  tools,  can  increase  his  proiliict  and  wages,  be  natnrallj 
does  it.  There  is  obviously  a  point  where  the  low*  from  this  waste- 
fulness will  more  thnn  offset  the  increased  product.  Piece  work, 
pure  and  simple,  has,  therefore,  this  element  of  antagonism  be- 
tween workman  and  employer.  If  you  sui)eradd  to  piece  work, 
however,  tlie  inducement  of  profit-sharing,  or,  to  call  it  by  its  bet- 
ter name,  *'  savings-sharing,"  the  workman  ceases  to  have  this  in- 
centive to  ho.  wast(»fnl  in  his  use  of  shop  appliances,  and  becomes 
at  once  identititul  with  his  emjjjoyer  in  se(.'king  to  promote  effi- 
ciency of  production  and  economy  of  production  in  all  direc- 
ticms. 

I  have  already  exceeded  my  time,  I  am  afraid,  but  I  wish,  with 
the  consent  of  the  meeting,  to  make  one  further  comment,  and  it 
is  this  :  It  is  argued  in  all  discussions  of  this  kind,  that  profit-shar- 
ing should  always  include  loss-sharing.  I  do  not  think  that  this 
is  a  correct  view.  The  difference  in  the  conditions  of  the  classes 
of  men  must  be  taken  into  account.  The  employer,  as  a  rule,  has 
reserve  capital.  He  can  stanel  loss  for  awhile,  and  still  not  suffer 
in  his  domestic  conditions;  whereas  the  workman  generally  has 
but  little,  if  any,  reserve  of  that  kind.  Loss  to  him,  therefore,  means 
immediate  suffering  for  himself  and  family.  A  prudent  house- 
holder or  head  of  a  family  shoiUd  not  incur  risk  of  that  kind  if  he 
can  avoid  it,  and  rightly  ;  tlierefore,  with  reference  to  their  pres- 
ent responsibility,  and  to  those  who  are  dependent  upon-  them,  the 
workmen  should  decline,  or,  at  least,  be  very  cautious  about  enter- 
hig  into  relations  wliich  involve  a  jiossible  sharing  of  losses  on 
their  part.  Employers,  on  the  other  hand,  having  some  reserve  to 
fall  back  upon,  can  consistuntl}'  take  risks  which  may  result  inloss,^ 
but  which  they  hope  will  result  in  profit. 

I  think,  therefore,  that,  as  socict}'  exists  at  the  present  day,  be 
ter  relations  of  labor  and  capital  must  be  sought  by  systems  of  co^ 
operation  or  profit-sharing,  tending  to  identify  the  two  interests^ 
und(4'  which  the  emjJoyer  gives  a  guarantee  of  fair  wages  to  th 
workman,  and  also  arrang<»s  that  he  may  have,  beyond  that,  a  rea — 
sonabh;  and  equitable  interest  in  the  economy  and  increased  eflB— 
cii^ncy  witli  whir^li  he  does  his  wcu'k,  some  portion  of  the  gain  re — 
suiting  from  that  incn'eased  efficiency  coming  back  to  the  employeix^ 
as  his  fair  return  lor  the  time,  trouble, and  cost  which  he  hasgiveicC 
to  ist:il»lishing  (Conditions  under  which  labor  may  gain  for  itselt  ^* 
this  cnlarj^'i'd  ]»rivib'g<»  and  Howard. 

J//-.  ^Ultfn  SdrUnfj. — I  did  not  intend  to  make  any  remarks  oir^g 
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is  paper,  but  it  appears  to  me  fitting  to  call  attention  to  Mr. 
Dwne's  expressions  of  his  kindly  feeling  to  his  workmen.  I  be- 
5ve  that  when  employers  have  those  kindly  feelings  to  their  work- 
en  it  makes  very  little  difference  whether  the  system  adopted  is 
e  co-operative  or  the  profit-sharing  system,  or  whether  it  be 
gh  wages.  I  have  occasion  to  come  in  contact  with  a  company 
lo  have  little  occasion  to  consider  this  question  at  all.  They 
jver  had  any  trouble  with  their  workmen.  They  all  live  right 
Qong  their  men.  They  are  well  known  to  their  people.  They 
i,ve  kindly  feelings  toward  their  workmen,  and,  as  I  say,  a  strike 
unknown  to  them ;  they  do  not  know  what  it  is,  and  I  think  that, 
ven  the  kindly  sentiments  such  as  Mr.  Towne  has  expressed,  in 
e  hearts  and  minds  of  the  employers  towards  those  whom  they 
aploy,  the  method  of  arranging  any  diflSculties  that  may  arise  is 
lite   immaterial.     They  can  be  arranged  in  some  satisfactory 

Mr.  W,  H.  Doane, — I  am  much  pleased  with  the  remarks  of  Mr. 
)wne,  and  shall  be  greatly  interested  to  learn  the  result  of  the 
ofit-sharing  co-operative  experiment  he  is  making.  I  am  aware 
at  somewhat  similar  efforts  have  been  made  by  others  in  differ- 
:t  parts  of  the  country,  but,  as  far  as  I  am  advised,  they  have  not 
sen  successful.  I  have  not  much  confidence  in  any  co-operative 
aD. 

I  believe  in  paying  workmen  all  they  are  really  worth,  even  if  it  be 
i-y  large  wages.  The  problem  in  my  mind  seems  to  have  resolved 
jelf  into  something  like  this :  If  small  wages  are  paid  and  a  share 
the  profits  divided  with  the  workmen,  based  on  what  they  are 
Drth,  in  lieu  of  what  their  services  should  command,  or  even  more 
an  they  could  command,  it  acts  as  a  stimulus  to  greater  efforts, 
id  they  will  feel  that  the  value  of  their  labor  is  appreciated,  and 
anifest  a  deeper  interest  in  their  work,  insuring,  I  think,  closer 
)p]ication,  which  alone,  of  itself,  will  secure  increased  produc- 
)n. 

One  of  the  great  questions  of  the  hour  with  manufacturers  is, 
)w  shall  they  increase  the  product  of  their  works  without  en- 
rging  their  plant  or  piy-roll,  and  fnwy  system  which  will  bring 
le  employer  and  emplovoe  into  closer  relaticm  with  each  other, 
seems  to  mo,  will  tend  to  secure  this  result,  whether  by  piece 
ork,  co-operation,  or  both. 

My  p  ist  experience,  somehow,  has  not  led  me  to  feel  much  con- 
ilence  in  co-operative  plans,  and,  as  far  as  my  observation  has 
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gone,  they  liave  not  proven  a  success.  One  reason  may  be  tlie 
general  impression  among  workmen  that  one  is  as  good  and  can 
do  as  much  work  in  a  given  time  as  another.  Select  a  hundred 
mechanics  out  of  any  shop,  and  you  will  find  the  degi*ee  of  intel- 
ligence and  mechanical  ability  among  them  will  vary  greatly, 
and  vet  none  of  them  will  concede  that  he  is  worth  less,  or  can 
do  less  than  any  other.  To  question  this  generates  trouble  at 
once,  and  yet  we  all  know  it  to  be  tnie. 

For  example,  suppose  we  select  two  establishments,  each  re- 
garded as  good  shops ;  that  one  having  the  best  tool  equipment, 
and  is  the  best  organized  and  managed,  will  turn  out  its  work  for 
less  than  the  other  possibly  can.  Now,  taking  the  cost  of  produc- 
tion in  this  shop  as  the  standard,  and  iising  a  co-operative  plan, 
something  after  Mr.  Towne's  suggestion,  the  contrast  in  the  reduc- 
tion of  the  cost  in  manufacturing  as  against  the  shop  not  so  well 
organized  and  with  poorer  equipments,  even  with  equally  good 
workmen,  w^ould  quickly  be  apparent.  Therefore,  it  seems  to  me, 
this  question  of  profit-sharing  is  likely  to  prove  a  hard  matter  to 
define. 

I  am  a  believer  in  paying  all  a  man  is  woi-th,  and,  by  so  doing, 
secure  his  very  best  efforts.  I  feel  quite  confident  that  an  exam- 
ination of  the  fact  will  disclose  that  the  best  and  most  successful 
shops  are  those  that  employ  the  highest  gi'ades  of  intelligent  and 
skilled  labor.  Such  workmen  are  diligent,  faithful,  devoted,  and 
the  establishment  in  whose  emj)loy  they  labor  generally  does  a 
profitable  business.  I  am  profoundly  interested  in  Mr.  Towne's 
new  plan  of  profit-sharing,  and  sincerely  trust  it  may  be  so  success- 
ful that  he  will  kindly  unfold  it  to  us  at  our  next  meeting. 

Mr,  Jno,  T,  nawliins.  I  cannot  agree  with  Mr.  Towne,  that, 
in  case  of  disaster  to  a  manufacturer,  the  workman  loses  his  all, 
while  the  manufacturer  has  something  on  which  to  fall  back.  I 
take  it  that  the  reverse  of  that  is  rather  tnie  than  otherwise,  be- 
cause the  capital  the  laborer  puts  into  his  business  is  simply  his 
ability  to  work,  while  the  manufacturer  has  a  large  money  value 
at  stake  besides,  which  he  has  to  manage  and  provide  for ;  and  it 
is  liable  to  be  lost.  Xow,  I  think  there  is  one  way  by  which 
profit-sharing  or  co-operation  might  be  made  successful,  proTided 
the  workmen  themselves  would  agi'ee  to  it ;  that  is  to  say,  a  joint 
stock  comi)any,  in  which  a  workman  desiring  to  become  a  profit- 
sharer  might  be  a  stockholder.  Tlu*oughout  the  United  States 
there  are  a  groat  many  millions  of  dollars  in  savings  banks,  to 
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±:he  credit  of  working  or  laboring  men.  It  is  particularly  the  case 
in  the  New  England  States,  where  the  men  are  more  generally 
"thrifty  than  in  more  southern  localities.  They  have  a  consider- 
able amount  of  money  saved  and  laid  up.  Suppose,  for  example, 
CDne  man  has  a  thousand  dollars  invested  at  4  per  cent,  in  a  sav- 
ings bank ;  you  could  go  to  him,  and  say :  Well,  if  you  want  to 
share  in  our  profits,  we  will  sell  you  as  many  shares  of  our  stock, 
«t  their  value  as  shown  by  our  books,  as  your  $1,000  will  buy ;  if 
«-t  the  end  of  the  year  we  have  not  earned  anything,  we  will  as- 
sess you  in  proportion  to  the  loss — if  there  is  no  surplus ;  or 
^ou  may  make  a  little,  or  lose  it  aU  in  time.  Now,  I  will  venture 
"to  say  that  there  is  not  one  out  of  twenty  that  would  take  those 
<3hances.  As  a  matter  of  ethics,  it  is  as  near  right  for  a  workman 
±o  take  the  money  chances  with  the  proprietor,  in  proportion  to 
Ijis  investment,  as  for  the  proprietor  to  take  them  ;  and,  if  the 
"^vorkman  insists  upon  the  employer  taking  the  biggest  or  all  the 
x-isk  of  loss,  he  must  expect  that,  when  times  are  flush,  the  latter 
^vrill — and  it  is  right  that  he  should — foi*tify  himself  against  the 
:»risks  of  losses  which  obtain  when  the  balance  comes  upon  the 
^%vrong  side  of  the  ledger. 

[Note. — The  remaining  discussion  bore  more  closely  upon  the  Topical  Query ^ 
-2yi>.  259—49: 

**  What  system  of  regnlating  the  wages  of  labor  in  our  manufacturing  estab- 
1  ishments  will  tend  to  make  that  labor  most  efficient  and  produce  the  largest  re- 
"t  urns  both  to  employer  and  employee.  Give  especially  data  from  actual  eiLperience 
'^^th  effects  of  piece-work,  premiums,  participation  in  profits,  graduation  of  wages 
"%^ith  terms  of  service,  etc.,  etc. 

It  is  printed  liere  from  its  close  relation  to  what  has  preceded^] 

Mr.  C,  E.  Emery. — It  appears  to  me  this  discussion  has  not 
^ireached  the  root  of  the  present   labor  difficulties.     We  should 
endeavor  to  iuduce  tlie  workmen  to  organize  on  different  prin- 
^i^iples,  so  that  methods  used  by  business  men  in  conducting  their 
^Dusiness  may   be    employed    in    dealing  with   labor.     A  manu- 
facturer wishes   to   know  for  a  reasonable  time  in   advance  at 
"vvhat  rate  he   can  procure  his  labor  as  well  as  his  materials,  in 
<^rder  that  he  may  make  contracts  and  send  out  a  definite  pro- 
duct in  a  definite  time.    Therefore,  if  organizations  must  be  had — 
nnd  I  think  it  is  the  intention  of  the  labor  organizations  to  organ- 
ize all  labor  as  fast  as  tliej  can — it  is  the  business  duty  of  all  busi- 
ness men  to  try  and  get  their  labor  on  a  business  basis.     AVith 
the  present  organizations  tlio  interests  of  the  employer  and  em- 
ployed are  antagonistic ;  and  no  matter  if  the  former  strive  to  put 
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tlionist'lvos  on  good  teriiis  with  the  latter,  as  suggested  by  Mr' 
Stirling,  llie  hihor  organizers  and  walking  delegates  immediately 
introduce  discordant  elements,  all  reason  disappears,  and  tlie 
selfish  side  of  human  nature  is  put  in  play.  On  the  present 
systi^m  i'ach  working  man  feels  that  ho  must  stand  by  his  fellows, 
right  or  wrong.  If  one  employer  underpays  or  misuses  employees 
a  strike  is  ordered  in  all  similar  establishments,  and  the  kindness 
which  others  have  lavished  upon  employees  is  all  lost,  and  the 
good  must  Hiffer  with  tln)  evil.  Strong  parties  may  win  by  show 
of  foi'ci^  but  the  system  of  the  present  labor  organizations  is  to 
push  the  weaker  parties  to  the  wall  and  squeeze  all  they  can  out 
of  them.  In  these  contests  the  workmen  suflfer  with  the  employers, 
and  the  solution  seems  to  be  for  the  latter  to  capture  the  leading 
men  of  the  organizations  and  try  and  show  them  their  true  in- 
terests so  that  they  may  all  be  respected  as  much  as  the  Associa- 
tion of  Locomotive  Engineers  is  now.  The  present  system  will 
degrade  them  by  forcing  employers  to  pay  all  at  the  same  rate, 
thus  suppressing  all  honest  emulation  to  improve  one's  self  and 
causing  sill  to  rela])se  a  step  towards  barbarism.  The  di£Sculties 
are  gr(.'at(?st  in  large  cities.  Many  establishments  have  been 
forced  to  move  into  the  country  in  self-protection,  while  others, 
not  J  laving  exporieiiced  the  difficulties  in  the  country,  are  prepar- 
ing to  move  in  the  city  to  gain  some  business  advantages  by  hav- 
ing their  shops  nearer  their  business  offices.  It  is  not  believed 
that  the  co-operation  sjstem  will  solve  the  problem  peimanently. 
It  will  aid  in  particular  cases  and  under  particular  circumstances. 
But  where  the  present  movement  has  once  got  a  firm  foothold, 
success  can  only  be  secured  by  inducing  the  labor  leaders  to  co- 
operate with  employtu's  so  that  tin*  latter  can  make  their  calculation 
in  a  business  way.  If  the  organization  ca]i  be  induced  to  make  the 
object  of  llieir  societies  to  secure  permanent  employment  rather 
than  intermittent  work  at  high  wages,  and  command  sufficient  re- 
spect with  the  ma'^s  of  tnnployees  to  enable  them  to  give  up  their 
views  of  piafect  c(piality,  the  labor  question  will  be  solved  whether 
the  uu'U  be  paid  regular  wages,  as  is  customary,  or  by  tlie  piece, 
either  with  or  without  co-op(;ration.  I  really  see  very  little 
dillV'rence  between  the  ])iece  system  and  the  co-operative  system 
as  Sir.  Towne  has  developed  it,  although  he  has  not  told  his  whole 
plan.  The  piece  system  makes  it  feu-  the  interest  of  a  man  to  do 
nior..'  work  than  his  fellows  in  order  to  obtain  more  pay,  so  that 
if  ^ood  prices  are  uflered  by  the  employers  it  practically  amounts 
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to  co-operation.     The  success  of  this  plan  on  the  Pennsylvania 
Sailroad  apparently  confirms  this  view. 

-3/r.  0.  (7.  Wool^on. — I  want  to  extend  to  Mr.  Emery  my  thanks 
for  saying  what  I  have  had  in  my  thoughts  to  express.     I  came 
/■rom  Newark  with  this  particular  paper  in  my  mind  because  of  all 
"the  subjects  before  the  meeting  I  think  ^his  is  one  of  the  most 
important.     The  one  great  trouble  I  find — and  I  presume  it  is 
found  by  the  majority  of  the  members,  with  this  co-operative  or 
j>rofit-sharing  scheme,  is  that  we  have  got  all  kinds  of  people  to 
<3eal  with.     Now,  if  I  am  going  to  organize  a  company,  if  I  am 
going  to  get  around  me  a  l)oard  of  directors,  I  want  a  board  of 
directors  such  as  I  can  harmoniously  associate  with.     I  want  men 
'vrbo    are  in   sympathy  with   me   in   my   enterprise  all  the  way 
"through.     I  do  not  want  to  have  them  only  partially  interested 
2?iDd  with  an  idea  that  there  is  some  other  man — in  this  case  we 
>vill  call  him  a  walking  delegate — who  claims  by  by-laws  and  oaths 
liis  sympathies  and  prejudices,  who  can  come  around  at  certain 
;j)eriods  and  influence  the  men  in  the  slightest  degree.     Now%  that 
is    the   case.     You   may  organize   a   most   perfect  co-operative 
system.     You  can  pick  out  all  the  best  points  that  have  ever  been 
<5evised  and  put  them  together,  and  I  do  not  believe  the  time  has 
<3oine  yet  nor  the  scheme  has  been  devised  yet  when  you  can  put 
^ix  suflicient  number  of  those  points  together  and  have  them  prac- 
"fcical.     I  am   a  workingman  myself,  and  I  have  a  great  deal  of 
^sympathy  with  those  men  who  have  to  get  up  early  in  the  morn- 
ing and  work  until  late  at  night,  and  at  best  only  earn  enough  for 
^a,  very  plain  living ;  but  there  is  one  thing  you  must  consider : 
"^vages  are  established  in  different  branches  of  business  all  over 
"fche  country.      They  all  have  a  level  somewhere  ;  it  is  pretty  well 
nderstood  just  what  that  level  is.      Now,   if  my  company  is  so 
onerous  as  to  say,  here,  we  will  pay  these  regular  wages  that  are 
^?icknowl edged  to  be  the  proper  wages  everywhere,  and  at  the  end 
of  the  year  we  will  give  you  men  a  certain  percentage  of  our 
X^rofits,  if  there  should  be  any,  and  you  all  shall  be  i)rofit-sharei*s. 
V^ut   not  loss-sustainers.       Now,  there  is  a  point — we  must  not 
^lissume  to  pay  a  percentage  to  a  certain  class  of  our  men,  but  we 
xnust  take  in  everybody.     The  consequence  is  wo  get  men  who 
nre  scarcely  worth  a  dollar  a  day  and  we  are  getting  men  who  are 
Avortli  ten  dollars  a  day.     Wo  will  assume  that  the  men  getting 
ten  dollars  get  it  because  they  are  worth  it,  and  we  can  reason 
Avith  them  concerning  percentages  and  loss  and  profits,  so  that  it 
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will  bo  mutually  satisfactorj',  although  there  are  exceptions  to 
this  rule  ;  but  you  come  to  ii  uu\ii  who  is  getting  his  dollar  a  day 
and  you  can't  reason  with  him,  as  a  rule,  about  percentages  and 
protits ;  take  such  men,  as  a  body,  nndei'stand  me,  when  the  time 
conios  to  pay  that  certain  percentage  I  undertake  to  say  that 
seventy  tivo  ])er  cent,  will  not  be  satisfied,  and  if  by  good  hick 
they  should  be  the  first  year,  long  bcjfore  the  next  dividend  day 
conu'S  round,  the  chances  are  tlie  labor  organization  to  which  he 
bclonirs  will  take  action  and  inform  j'ou  that  your  methods  are 
demorali/ing  the  men  in  other  factories,  and  j'ou  find  yourself  in 
hot  water. 

I  will  further  venture  one  remark  which,  in  my  opinion,  is  a 
practical  one,  and  that  is,  where  you  have  a  man  that  is  valuable 
and  wlnnn  you  ai)preciate,  give  him  an  oppoiiunity  to  understand 
and  believe  that  you  do  appreciate  him,  and  if  you  want  to  ex- 
press it  in  dollars  and  cents  there  is  not  one  of  us  who  would  not 
know  just  exactly  how  to  do  it  if  we  have  the  will. 

Mr,  01  In  Scott. — You  may  have  the  will  to  do  that,  but  you  may 
not  have  the  money.  I  have  been  thinking,  while  listening  to  the 
discussion,  that  this  body  here  is  a  representative  body,  perhaps 
such  as  cannot  bo  found  in  the  United  States  or  any  other  conn- 
try.  I  know  a  great  many  of  the  men  here  who  have  grown  up 
from  poor  boys  :  they  have  worked  their  way  up ;  if  they  have  any 
money  they  have  earned  it.  They  are  a  class  of  men,  who,  if  or- 
ganized as  these  laboring  men  organize,  and  should  go  on  a  strike, 
might  make  a  great  deal  of  trouble.  There  does  not  seem  to  be 
any  disposition  to  do  anything  of  the  kind,  and  I  don't  know  thafc 
anyone  but  myself  has  ever  thought  of  it.  Now,  I  know  that  the 
me(iting  of  this  body  is  going  to  be  looked  upon,  throughout  the 
whole  length  and  breadth  of  the  land,  as  a  body  that  represents  the 
labor  questi(ni,bec«iuso  they  are  laboring  men;  they  have  worked 
from  the  lowest  wages  up  to  tlie  highest.  Their  places  cannot  be 
filled  by  men  who  can  be  picked  up  in  the  country  for  a  long  time, 
and  they  have  a  right  to  speak  and  be  heard.  Now  these  questions 
that  come  up  here  before  this  meeting  are  becoming  so  namerous 
that  it  seems  to  me  they  ought  to  be  formidated  in  some  way ;  that 
an  (expression  like  that  of  the  House  of  Eepresentatives, or  some* 
thing  of  ihi)  kind,  should  be  adopted,  by  which  a  man  could  record 
his  vote  without  scrutiny,  if  desired,  and  let  it  be  known  that  what* 
is  vot(Hl  is  tli(^  expression  of  this  organization  on  this  question. 
Now,  this  hdjor  (jucsticm  is  before  this  meeting  to-day,  and  takes 
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precedence  of  all  others.  We  have  heard  the  expression  of  ont 
gentlemen  here,  who  has,  in  a  kindly,  good-natured  way,  consented 
i;o  make  an  experiment  with  his  operatives  and  see  how  it  works. 
That  has  been  done  a  great  many  times  before.  He  shows  his 
good-nature  by  doing  that.  Perhaps  his  good-will  toward  the 
-workiiigman  is  not  greater  than  that  of  others  here,  but  when  he 
says  the  workingman  should  not  take  the  risks  of  the  capitalist, 
"where  is  he  going  to  put  the  men  who  have  just  a  little  capital, 
and  who  start  in  manufacturing? 

Three  or  four  men  go  in  together ;  they  borrow  their  grand- 
jMother's  money  and  their  sister's  money,  and  they  get  a  little 
money  to  start,  and  employ  a  dozen  more  workmen ;  is  it  fair 
"to  say  to  those  workmen  :  You  go  and  do  the  best  you  can,  and 
Si  there  is  any  money  made  you  shall  have  so  much  extra,  no 
xuatter  if  it  does  take  grandmother's  money  and  sister's  money. 
INow,  there  are  thousands  of  shops  in  this  country  in  this  condi- 
tion. A  man  will  work  industriously  and  save  his  money,  and  just 
ais  soon  as  another  man  hears  the  chiuk  of  it  he  wants  to  get  it; 
^nd  that  is  so  with  these  labor  organizations.  I  have  been  a  work- 
mngman  and  I  worked  for  the  sraaUest  wages,  and  I  always  saved 
^noney.  Now,  you  might  just  as  well  take  this  bull  by  the  horns, 
WLnd  say  what  you  mean.  I  do  not  care  if  the  whole  afternoon  is 
^devoted  to  this  question  ;  if  anyone  has  anything  to  say,  I  would 
like  to  hear  it.  I  feel  as  though  I  would  like  to  see  this  thing  fought 
out  on  a  square  basis. 

Jlf/\  George  Z.  Fowler, — For  a  long  time  there  has  been  an  un- 
dercurrent in  the  minds  of  some  car  builders  and  master  mechan- 
ics that  tended  toward  the  advocacy  of  the  contract  system  of  re- 
'j^^airing  cars  and  locomotives,  but,  from  the  faint-hearted,  or  rather 
J  et  me  say  from  the  timid  way  in  which  the  case  has  been  presented, 
it  is  evident  that  these  gentlemen,  though  firm  in  their  convictions 
^hat  the  contract  is  the  correct  system  of  doing  the  work,  have 
Xiad  no  data,  taken  from  actual  practice,  to  support  the  claims 
^which  they  have  made  for  their  hobby.     They  say  that  it  is  all 
bright,  that  it  can  be  made  to  work,  and  that  if  time  were  taken, 
"the  plan  could  be  fully  elaborated.     Then  their  opponents  come 
<3own  upon  them  like  an  avalanche  ;  they  show  the  tremendous 
amount  of  detail  necessary ;  they  picture  the  expense  of  the  army 
of  clerks,  foremen,  and  inspectors  that  will  be  required,  and  the 
impossibility  of  getting  the  system  established  on  a  firm  and  satis- 
factory basis;  marching  out  of  the  discussion  with  flying  colors. 
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Moanwliilo  the  Peiinsvlvaniii  Kailroad  has  been  buildiug  up  a 
system  that  answers  ev(»rv  reqiihemeiit  that  the  most  bitter  oppo- 
nent eoiiUl  (h^maiKl.  They  have  put  into  actual  practice  a  system 
which,  for  the  siuipHcity  of  its  detail,  the  minuteness  of  its  specifi- 
cations, the  effectiveness  of  its  action,  and  the  general  satisfaction 
that  it  gives  to  all  of  the  parties  concerned,  exceeds  the  bounds  of 
what  would  oiwi)  have  been  considered  possible,  and  demoustrates, 
in  the  cit rarest  manner,  its  perfect  practicability  and  desirability. 

To  ]>erfeet  and  develop  such  a  system  two  things  are  required: 
honesty  and  a  strict  attention  to  the  cost  under  the  system  of  daily 
wages.  The  last  nnist  receive  the  first  attention.  For  yeai'S  the 
rate  of  wages  nuist  be  studied,  and  a  system  of  time-keeping  es- 
tablished which  is  minute  in  its  detail.  The  men  must  be  required 
to  give  in,  each  day,  the  time  occupied  in  eveiy  move  that  they 
make.  Not  a  bolt  should  be  driven  nor  a  nut  tightened  that  does 
not  reireive  the  due  charge  of  time  that  belongs  to  it.  The 
bookkei  i>ers  miist  separate  each  item,  and  classify  and  re-classify 
until  sonic 5  order  seems  to  appear  out  of  the  chaos  of  data  that 
flows  in  upon  the  office.  Waste  of  time  must  be  watched  and  the 
actual  tim(^  expended  in  doing  the  work  determined.  I  am  speak- 
ing, it  will  be  understood,  more  particidarly  of  the  repairs  of  rail- 
road work  or  of  a  general  job  shop  than  of  those  places  where  there 
is  a  s})eci;d  lir.e  of  manufacture ;  in  these  cases  the  scheduling  of 
the  prices  for  piece  work  will  be  comparatively  easy. 

This  carcfid  watching  was  carried  into  every  detail  by  the 
Pennsylvania  Railroad.  They  learned  not  only  how  long  it  took 
to  make  the  rocker  arm  of  an  engine  as  a  whole,  but  the  expense 
for  each  and  every  step  was  noted ;  the  time  required  to  forge, 
to  centcir,  to  lay  off,  to  turn,  to  mill  the  edges,  to  chip  or  mill  the 
bosses,  to  l)ore  the  j)in  holes,  to  ream  them  out,  to  bore  the  bush- 
ing, to  fit  and  t^)  case-harden  the  same,  to  put  it  in  position  and 
to  connect  the  rods  and  links.  C-ar  details  were  kept  with  an 
equal  strictness.  The  sills  were  watched  with  careful  scrutiny. 
A  mcmorandiim  \vas  taken  of  the  time  'required  by  the  men  to 
carry  the  stick  from  the  lumber  pile  to  the  planer,  also  that  oc- 
cupied in  facing  and  dressing,  laying  out,  cutting  the  tenons, 
boring  the  hol(>s,  and  putting  in  position. 

Are  you  frightened  by  these  few  examples  that  are  given? 
Well,  the  same  detail  and  attention  must  be  given  not  only  to 
the  sills  and  rockers,  but  to  posts,  carlines,  plates,  sheathing,  rods, 
transoms,  tiiicks,  to  guides,  connections,  links,  eccentrics,  cylin- 
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<3ers  and  pins,  to  every  bolt  and  screw  in  all  of  the  complication 
<Dt  a  car  or  engine.  When  all  this  had  been  done,  there  was  a 
xnass  of  matter  which  had  to  be  sifted,  sorted,  and  arranged  until 
tihe  whole  was  in  that  perfect  order  that  was  demanded  before  it 
C30uld  be  put  into  use. 

The  time  required  to  turn  the  crank  pins  on  a  switcher  and  a 
xnogul  were  compared,  and,  if  possible,  were  classified  as  one. 
T^bis  is  Init  a  single  instance,  but  comparisons  of  like  and  like 
Xiad  to  be  made  on  every  hand  and  the  whole  reduced  to  the 
smallest  compass. 

The  car  repairs  were  undertaken  first,  for  they  did  not  present 
so  many  pieces  to  be  counted  and  estimated  as  the  locomotive. 
The  construction  of  the  freight  cars,  though  varying  greatly, 
"Was  still  found  to  be  similar  enough  to  be  classified  together. 

When  all  this  had  been  done,  the  honest  purpose  of  tlie  master 
laad  to  appear.  Under  the  old  system  the  men  have  been  paid 
for  the  time  which  they  spend  about  the  shops  and  yards  as  well 
SIS  for  the  work  performed.  Two  inducements  must  exist  before 
"tihe  change  can  be  made.  The  men  should  receive  more  pay  for 
"tihe  time  they  spend  ;  the  company  should  receive  more  work  for 
"the  money  it  expends.  If  these  two  results  are  accomplished,  it 
^oes  without  saying  that  both  parties  will  be  content.  But  the 
grasping  of  the  corporation  must  be  restrained,  and  its  manage- 
xxient  should  not  look  to  the  wages  paid  to  its  men  as  individ- 
xials,  and  think  that  it  costs  them  twenty-five  per  cent,  more  per 
xnan,  be  he  laborer  or  foreman,  than  it  does  a  competitor.  But 
it  should  look  at  the  total  cost  and  see  that  it  is  paying  from 
fifteen  to  twenty  per  cent,  less  for  certain  work  than  the  neigh- 
Tz)or,  whose  men  are  earning  less  per  capita. 

This  requires  a  strong  and  sterling  honesty.     The  temptation 

to  cut  and  grind  must  bo  resisted  with  a  "get  thee  behind  me, 

Satan,"  and  the  men  be  made  to  feel  that  they  have  their  own 

fortunes  in  their  hands,  and  that  the  disposition  to  make  them 

slaves  does  not  exist. 

Cutting  can  be  done,  and  must  be  done  to  make  the  system 
pay,  but  not  so  as  to  prevent  the  men  earning  increased  wages. 
This  must  be  governed  by  circumstances  and  the  knowledge  that 
the  master  has  of  the  detail  work  be  brought  to  play. 

Wlien  tlie  rates  are  once  made  they  must  be  enforced.  The 
men  can  work  in  gangs,  and  schedule  rates  be  given  to  the  whole. 
Sometimes  a  gang  will  be  composed  of  laborers,  apprentices,  and 
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machinists.  lu  the  system  under  consideration,  the  apprentices 
get  a  fixed  sum  per  day,  according  to  the  year  of  his  appren- 
ticeship; and  wlien  he  works  in  a  gang  the  latter  must  pay  his 
wages,  whiki  all  that  he  earns  at  schedule  rates  goes  to  the 
gang.  The  receipts  of  each  member  of  the  gang  are  proportioned 
at  a  certain  rate  of  daily  wages.  For  instance,  if  a  gang  is  com- 
posed of  four  laliorers,  a  second-year  apprentice  and  two  ma- 
cliinists,  tie  laborer  will  be  rated  at  §1.25  per  day,  the  appren- 
tice at  iiini^ty  cents,  and  the  machinist  at  82.40.  The  wages  for 
the  gang,  discarding  apprentices,  will  be  $9.80,  of  which  $5  is  for 
the  laborers.  A  division  will  give  5L  per  cent,  for  labor  and  49 
per  cent,  for  the  machinist.  Then  at  the  end  of  the  month,  if 
the  schedule  dues  are  8340,  the  apprentice  gets  ninety  cents  per 
da}'  for  say  twenty-five  days,  or  $22.50,  leaving  $317.50  for  the 
rest.  Then  51  per  cent,  of  this,  or  §161.92,  belongs  to  the 
laborers,  or  810.48  each,  netting  them  nearly  81.62  per  day.  The 
machinists  receive  877.79,  or  over  83.11  per  day.  These  are 
not  exceptional  wages. 

This  ('alculation  is  complicated  to  a  slight  extent  by  absence  or 
tardiness  in  gang  work,  but  very  little,  as  each  man  is  paid  j^ro 
rata  for  the  time  that  he  works. 

The  method  employed  is  to  work  in  gangs  to  a  certain  extent. 
Piece  work  is  now  universal  on  the  road  in  question.  The  men 
writ(i  on  a  common  slip  of  paper  every  night  what  they  have 
done ;  this  is  ( ).K'd  by  the  foreman  and  handed  to  the  timekeeper. 
The  schedule  rate  for  each  item  is  credited  to  the  proper  man, 
and  the  work  is  done.  In  shops  employing  from  four  to  five 
hundred  men,  thnie  timekeepers  do  all  the  work  required. 

I  have  given  some  of  the  details  for  the  machine  and  car- 
penter work.  Those  for  labor  are  fully  as  complete.  It  is  neces- 
saiy  to  have  a  system  for  handling  material,  and  to  have  a  place 
for  everything  and  to  keep  everything  in  its  place.  So,  in  the 
case  of  a  railroad  shop,  we  have  a  stornge  track  for  drivers, 
another  for  fi*ont  truck  wheels,  another  for  tender  wheels  and 
axles,  and  th(^  same  for  cars.  A  gang  is  given  a  certain  price 
for  taking  a  pair  of  drivers  from  the  storage  track  to  the  lathe, 
the  ere('ting  fioor,  or  x:u:e  versa.  The  price  is  fixed  for  handling 
axles,  castings,  boiler  plates  and  cinders,  for  jacking  up  an  engine 
or  a  (?ar,  for  taking  out  a  pair  of  wheels,  and  for  every  step 
that  a  man  mav  take  about  his  work. 

Inspectors  arc  emj^loyed  to  suj^eiTise  and  pass  upon  the  work. 
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These  men  are  paid  a  stated  sum  per  month.  The  foremen 
are  also  paid  by  the  month.  Gang  foremen  are,  however,  paid 
by  the  amount  of  work  that  the  gang  performs,  and  at  stated 
limes.  For  instance,  the  foreman  of  the  erecting  gang  receives 
a  fixed  amount  for  taking  an  engine  into  the  shop,  jacking  it  up, 
stripping  it,  erecting,  taking  to  the  paint  shop  and  getting  it  out 
upon  the  road.  One  quarter  is  due  when  the  engine  is  stripped, 
another  when  it  is  set  up,  the  third  when  it  is  run  into  the  paint 
shop,  and  the  Last  when  it  is  ready  for  the  road.  The  men, 
meantime,  are  paid  for  the  work  they  perform ;  this  keeps  the 
foreman  from  neglecting  the  work  that  he  has  in  hand.  If  he  were 
paid  only  when  the  work  is  done  he  would  be  apt  to  rush  one 
engine  through  to  the  neglect  of  all  others;  but  as  he  gets  his 
pay  on  the  instalment  plan,  he  can  afford  to  carry  on  several  at  a 
time.  When  the  engine  is  set  up  he  gets  one-half  the  schedule, 
but  to  prevent  neglect  the  remainder  is  held  back  until  he  puts 
the  locomotive  in  the  painters'  hands.  However,  if  the  paint 
shop  is  full  he  gets  his  pay  before,  as  the  company  do  not  hold 
liim  responsible  for  their  own  lack  of  space.  The  car  work  is 
done  on  the  same  principle  and  the  work  scheduled  in  the  same 
way. 

The  effect  of  the  system  is  an  interesting  social  study.  Men 
work  for  themselves,  and  their  pay  is  due  to  skill  alone.  The  in- 
justice of  an  arbitrary  rating  is  done  away,  and  the  poorer  class 
must  fall  below  their  fellows.  At  first  the  system  was  met  with  a 
tooth-and-nail  opposition,  and  the  schedule  was  denounced  as  a 
30i'poration  steal.  A  strike  took  place,  but  one  by  one  the  men 
3ame  back  and  were  surprised  to  find  their  pay  increased  from  25 
t:o  30  per  cent.  After  this  they  discovered  ways  and  means  to 
hasten  work ;  they  keep  a  double  set  of  tools  on  hand  so  that  the 
lathes  are  always  at  work  ;  they  do  not  take  an  aimless  walk,  and 
stand  and  talk  ;  they  carry  what  they  want  to  their  lathes,  and  do 
not  wait  for  a  laborer  to  do  their  errands.  Besides  this,  they  help 
Bach  other,  and  do  not  waste  their  time.  If  there  is  work  to  do, 
they  spring  to  with  a  will.  You  see  no  difference,  whether  the 
master  is  at  hand  or  not,  and  if  he  speaks  to  any  man,  the  latter 
seems  to  be  in  a  hurry  to  get  away  to  work. 

I  called  attention  to  the  industry  of  the  laborers  in  the  remarks 
that  I  made  on  this  same  subject  at  the  meeting  of  the  association 
in  New  York  last  fall. 

The  opposition  that  was  met  at  first  has  entirely  disappeared, 
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and  now  the  op|>o.site  obtains.  Once  in  a  while  a  piece  of  work 
conios  u})  for  nliicli  there  is  no  schedule  rate.  The  man  to  whom 
it  is  assigned  will  immediately  ask  for  piece  work.  The  foreman 
can  then  make  a  bargain  for  the  job. 

Tiic  Ik'xibility  of  the  schtuliile  rates  is  shown  in  other  ways. 
Then?  iin>,  for  instance,  certain  lathes  equipped  for  axle  work  and 
the  sc'lu'dide  is  made  to  fit  them.  If,  however,  a  press  of  work 
conies  in,  and  other  lathes,  less  suited  to  the  purpose,  are  called 
into  action,  the  men  who  run  the  inferior  tools  are  allowed  a  higher 
rate  per  piece.  Then,  too,  if  a  man  runs  two  lathes,  his  rate  per 
l>iece  is  cut  awa},  and  he  gets  only  a  two-thirds  rate,  although  this 
gives  an  increase  in  the  rate  i>er  day  in  every  case. 

Tlie  tffcft  on  wages  has  been  to  send  them  up,  and  it  is  rare 
to  find  a  man  that  does  not  earn  more  than  when  the  daily  pay 
was  ^riven.  This  increase  varies  with  the  man  and  the  work  that 
he  has  to  do,  from  25  to  i]0  per  cent. 

On  the  other  hand,  the  effect  on  cost  is  to  cut  away.  In  the 
case  in  hand  it  has  been  shown  to  be  more  than  20  per  cent,  saved 
in  tli«^  work  done,  as  compared  with  the  cost  under  the  old  system 
of  daily  i>a3'. 

This  is  an  outline  of  the  i)lan.  The  details  are  innumerable  to 
start  with  J  but  when  once  established  and  the  system  put  in  oper- 
ation, this  detail  seems  to  "vanish  like  the  breath  into  the  wind," 
and  the  works  to  run  themselves.  There  can  be  no  pros  And  cons 
where  demonstration  such  as  I  have  shown  lies  ready  to  the  hand. 
The  advantag(^s  are  overwhelming  and  cover  the  only  vital  points 
at  issue.  The  men  want  increased  pay  and  get  it ;  the  company 
wants  decreased  cost  and  that  is  given  them ;  and  then,  to  clinch 
the  matter  and  bind  it  fast,  neither  party  would  in  any  way  con- 
sent to  give  it  up.  Its  i)racticability  is  fully  demonstrated  by  ex- 
jK'ricnce  and  practice.  Injustice  in  rating  is  done  away  with ;  the 
better  cluss  of  men  will  be  allowed  to  rise  and  make  the  pay  that 
they  deserve ;  the  leveling  process  which  seems  to  be  the  aim  of 
strikes  will  disappear;  the  poiirer  men  will  have  to  give  way  to 
tliose  that  are  better,  and,  distresshig  as  it  may  be  to  the  kind- 
hearted  })hilanthroi)ist  or  social  reformer,  the  great  law  of  the  sur- 
vival of  the  fittest  will  be  fully  exemi)lified. 

And  now  but  one  word  more :  This  svstem  cannot  be  estab- 
lished  in  a  day,  but  time  and  care  will  furnish  every  requisite ;  and 
tli<?n,  when  once  the  work  is  done,  one-half  of  the  problems  of  the 
labor  (piestion  will  be  solved,  the  work  of  keeping  shop  accounts 
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be  greatly  simplified,  and  satisfaction  take  the  place  of  discontent 
on  every  hand.  But  remember,  when  the  scheme  is  once  assumed, 
be  honest  with  your  men  and  do  not  try  and  squeeze  the  sponge 
too  dty. 

Mi\  Daniel  Ashwarth. — I  do  not  believe  that  the  great  source 
of  failures  on  the  part  of  piece  work  and  profit-sharing  emanates 
from  the  employer.  We  can  find  many  cases  in  the  history  of 
this  question  where  it  has  been  directly  the  opposite,  and  the  last 
words  of  that  communication  touched  that  very  point.  K  we  en- 
ter into  a  contract  of  this  kind  with  our  operatives  with  that  sin- 
cerity and  that  good  feeling,  which  has  been  referred  to  by  Mr. 
Stirling,  I  believe  that  it  will  be  successful.  But  when  this  is 
put  in  operation  and  when  the  result  is  not  favorable,  in  nine  cases 
out  of  ten  there  has  been  a  disposition  to  rearrange  the  pro- 
gramme. It  is  like  the  story  of  the  distribution  of  prize  money  in 
the  Navy — it  was  sifted  through  a  ladder  ;  that  which  remained 
on  the  rungs  was  for  the  men  ;  that  which  fell  through  was  for  the 
oflScers. 

Again  I  have  known  of  many  establishments  that  have  entered 
into  this  field  with  a  view  of  each  having  a  financial  interest  in  it. 
That  has  been  eminently  successful  in  many  sections  of  the  coun- 
try. In  western  Pennsylvania  that  system  is  flourishing ;  but 
i:here  have  been  cases  where  it  has  failed  almost  on  the  same  basis 
by  the  process  of  reconstruction.  I  believe  that  Mr.  Towne  ynW 
succeed  in  his  plan.  I  say  that  profit-sharing  is  the  quintessence 
of  justice  and  is  bonnd  to  succeed,  depending  entirely  upon  the 
spirit  of  those  controlling  it. 

Mr.  C/ias,  Jt,  Emei^, — It  may  be  of  interest  to  the  members  of 
ihe  society  to  know  the  method  adopted,  after  the  strike  of  the 
!New  York  Steam  Company,  in  March,  1836,  to  make  it  to  the  in- 
terest of  the  men  to  remain  faithful  to  their  trusts  and  resist  the 
l)landishments  of  the  labor  organizers  and  walking  delegates. 
Trom  the  language  used  by  many  here,  I  do  not  think  they  have 
been  through  a  well-organized  strike.  Wlien  you  find  men  wlio  have 
i3ot  only  l)cen  well  treated,  but  are  willing  to  acknowledge  it  and 
say  that  it  is  not  a  (juestion  of  wages,  and  yet  yield  to  the  bland- 
ishments of  the  labor  organizers  and  strike  simply  and  only  to 
iorce  employers  to  become  what  they  call  '*  union  shops,"  and  em- 
ploy only  union  labor,  and  perhaps  insist  that  old,  well-tried  fore- 
men and  employees  should  be  dismissed  because  they  have  hin- 
dered them  in  their  plans  for  freely  organizing  the  men,  then,  in- 
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deed,  it  is  iiecessaiy  to  stand  out  and  say  to  the  men  tl)at  30U  will 
have  none  of  it.  Such  a  eonibiuation  must  be  completely  beaten 
ill  order  that  the  parties  attacked  may  ever  have  immunity  from 
similar  difficulties.  An  attack  as  unreasonable  and  wicked  as  this 
was  made  on  the  New  York  Steam  Company.  Nine-tenths  of  its 
eni]>loyees  at  its  boiler  station  left  their  work  without  notice,  and 
8,n00  liorso-power  of  boilers  in  full  blast,  under  80  poumls  steam 
pressure,  were  left  to  tlie  attention  of  only  two  men  who  remained 
faithful  to  their  tiiist.  Fortunately  there  were  avaiLd)]e  young 
educated  engineers,  bookkeepei's,  and  loyal  men  in  other  depait- 
nients,  who  hastily  assembled  and  kept  up  the  steam  pres.sure  until 
other  labor  was  i)rc)u<i;ht  in  to  release  them,  and,  after  the  usual 
month's  siege,  feeding  and  bunking  men  in  the  establish- 
ment, and  carrying  (jn  necessary  operations  on  the  street,  sub- 
ject to  intimidation  and  violence,  the  strikers  were  dispersed  and 
not  one  of  them  has  since  been  re-employed.  In  order  to  make 
it  for  the  interest  of  new  men  to  remain,  each  one  was  required  to 
deposit  §50,  which  was  to  be  forfeited  in  case  a  sufficient  number 
of  men  went  out  together  to  show  any  signs  of  a  conspiracy,  though 
of  course,  any  man  could  leave  at  any  time  and  draw  out  his  money 
by  mutual  consent.  Each  man  entered  into  a  regular  contract,  in 
which  it  was  agreed  that  the  interest  of  the  money  should  be  used 
as  a  nucleus  of  a  benevolent  fund  for  sick  and  injured  employees. 
The  amount  deposited  acted  as  a  check  in  two  ways;  lirst,  a  man 
did  not  wMsh  to  lose  his  money ;  and  second,  he  coidd  use  tliis  as  an 
argument  to  bluff  the  labor  organizers.  In  case  of  sickness  in  the 
famil}'  of  one  of  the  trusted  employees,  it  has  been  the  habit  to 
permit  him  to  withdraw  his  deposit,  and  to  restore  it  again  by  in- 
stahucnts  from  his  weekly  wages.  In  fact,  the  fund  was  mostly  ac- 
crued on  the  instalment  plan  in  this  way.  The  men  look  upon  their 
deposit  as  a  sort  of  savings  bank,  they  are  more  willing  to  learn 
our  ways,  and  try  to  secure  economy  of  fuel,  and  the  plan  works  in 
every  respect  satisfactoril}-. 

^ly  previous  remarks  on  this  subject  are  apparently  in  antago- 
nism to  the  greater  part  of  what  has  been  said  here;  but 
as  one  who  has  been  through  a  difficulty  without  a  particle 
of  reason  in  it,  I  have  felt  it  my  duty  to  say  what  I  have, 
that  all  may  be  }>repared  for  what,  under  present  conditions, 
is  sure  to  come  to  many  here  present.  Something  without 
foundati(m  will  bo  brought  up,  no  matter  how  much  good  feel- 
ing is  established,  which  will  cause  the  men  to  injure  the  interests 
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of  their  best  friends  to  avoid  what  is  called  "  antagouizing  the  in- 
terests of  labor."  Notwithstanding  checks  in  various  localities, 
the  labor  difficulty  is  like  an  epidemic  spreading  through  the  coun- 
try. If  what  Mr.  Towne  has  intimated,  or  any  such  remedy,  will 
prevent  the  spread  of  this  epidemic,  we  say  God-speed.  At  the 
same  time  we  say  that  if  you  are  attacked  without  reason  by  mis- 
guided men,  under  the  direction  of  labor  organizers  or  walking 
delegates,  many  of  them  of  bad  character,  and  all  of  them  work- 
ing on  bad  principles,  it  will  be  necessary,  for  your  own  existence^ 
to  resist,  and  until  the  power  of  such  men  is  broken  your  business 
can  not  go  on,  and  there  will  be  no  rational  way  by  which  you  can 
deal  with  your  employees. 

Mr.  AUaii  Stii'ling, — Mr.  Emery's  last  remark  has  stirred  the 
blood  in  my  veins  a  little,  and  I  rise  again.     The  remarks  that  I 
made  were  the  result  of  much  experience  and  observation  on  this 
subject.     I  have  been  through  one  of  the  worst  strikes  in  the  coun- 
try.    I  was  in  charge  of  the  engineering  department  of  one  of  the 
large  works  of  the  country,  when  they  started,  after  a  six  months' 
strike.     They  were  started  by  bringing  a  large  number  of  Pinker* 
ton  detectives  and  posting  them  around  the  works.     Operatives 
from  distant  points  were  brought  by  rail  directly  inside  the  works. 
The  machine  shops  were  given  up  for  bunks  for  the  operatives,  my 
office  was  used  as  a  bedroom.     If  a  workman  strayed  outside  of 
the  line  of  soldiers  he  was  pretty  sure  to  be  shot.     I  went  through 
all  of  that  for  a  time.     Finally  the  matter  was  arranged.     I  have 
iad  a  good  deal  to  do  with  companies,  and  with  some  that  have 
treated  their  men  fairly  and  generously  and  in  a  kindly  spirit,  so 
that  the  men  knew  that  their  employers  were  feeling  kindly  to 
them,  and  I  would  simply  repeat  what  I  said  before,  that  after  a 
great  deal  of  observation  with  strikes  and  without  strikes,  I  am 
perfectly  satisfied  that  if  employers  will  have  this  kindly  feeling 
ijo  their   men   and  show   it  by  their   actions,  and,  as  has  been 
stated,  not  squeeze  the  sponge  too  dry,  there  will  be  very  little 
trouble. 

Mr,  Thomas  J,  Borden. — The  points  in  discussion  have  been 
applicable  chiefly  to  cases  where  only  single  establishments  were 
located,  and  the  relations  between  employer  and  employees  were 
not  aflected  by  complications  with  others  in  similar  business  near 
by  them.  It  is  a  matter  of  common  observation  that  all  large 
lines  of  manufacturing  and  mechanical  business  tend  to  concen- 
trate in  certain  localities. 
43 
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the  same  time,  can  be  adapted  to  domestic  use,  without  revola- 
tionizing  existing  fittings,  involving  skilled  supervision,  or  entail- 
ing heavy  first  cost  and  expensive  maintenance. 

Tlie  sueeossful  solution  of  this  problem  involves  so  many  diffi- 
eulti(*s  that  it  would,  at  first  sight,  appear  to  be  almost  hopeless. 
But  though,  in  its  present  phase,  it  has  ©nly  recently  attracted  the 
attention  of  inventors,  there  are  already  two  systems  before  the 
piiblic  which,  if  they  fall  short  of  all  requirements,  at  least  demon- 
strate the  practicability  of  the  principle,  and  render  it  probable 
that  incandescence  illumination  by  means  of  gas  will  before  long 
become  a  generally-used  means  of  domestic  and  even  of  public 
lighting. 

Oxijlnifl  roijen  Li  (/lit — Since  182(),  when  Drummond  first  flashed 
signals  with  the  oxyliydrogen  light,  numerous  schemes  on  the  same 
lines  have  been  proposed  for  obtaining  high  degrees  of  illumina- 
ti(m,  but  none  of  them  have  been  suitable  for  anything  but  special 
and  intermittent  purposes.  Apart  from  other  practical  objections, 
any  systi^m  which  involved  the  use  of  oxygen  for  general  lighting 
purposes  was  bound  to  fail,  partly  on  account  of  the  cost  of  oxy- 
gen, but  chiefl}*  because  a  double  system  of  mains  and  service  pipes 
was  required  to  carry  the  two  gases  to  the  burners. 

Since  Tessie  du  Motay's  experiments  in  public  lighting  in  London, 
Paris,  and  Brussels,  about  1872,  when  a  combined  supply  of  oxygen 
and  co/iimo!i  gas  was  used,  tlie  former  objection  has  been  recently  re- 
moved to  a  certain  extent  b}'  a  cheaper  process  for  producing  oxygen, 
the  manufacturers  claiming  that  they  can  supply  it  commerciaUy  for 
about  §15  per  1000  feet.  Experiments  are  in  fact  still  in  pr(^ess 
on  the  jMt^tropolitan  District  Railway,  with  a  view  to  utilizing  the 
oxyliydrogen  hght  for  tr.iiu  illumination.  A  number  of  small  diffi- 
cultii'S,  however,  a])pear  to  cnmbine  to  render  the  idea  impracti- 
cable*, such  as  faihu'e  of  the  incandescent  medium,  irregularity  in 
the  light  produced,  impossibility  to  maintain  a  constantly  uniform 
mixture  of  the  gases,  and  so  forth.  In  this  connection  it  may  be 
mentioned  that  in  May,  1868,  Tessie  du  Motay  obtained  a  patent 
in  England  for  the  prciparation  and  use  of  zirconia  in  a  com- 
pressed form  as  an  incandescing  medium,  but  no  practical  results 
followed  beyond  the  temj^orary  ones  above  refeiTed  to. 

Px'fore  any  inipn^ved  means  of  illumination  adapted  for  gen- 
eral domestic?  purposes  can  be  considered  successful,  a  variety  of 
ditlicult  and  contlicting  conditions  must  be  fulfilled,  some  of  which 
are  as  follows : 
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GASLIGHTING  BY  INCANDESCENCE. 

BT  JAMS8  DREDGE,  LONDON,  ENGLAND, 

(Honorary  Member  of  the  Society). 

There  are  many  reasons  why  progress  in  the  general  applica- 
tion of  the  electric  light — especially  as  regards  its  domestic  use 
— has  been  far  less  rapid  in  England  than  in  the  United  States,  but 
only  three  of  the  various  causes  need  be  referred  to  here — specula- 
iive  financiering,  repressive  legislation,  and  cheap  gas.  The  chill- 
ing effect  of  the  prolonged  excitement,  which  commenced  about 
1878,  when  the  wildest  dreams  of  inventors  were  converted  into 
golden  realities  by  company  promoters  and  stock  operators,  to  the 
xiltimate  disappointment  and  ruin  of  thousands  of  credulous  in- 
vestors, will  pass  away ;  legislation,  which,  with  the  best  possible 
intentions,  was  devised,  as  if  designedly,  to  place  impediments  in 
the  way  of  enterprise,  and  so  set  up  a  barrier  to  the  advancement 
of  electric  lighting  from  central  stations,  is  now  being  modified, 
and  may  be  regarded  as  a  temporary  difficulty.  But  the  low  price 
at  which  gas  is  distributed  in  England,  varying  from  30  cents  per 
1,000  cubic  feet  to  75  cents,  constitutes  the  most  formidable  antag- 
onist to  the  more  modern  and  luxurious  fonn  of  illumination  ;  the 
more  so  because,  with  improved  and  economical  methods  of  pro- 
ducing currents  suitable  for  lighting  purposes,  the  price  of  gas  can 
be  still  further  reduced,  so  that,  in  England,  it  may  be  predicted 
that,  so  far  as  cost  is  concerned,  it  will  always  defy  competition 
from  the  electric  light  for  general  house  illumination. 

For  several  years  past,  however,  the  public  has  become  famil- 
iar wdth  higher  standards  of  illumination  than  of  old,  and  the  pure, 
steady  brilliance  of  the  incandescent  lamp  has  thrown  the  pulsat- 
ing gas  flame  somewhat  in  the  shade.  So,  while  it  is  recognized 
that  the  change  to  electric  lighting  is,  except  for  the  rich,  for  some 
years  to  come,  at  all  events,  an  impossibility,  there  is  a  universal 
demand  for  a  system  of  illumination  which  shall  approximate  in 
steadiness  and  brilliaiic}'  to  the  incandescent  light,  and  which,  at 
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the  same  time,  can  be  adapted  to  domestic  use,  without  revola- 
tionizing  existing  fittings,  involving  skilled  supervision,  or  entail- 
ing heavy  first  cost  and  expensive  maintenance. 

The  suecossfnl  solution  of  this  problem  involves  so  many  diflB- 
eulties  that  it  would,  at  first  sight,  appear  to  be  almost  hopeless. 
But  tliou<rh,  in  its  present  phase,  it  has  ©nly  recently  attracted  the 
attention  of  inventors,  there  are  already  two  systems  before  the 
public  which,  if  they  fall  short  of  all  requirements,  at  least  demon- 
strate the  practicability  of  the  principle,  and  render  it  probable 
that  incandescence  illumination  by  means  of  gas  will  before  long 
become  a  generally-used  means  of  domestic  and  even  of  public 
lighting. 

(Xvi/liydrofjcn  Lhjhi, — Since  182(5,  when  Drummond  first  flashed 
signals  with  the  oxyhydrogcn  light,  numerous  schemes  on  the  same 
linos  have  been  proposed  for  obtaining  high  degrees  of  illumina- 
tion, but  none  of  them  have  been  suitable  for  anything  but  special 
and  intermittent  pnri)oses.  Apart  from  other  practical  objections, 
any  syst(»m  which  involved  the  use  of  oxygen  for  general  lighting 
purposes  was  bound  to  fail,  partly  on  accoimt  of  the  cost  of  oxy- 
gen, but  chiofl}'  because  a  double  system  of  mains  and  service  pipes 
was  required  to  carry  the  two  gases  to  the  burners. 

Since  Tessie  du  Motay's  ex[)eriments  in  public  lighting  in  London, 
Paris,  and  Brussels,  about  1872,  when  a  combined  supply  of  oz3'gen 
and  common  gas  was  used,  the  former  objection  has  been  recently  re- 
moved to  a  contain  extent  by  a  cheaper  process  for  producing  oxygen, 
the  manufacturers  claiming  that  they  can  supply  it  commercially  for 
about  ^lo  per  1000  feet.  Experiments  are  in  fact  still  in  pn^ess 
on  the  MetropoHtan  District  Railway,  with  a  view  to  utilizing  the 
oxyhydrogcn  light  for  tr.iin  illamination.  A  number  of  small  diffi- 
cultit^s,  however,  appear  to  combine  to  render  the  idea  impracti- 
cable, such  as  failure  of  the  incandescent  medium,  irregularity  in 
the  light  produced,  impossibility  to  maintain  a  constantly  uniform 
mixture  of  the  gases,  and  so  forth.  In  this  connection  it  may  be 
mentioned  that  in  May,  18()8,  Tessie  du  Motay  obtained  a  patent 
in  Engbind  for  the  i:)reparation  and  use  of  zirconia  in  a  com- 
pressed form  as  an  incandescing  medium,  but  no  practical  results 
followed  beyond  the  temjiorary  ones  above  refeiTed  to. 

]]oforo  any  improved  means  of  illumination  adapted  for  gen- 
oral  domestic  piirposes  can  be  considered  successful,  a  variety  of 
diflicult  and  conflicting  conditions  must  be  fulfilled,  some  of  which 
are  as  follows : 
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1.  Existing  fitfciugs  sbould  not  be  interfered  witli,  excepting  so 
far  as  bnrners'and  their  adjuncts  are  concerned,  and  no  separate 
system  of  service  pipes  must  be  required. 

2.  The  system  must  give  a  better  and  steadier  light  than  the 
ordinary  gas  flame ;  in  other  words,  the  inducement  to  employ  it 
must  be  obvious  and  decided. 

3.  The  cost  of  new  fittings,  and  of  altering  existing  ones,  must 
be  moderate. 

4.  The  management  of  the  system  must  be  as  simple  as  that 
required  for  gas,  facility  of  breakage  or  derangement  must  be  im- 
possible, and  the  duration  of  the  lighting  medium  must  be  so  great 
that  the  cost  of  renewals  (which  must  in  any  case  be  insignificant) 
should  be  inappreciable. 

5.  The  consumption  of  gas  must  not  be  increased,  but,  on  the 
contrary,  a  very  marked  saving  either  in  consumption  or  its  equiv- 
alent in  increased  light  must  be  secured. 

6.  The  combustion  of  the  gas  burned  must  be  more  perfect 
than  at  the  ordinary  gas  burner,  in  order  to  reduce  to  a  marked 
degree  the  objectionable  and  destructive  effect  of  gas  consumed 
in  dwellings. 

7.  The  light  obtained  must  remain  constant,  and  not  deterio- 
rate with  the  use  of  the  illuminating  medium. 

The  foregoing  are  all  probably  the  important  requirements  atten- 
dant upon  successful  system  of  gas  lighting  by  incandescence,  and 
if  tliey  can  be  fulfilled,  there  is  no  doubt  that  the  introduction  of 
electric  light  for  domestic  uses  would  be  indefinitely  postponed  in 
countries  where  gas  is  produced  and  sold  cheaply. 

Auer  von  Welshach, — About  eighteen  months  since  considerable 
interest  was  excited  by  reports  coming  from  Vienna  that  an  Aus- 
trian physicist,  Professor  Auer  von  Welsbach,  had,  after  long  ex- 
periment, succeeded  in  producing  an  exceedingly  thin  hood  or 
mantle  of  zirconium  oxide,  capable  of  receiving  a  high  degree  of 
incandescence,  when  submitted  to  the  action  of  heat,  without  be- 
coming disintegrated,  and  of  sufficient  strength  to  resist  the  ordi- 
nary shocks  of  service.  Naturally  enough  the  first  stories  that 
were  set  afloat  as  to  the  remarkable  nature  of  this  method  of  illu- 
mination, called  subsequently  for  considerable  discount,  but  when 
all  allowances  had  been  made,  it  became  evident  that  Professor 
Auer  von  Welsbach  had  devised  a  beautiful  means  of  utilizing  the 
long-known  proj^erty  of  zirconium,  and  had  partially  elaborated  a 
system  that  promises  to  have  before  it  a  certain  field  of  usefulness. 
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The  Englisli  patents  bearing  on  this  particular  invention,  so  ftir 
as  thoy  are  made  public,  are  dated  December  12, 1885,  March  13, 
1886,  and  July  29  of  the  same  year. 

In  tlie  first  spcciti cation,  which  is  the  only  one  that  calls  for 
consideration  here,  it  is  set  forth  by  Professor  Welsbach  that  his 
invention  relates  to  the  manufacture  of  an  illuminant  appliance 
in  tlie  form  of  a  hood,  rendered  iticandescent  by  gas  or  other  burn- 
ers. The  proportions  of  the  substances  used  for  impregnating  the 
hood,  as  already  described,  are  given  as  follows : 

60  per  cent,  zirconia  or  oxide  of  zirconium. 
20        '*        oxide  of  lanthanum. 
20        *'  *'     yttrium. 

or,  as  an  alternative : 

50  per  cent,  zirconia. 

60         **         oxide  of  lanthanum. 

Thfe  claim  in  this  specification  runs  as  follows :  ''The  manu- 
facture, substantially  as  herein  described,  of  an  illuminant  appli- 
ance for  gas  or  otlier  burners,  consisting  of  a  cap  or  hood  made 
of  fabric  impregnated  with  the  substances  mentioned  and  treated 
as  set  forth." 

It  is  to  bo  regretted  that  although  nearly  a  year  and  a  half  have 
elapsed  since  Professor  Welsbach's  arrangement  excited  scientific 
interest,  but  little  has  been  done  in  practice,  and  the  only  available 
results  are  those  obtained  from  the  laboratory.  In  Vienna — ^its 
birthplace — some  public  offices,  shops,  and  private  dwellings  hare 
adopted  it,  and  in  England,  where  the  patents  were  acquired  at 
the  close  of  1885  by  a  syndicate,  now  merged  in  a  large  company, 
two  or  three  places  of  public  resort  have  been  lighted  by  it,  but 
only  so  recently  as  to  aflford  no  means  of  judging  whether  the  in- 
ventor's claims  will  be  justified  by  experience.  In  London,  indeed, 
the  whole  of  last  year  appears  to  have  been  lost  in  perfecting  de- 
tails of  what  was  supposed,  six  months  before,  to  be  an  already 
perfect  invention,  and  for  this  reason  there  is  no  public  experience 
to  draw  from  as  to  the  practicability  and  permanence  of  the  light. 
That  the  inventors  and  their  friends  are  profoundly  conyinced  of 
the  immense  value  of  the  invention  is  shown  by  the  fact  that  they 
have  recently  launched  a  two-million-dollar  company  for  working 
the  process. 

The  arrangement  of  the  Welsbach  lamp  may  be  described  in 
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a  few  words.  A  hood  of  fine  fabric,  such  as  net,  is  impregnated 
with  the  zircoqium  solution  already  referred  to,  and  when  dried 
and  shaped  symmetrically,  is  suspended  by  platinum  wires  over  a 
Bunsen  burner,the  whole  being  preferably  inclosed  within  a  glass 
chimney.  When  the  burner  is  lighted  the  combustible  portion  of 
the  hood  is  rapidly  burned  away,  and  the  water  of  the  solution 
evaporated,  leaving  a  skeleton  of  zirconium  oxide — a  perfect  replica 
of  the  original  fabric.  Under  the  action  of  the  heat  this  delicate 
surface  is  brought  up  to  a  vivid  incandescence,  though  it  does  not 
reach  its  maximum  illuminating  power  for  several  hours.  If  not 
broken  by  accident,  through  flaws  in  the  structure  or  from  other 
causes,  it  maintains  its  maximum  brilliancy  of  six  or  seven  candles 
per  foot  of  gas  burned  per  hour,  for  a  long  but  apparently  variable 
period,  dependent  probably  upon  a  variety  of  external  and  struc- 
tural conditions ;  this  period  of  maximum  usefulness  is  stated  to 
range  from  300  to  1,000  hours,  but  the  writer  gives  these  figures 
not  on  his  own  authority ;  it  is  clear,  however,  that  a  time  comes, 
when,  supposing  the  delicate  oxide  skeleton  has  withstood  the  ills 
to  which  it  is  peculiarly  heir,  begins  to  fail,  and  through  another 
period  of  gradually  decreasing  efficiency,  becomes  ultimately  use- 
less, unless ;  indeed,  as  the  writer  believes  in  the  case  in  Vienna, 
the  hood  is  reinforced  by  the  addition  of  new  impregnating 
fluid,  a  delicate  operation  hardly  within  the  scope  of  the  average 
user. 

So  far  as  can  be  judged  from  present  imperfect  knowledge,  the 
Welsbach  light  complies  fully  with  some,  but  not  by  any  means 
with  all,  of  the  conditions  mentioned  above  as  being  necessary  for 
successful  domestic  lighting.  Existing  fittings  are  disturbed  only 
as  far  as  new  burners  are  necessary,  and  no  additional  service  pipes 
are  required.  The  light  is  far  better  than  that  given  by  gas,  and 
is  absolutely  steady ;  the  color,  too,  is  preferable,  though  it  may  be 
mentioned  that,  normally,  the  Welsbach  light  is  intensely,  almost 
ghastly,  white ;  it  would  appear  that  a  yellower  tone  is  considered 
preferable,  and  it  is  believed  that  hoods  giving  this  color  will  be 
issued  to  the  public.  A  remarkable  feature  of  the  light  is  the  rela- 
tive small  amount  of  heat  given  off,  which  is  not  without  its  advan- 
tages. Of  cost  the  writer  is  not  in  a  position  to  speak,  except  that 
the  two-million-dolhir  company  already  mentioned  propose  to  make 
a  profit  of  $1.25  for  each  light  sold;  not  an  unreasonable  amount, 
apparently,  though  e\idently  a  large  number  must  be  disposed  of 
to  pay  interest  on  so  heavy  a  capital.     The  chief  weakness  of  the 
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new  system  would  seem  to  He  in  tlie  excessively  delicate  character 
of  the  hood,  which,  according  to  the  writer's  experience  (though 
he  would  carefully  point  out  that  this  must  not  be  taken  as  con- 
clusive) is  gradually  disintegrated  under  small  and  frequent  vibra- 
tions, su(»h  as  those  caused  by  passing  vehicles  in  an  adjacent 
street.  It  is,  moreover,  scarcely  possible  to  believe  that  any  zir- 
conium hood  would  have  a  long  life,  under  ordinary  treatment  in 
general  use,  and  the  annoyance  and  expense  attendant  upon  more 
or  less  frequent  retiewals  would  militate  greatly  against  its  suc- 
cessful adoption,  to  say  nothing  of  the  difficulties  attendant  on 
the  transport  of  those  frugilo  films,  and  the  delicate  operation  of 
fixing  tliem  on  the  burners.  The  remaining  conditions,  except 
that  rehiting  to  dnration  of  efficiency,  are  certainly  established 
beyond  dispute,  but  it  will  be  readily  admitted  that  the  fragility 
of  the  vital  organ  will  retard  its  general  adoption  until  thorough 
experience  shall  have  proved  the  danger  to  be  imaginary,  or  some 
mea!is  hjive  been  devised  of  strengthening  the  hood. 

Wfllitnnfi, — Attention  should  be  drawn  to  the  specification  of 
a  very  ju-olifio  inventor  (English  patent,  January  16, 1882),  Mr.  J. 
S.  Williams,  of  Riverton,  New  Jersey,  in  which  a  "  thermo-candle  " 
is  descril)(»d  in  somewhat  distracting  variety.  Several  sentences  of 
considerable  sigtiificance,  however,  occur  as  foreshadowings  of  the 
Welsbaeh  methods,  ejj.y  "  I  impregtmte  or  coat  a  gauze  of  any  suit- 
able material  as  a  base  or  form  for  the  deposition  of  metal  or  metal 
alloys,  and  thereby  obtain  an  extended  open  surface  for  the  devel- 
opment of  the  light  with  a  comparatively  small  amount  of  material 
to  be  heated.  ...  I  construct  or  form  the  light-emitting  portion 
of  the  thormo-candle  by  the  deposition  of  highly  refractory  metal 
or  alloys  upon  a  base  or  form  composed  of  other  materials.  .  .  . 
I  employ  metallic  salts  or  oxides,  both  in  solution  for  coating,  or 
both  impregnating  and  coating  the  fibrous  or  other  piece,  which 
serves  as  the  form  ;  for  instance,  I  can  first  dip  the  piece  of  iBbrous 
gauze,  asbestos,  muslin,  silk,  metal,  or  other  form  or  piece  in  salt, 
or  oxid(is  of  magnesium,  or  other  material.  I  can  employ  for  this 
purpose  any  suitable  salt  or  oxide."  And  a  little  before  he  says 
that  nit-tals possessing  the  greatest  refractory  quality  can  be  spread 
over  a  surface  c'us  a  mere  film  in  thickness,  and  can  be  alloyed  with 
a  cover  and  eoat  of  other  materials,  such  as  oxides  of  magnesium, 
calcium,  zirconium,  and  the  like. 

CV/////r;////.-  -Following  anotln^r  line  of  experiment,  M.  Ch.  dia- 
mond, of  Paris,  has  succeeded  since  1880  in  evolving  a  system  in 
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which  a  brilliantly  white  light  is  obtained  by  incandescence,  but 
which,  for  several  reasons — chief  among  them  the  fragile  charac- 
ter of  the  incandescent  medium,  and  its  short  duration — does  not 
seem  to  recommend  it  for  adoption  except  in  special  cases.  M. 
Clamond's  original  idea  is  contained  in  an  English  patent  granted 
on  May  24, 1880,  and  is  embodied  in  the  following  paragraph : 

*'  The  object  of  the  apparatus  is  to  produce  a  flame  which,  sus- 
tained by  atmospheric  air,  is  rendered  capable  of  producing  the 
luminous  effects  of  flames  sustained  by  oxygen,  this  result  being 
obtained  by  a  preliminary  heating  to  a  high  temperature  of  the 
air  that  sustains  the  flame,  so  that  little  or  none  of  the  heat  evolved 
at  the  point  of  combustion  is  absorbed  in  heating  the  inert  nitro- 
gen. For  the  combustion  of  gas  in  this  manner,  the  air,  on  its  way 
to  the  flame,  is  caused  to  pass  through  a  tube  of  refractory  mate- 
rial, which  is  heated  to  a  high  temperature  by  jets  of  the  gas  playing 
against  its  external  surface,  and  in  order  that  the  air  may  be  more 
thoroughly  heated,  the  interior  of  the  tube  is  divided  by  partitions 
having  apertures  through  which  the  air  has  to  pass  in  a  zigzag 
manner,  being  subdivided  into  numerous  streams  directed  against 
the  heated  sides  of  the  tube.  From  the  tube  the  heated  air  issues 
through  small  apertures  and  mingles  with  the  ignited  gas,  pro- 
ducing a  flame  of  intense  heat  which,  directed  on  refractory  mate- 
rial, such  as  lime,  causes  incandescence." 

Subsequent  patents  were  obtained  by  M.  Clamond  in  1882  and 
1883  for  improvements  and  modifications,  the  special  feature  of 
the  system  being  the  use  of  magnesia  filaments  as  an  incandes- 
cent medium. 

Lights  of  this  kind  are  used  in  Paris  to  a  limited  extent,  and 
are  now  being  introduced  in  London,  with  what  prospect  of  suc- 
cess the  writer  is  unable  to  say.  The  consumption  of  gas  by  this 
system  is  stated  to  be  about  1  cubic  foot  per  hour  for  5  candles, 
and  its  principal  drawback  appears  to  be  the  short  life  of  the  mag- 
nesia basket,  and  which,  according  to  a  French  writer,  varies  from 
twelve  to  fifteen  houi*s.* 

Fahnejehn, — As  bearing  directly  on  this  point  of  the  subject, 
reference  should  be  made  to  a  very  interesting  application  of  the 
Strong  water  gas,  carried  out  in  1884,  for  illuminating  purposes,  at 
the  works  of  Messrs.  Schultz,  Knaudt  &  Co,  Essen,  Germany,  where 
the  gas  has,  for  a  long  time,  been  largely  used  for  numerous  pur- 
poses, especially  for  welding.    The  gas  contains  about  90  per  cent., 

*  "  V Echvirafje  iluis  la  Ville  et  dans  la  Maisony"  hy  Ph.  Delahaye,  Paris. 
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by  volume,  of  combustiblo  coiistitueuts — 50  volumes  liydrogen,  40 
volniiies  carbonic  oxide,  5  volumes  carbonic  acid,  and  5  volumes 
nitrogen.  Prolonged  experiments  were  made  to  convert  the 
intense  non -luminous  combustion  of  the  water  gas  into  a  lumi- 
nous Hame  b}'  the  addition  of  heavy  hydro-carbons,  but  no  success 
attended  these  efforts,  and  the  proposals  of  a  Swedish  engineer, 
Mr.  Otto  Fahnejelm,  of  Stockholm,  were  favorably  entertained. 
The  system  of  incandescence  lighting  devised  by  tbis  inventor  in- 
volved the  use  of  a  number  of  thin  rods  of  magnesia,  rather  thin- 
ner than  tbe  lead  in  an  ordinar)'  drawing  pencil.  They  are  made 
by  making  magnesia  made  into  paste  with  a  glutinous  medium, 
and  forcing  it  through  dies.  These  rods  are  then  brought  to  a 
very  intense  heat  in  a  cnicible,  when  they  become  almost  like  por- 
celain. A  double  row  of  them  is  clamped  in  a  metal  holder  and 
suspended  over  the  flame  of  water  gas  issuing  from  an  ordinary 
burner.  The  light  emitted  is  very  white  and  beautiful,  and  the 
whole  of  Messrs.  Schultz,  Knaudt  &  Co.\s  works  are  lighted  bj*  it, 
the  ordinary  gius  fittings  having  been  employed.  The  rods  of 
magnesia  last  from  80  to  100  hours  each,  and  each  comb  complete 
costs  aI)out  five  cents.  It  is  stated  that  the  cost  of  the  gas  is  less 
than  fourpence  per  1,000  feet.  Tliis  method  of  lighting  formed 
the  subject  of  a  patent  taken  out  in  England  by  Mr.  Fahnejelm 
on  the  5th  of  December,  1883. 

Quite  a  number  of  inventors  have  obtained  patents  for  the  use 
of  wire  gauze  made  from  refractory  metals,  and  shaped  into  caps 
or  cones,  to  which  the  gas  and  air  are  conducted,  for  the  most  part 
under  pressure,  involving,  of  course,  the  use  of  special  apparatus, 
and  consequently  placing  the  device  beyond  the  limits  of  general 
application. 

Popp. — Among  these  arc  two  patents  of  Victor  Popp,  of  Paris, 
dated  September  16,  1882,  and  March  1,  1884,  containing  descrip- 
tions of  pressure  regulators,  fittings,  and  gauze  incandescence 
cones,  but  which  call  for  no  special  remark.  Other  invexitors 
whose  hchemes  are  placed  on  record  in  the  English  Patent  0£Boe 
arc  as  f(  )llo ws  : 

Palmer. — J.  D.  Palmer,  of  London,  filed  a  specification  on  Jan- 
unry  22,  1876,  for  the  combination  of  a  finely-woven  wire  gauze 
cap  of  platinum,  iridium,  or  other  refractory  metal,  with  a  base 
through  which  atmospheric  air  and  gas  at  ordinary  pressure  were 
admitted;  these,  mixing  within  the  cap,  produced,  on  ignition,  snf- 
fieient  heat  to  incandesce  the  gauze,  the  effect  being  increased  by 
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the  addition  of  a  central  metal  rod  that  was  brought  to,  and  main- 
tained at,  a  very  high  temperature  by  the  burning  gases. 

Heckensaun  and  JReclfield. — Messrs.  A.  Reckenzaun  and  J.  HL 
Redfield  have  a  patent  dated  March  14,  1882,  for  producing  light 
and  heat.  This  patent  refers  mainly  to  apparatus  for  producing 
gas  from  a  mixture  of  air  and  hydro-carbon  ;  reference,  however, 
is  made  to  a  burner  formed  of  a  coil  or  other  form  of  platinum  or 
iridium  gauze  to  which  the  gas  is  led,  and  when  it  is  ignited,  it  is 
stated  that  this  aiTangement  is  suitable  for  heating  purposes. 

Cooper. — Thomas  Cooper,  of  Norfolk,  filed  in  January,  1888,  a 
provisional  protection  for  a  form  of  lamp  in  which  air,  impreg- 
nated with  hydro-carbon,  was  to  be  led  to  a  cap  of  platinum  or 
iridium  gauze  and  ignited. 

Wicke7i. — W.  B.  Wicken,  of  London,  filed  a  provisional  speci- 
fication March  19, 1883,  for  a  regenerating  gas  lamp,  in  which  the 
source  of  light  was  to  be  a  spherical  mass  of  loosely  compacted 
platinum  wire  suspended  over  the  heat  of  a  Bunsen  burner. 

Lewis* — We  now  come  to  the  last  group  of  published  patents 
having  reference  to  that  system  of  illumination  by  incandescence. 
These  were  taken  by  Mr.  James  Lewis,  of  London.  There  are 
five  of  these  patents  in  all,  taken  out  between  April  14,  1881,  and 
October  21, 1884,  a  period  which,  it  will  be  observed,  includes  the 
dates  of  the  Clamond,  Popp,  and  other  patents  already  referred 
to,  although,  of  course,  the  use  of  platinum  or  other  refractory 
metal  gauze  had  been  described  long  before. 

The  leading  idea  in  LeT\as's  first  patent,  developed  and  carried 
into  practical  form  in  the  subsequent  ones,  is  for  the  combination 
of  certain  parts  forming  burners  supplied  with  gas  and  air,  the 
latter  under  pressure,  in  such  a  way  as  to  secure  an  intense  heat 
on  combustion,  used  to  incandesce  a  platinum  gauze  cap. 

Although  none  of  the  Lewis  methods  seem  as  yet  to  have 
proved  adapted  for  ordinary  use,  yet  it  is  diflScult  to  conceive  a 
more  brilliant,  steady,  or  beautiful  light  than  he  obtains  from  the 
incandescence  of  the  platinum  cone,  when  the  combustion  of  the 
gas  is  supported  by  air  under  pressure.  A  small  cap  of  platinum 
gauzo  yields  a  light  of  at  least  200  candles  with  a  consumption  of 
30  to  35  feet  of  gas  per  hour.  A  curious  feature  of  this  system  is 
that  the  temperature  to  which  the  platinum  is  raised  is  so  great 
that  it  may  be  exposed  to  a  heavy  rain,  or  water  may  be  thrown 
over  it,  without  any  apparent  eflfect,  the  light  continuing  as  steady 
as  when  being  under  shelter.     On  the  other  hand,  not  only  is  the 
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system  inapplicable  for  general  use  on  account  of  the  double  mains 
being  a  necessity,  but  the  noise  produced  at  the  burner  render  it 
unsuitable  except  for  lighting  very  large  covered  spaces,  or  for 
out-of  door  work.  Many  of  these  lights  have  been  worked  in  and 
near  London,  where  they  have  done  good  seiTice  under  special 
conditions. 

*SiHn/)  — Attention  will  now  be  called  to  some  improvements 
upon  the  Lewis  system  of  gas  lighting  by  incandescence,  which 
appears,  so  far  as  ex|)erience  and  experiment  allow  a  conclusion 
to  be  drawn,  to  fulfill,  more  nearly  than  any  other  plan  yet  de- 
vised, the  varied  and  diflScult  conditions  required  for  domestic 
and  general  use.  Notliiiig  has  yet  been  made  public  upon  the  de- 
tails, which  have,  however,  been  under  careful  and  coutinuous 
test  for  the  past  four  months,  nor  are  the  patent  specifications  re- 
lating to  it  published,  so  that  it  is  only  possible  to  describe  the 
system  generally,  to  record  what  results  have  so  far  been 
obtained,  and  to  exhibit  a  specimen  of  two  types  of  lamp 
that  you  may  judge  how  nearly  practical  success  has  been  ob- 
tained. The  patentee  of  these  improvements  is  Mr.  J.  S.  Sellon, 
whose  name  is  familiar  throughout  the  world  in  connection  with 
electric  lighting.  Mr.  Sellon  is,  moreover,  one  of  the  partners  of 
Messrs.  Johnson,  Matthey  &  Co.,  who,  in  Europe,  at  all  events, 
take  the  lead  as  workers  of  platinum  and  other  rare  metals,  so  that 
in  this  resi)ect  Mr.  Sellon  has  enjoyed  especial  facilities  in  experi- 
menting with  alloys  of  refi'actory  materials  such  as  are  requisite 
to  withstand  usage  and  give  a  high  incandescent  duty.  Like  Mr. 
Lewis,  Popp,  and  many  others,  Mr.  Sellon  makes  use  in  one  of  his 
types  of  a  cone  of  metal  gauze,  the  exact  nautre  of  which  is  not 
yet  made  public,  but  wdiich  has  proved  during  the  last  four 
months  its  light-giving  and  resistant  properties.  The  cone  is 
formed  with  three  projections  or  rii)s  running  symmetrically  from 
its  apex  to  its  base.  While  these  ribs  assume  the  useful  purpose 
of  strengthening  the  cone  and  making  it  practically  rigid,  their 
presenc(^  is  explained  by  the  ingenious  and  simple  mode  of  mann- 
facture. 

Strips  of  metallic  gauze  of  a  width  equal  to  the  depth  of  the 
cone  are  cut  into  triangular  pieces  of  such  a  form  that  when  bent 
and  the  edges  turned,  three  of  them  put  together  make  up  the 
hood.  In  this  way  there  is  no  waste  of  material,  and  the  process 
of  manufacture  is  made  absolutely  simple.  The  pieces  are  then 
fused  together  at  the  edge  by  the  oxyhydrogen  blowpipe,  and  a 
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Tery  rigid  cone  is  obtained.     The  cost  of  such  hoods  is  about  half 
a  dollar,  and  when  worn  out  they  can  be  renewed  for  a  few  cents. 
The  Bunsen  burner  is  of  a  form  perfected  by  Mr.  Lewis ;  it  will  be 
noticed,  Fig.  170,  that  an  ample  length  of  tube  is  allowed  between 
the  gas  and  air  inlets  and  the  point  of  combustion,  the  result  beifjg 
a  quiet  and  intense  flame,  not  materially  affected  by  the  ordinary 
differences  in  gas  pressures,  and  presenting  no  liability  to  light 
back.     As  will  be  seen,  the  arrangement  lends  itself  admirably  to 
table  lamps,  and  is  equally  well  adapted  for  chandeliers  and  other 
fittings.     Sufficient  time  has  not  yet  elapsed  to  decide  the  ulti- 
mate life  of  the  cones,  but  four  months'  severe  test  has  failed  to 
develop  any  material  change  either  in  the  structure  of  the  alloy  or 
in  its  incandescent  properties,  and,  to  all  appearances,  the  useful 
limits  of  the  cone  are  sufficient  to  insure  their  practical  utility. 
The  light  is  of  a  very  agreeable  color,  and  the  steadiness  absolute  ; 
it  will,  moreover,  be  at  once  appreciated  that  the  stoutness  and  the 
rigidity  of  the  cones  adapts  them  to  resist  the  shocks  of  any  ordi- 
nary wear  or  accident ;  if  necessary,  they  can  be  taken  off,  cleaned, 
and  replaced  by  any  unskilled  person,  and  renewals  can  be  made 
with  equal  facility.    As  regards  consumption  of  gas  and  illuminat- 
ing efficiency,  the  tests  carried  out  over  a  comparatively  long 
period  show  with  a  burner  consuming  6  feet  per  hour  the  efficiency 
of  5  candles  per  cubic  foot  of  gas  burned,  being  an  economy  of  45 
per  cent,  as  compared  with  the  Board  of  Trade  standard  Ai'gand. 
Another  form  given  to  this  system  is  the  so-called  "star  lamp,*' 
an  arrangement  combining  a  large  amount  of  efficiency  with  a 
pleasing  form.     In  this  lamp,  the  mixed  gas  and  air  flow  from  the 
Bunsen  burner  into  the  lower  half  of  the  glass  globe,  which  is  com- 
pleted  by  another  half  globe  above,  finishing  with  a  chimney ; 
these  half  globes  are  coupled  by  any  convenient  attachment,  but 
are  separated  by  an  asbestos  diaphragm,  in  the  center  of  which  is 
cut  a  star-shaped  or  circular  opening,  in  which  is  placed  a  flat 
piece  of  gauze  woven  from  the  refractory  alloy.    Combustion  takes 
place  on  the  upper  surface  of  the  gauze,  which  is  almost  immedi- 
ately brought  to  a  vivid  state  of  incandescence,  giving  an  illumi- 
nating efficiency  with  a  burner  consuming  7  feet  per  hour  of  6  can- 
dles per  foot  of  gas.     There  is  no  visible  flame  upon  the  surface 
of  the  gauze,  and  the  brilliancy  of  the  light  attests  to  the  perfec- 
tion of  combustion.     A  shade  surmounting  the  globe  renders  this 
form  of   lamp  specially  suitable  for  domestic  use.     In  a  modiflca- 
tion  of  this  star  lamp,  the  heated  air  rises  through  a  metal  chim- 
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ney  surrounded  by  larger  tubes  that  serve  to  carry  downward  the 
gas  and  air  supply  into  the  glass  globe  beneath,  where  they  mix, 
and,  ascending  through  the  gauze,  become  ignited.  This  form  is 
intended  particularly  for  more  powerful  illumination  than  is  gen- 
erall}'  required  for  house  lighting,  except  for  entrance  halls  or 
similar  situations,  where  the  Wenham  lamp  now  finds  a  large  ap- 
plicatit)n.  Two  allegations  against  this  system  naturally  suggest 
themselves — danger  from  explosion  of  the  mixed  air  and  gas  in 
the  lower  part  of  the  globe,  and  the  obscuring  of  the  surface  of  the 
latter  bj^  dejx^sition  from  the  gas,  which  would  thus  gradually  cut 
off  a  portion  of  the  light.  With  regard  to  the  first  point,  the  writer 
is  assured  that  exhaustive  experiments  have  been  made  to  test  the 
security  of  the  lam]),  and  that,  under  the  most  trying  conilitions, 
he  has  failed  to  bring  about  ignition  except  on  the  upper  surface 
of  the  gauze.  As  for  the  latter  point,  the  globes  appear  to  want 
cleaning  no  oftcner  than,  under  ordinary  conditions,  they  require 
to  bo  attended  to  on  account  of  the  accumulation  of  dust.  This 
system  of  lighting  does  not  show  the  character  of  the  Welsbach 
light  in  being  comparatively  cool,  as  its  radiant  heat  is  about  the 
same  as  that  of  gas.  This,  however,  does  not  seem  to  be  wholly 
a  disadvantage,  as,  probably,  in  the  majority  of  households,  the 
heat  given  off  by  gas  is  not  unwelcome  in  the  wintijBr  months. 
Upon  the  whole  this  latest  development  in  the  science  of  gas  light- 
ing by  incandescence  seems  to  be  by  far  the  most  perfect  that  has 
yet  been  proposed,  as  it  fulfills,  practically,  all  the  conditions  re- 
quired for  domestic  lighting.  Existing  fittings  are  scarcely  inter- 
fered with,  except  as  regards  the  burners ;  the  light  is  absolutely 
steady,  and  the  economy  over  standard  gas  burners  is  about  45 
per  cent.;  the  first  cost  is  insignificant, the  management  is  simple, 
and  the  duration  of  the  incandescing  medium  has  been  proved  by 
eight  months  of  service ;  renewals  are  inexpensive  and  easily  made 
by  unskilled  labor,  while  the  permanence  of  the  light  given  is  fully 
maintained.  It  would,  however,  of  course,  be  premature  to  form 
anything  like  a  definite  opinion  upon  the  ultimate  merits  of  this 
ingenious  and  promising  system ;  its  future  can  only  be  decided 
on  by  public  approval  after  considerable  time.  But  it  seems  to 
the  writer  that  the  subject  forms  suflScient  interest  and  impor- 
tance to  be  placed  before  this  meeting,  especially  as  this  is  the 
first  occasion  in  which  the  Sellon  light  has  been  exhibited  in  the 
United  States. 
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(Added  bj  ihe  Secretary.) 
The  star  lamp  referred  to  in  the  latter  paragraphs  of  the  paper  and  sent 
nn  for  exhibition  at  the  meeting  is  illustrated  fn  Fig.  170.  a  Ih  the  apper  glasa 
chimney,  and  D  is  the  lower  one,  Hiroilar  but  shorter,  b  is  a  brasa  ring  secured 
(o  the  lower  globe  or  chimney,  d,  by  four  brass  set  surews  and  bearinfr  four 
otherp,  e,  by  vrhich  a  maji  be  secured  to  it  as  the  ordinary  glolia  is  fastened  on 
a  gas  bracket  or  chnndelier.  The  lower  screws  aecure  an  asbestos  or  laic  dia- 
phragm at  the  joint  of  A  and  D.  This  asbestos  diaphragm,  h.  has  a  star. shaped 
opening  cut  in  ils  center,  which  is  covered  by  ihe  special  gauze,  m.  At  the  bot- 
tom of  D  is  the ' '  gallery,"  R.  as  the  autUor  calls  it,  which  is  Stted  with  spring  clips 
in  the  usual  way  to  hold  a  cylindrical  chimney.  For  the  Htar  lamp  this  gallery 
has  a  Sat  top  with  side  openings.  For  the  smaller  and  simpler  lamp,  using  a 
Btraislit  cylindrical  chimney,  the  cone  of  gauze  fits  right  over  the  central  turret, 
viihin  the  chimnef .  In  either  case,  the  gallery  screws  apon  the  topof  an  improved 
Bnnsen  burner  tube,  p,  the  latter  having  an  enlargement  at  a,  whi^re  the  air 
inlets  are.  Below  that  the  stand  is  like  any  table  ptandard  base.  Tlie  labe 
screws  off  at  o  from  the  gas  inlet,  and  various  nipples  can  be  substituted  to  suit 
-various  pressures  in  the  street  mains  tosecure  best  efficiency.     For  the  star  lamp 


**?!  ordinary  shade  holder  screws  on  the  top  of  ¥  just  below  the  gallery,  so  that 
^  porcelain  shade.  Biting  just  over  the  convexity  at  the  bottom  of  a,  may  throw 
the  light  downward.  The  goa  supply  is  through  the  usual  ^-inch  tube  used  for 
table  standards. 
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CCLVllI. 

PnESIDENTS  ADD  HESS,  1886.  * 

BY  COI.KMAN   tiKl.LEUS,  I'lIlLADELPUIA,  PA. 

(Mi'raber  of  the  Society,  and  PrcBidcnt,  18K&-8C.) 

A  LONG  and  Icdious  illness,  covering  the  whole  of  my  term  of 
office  as  President  of  the  American  Society  of  Mechanical  Engin- 
eers has  prevented  me  from  performing  duties  which  would  have 
been  a  pleasure  to  me.  When  the  time  came  forme  to  speak  to 
you,  I  was  still  too  ill  to  pre]>are  an  address,  and  I  cannot  review 
tlie  work  of  the  vear,  for  much  of  the  time  has  been  a  blank  to 
me.  Nor  do  I  feel  inclined  to  confine  mvself  to  anv  one  theme,  as 
T  desire  to  invite  your  consitleration  of  a  variety  of  topics  which 
appear  to  me  germane  to  our  organization. 

The  clouds  of  financial  depression  which  have  so  long  bung  over 
all  countries  seem  now  to  be  lifting,  and  we  have  reason  to  hope 
for  a  revival  of  ti*ade  and  better  oj)portunities  to  applj-  our  talents 
to  the  goo<l  of  the  mechanical  industries  of  the  Uriited  States^ 
Last  sunnnerthe  distinirnished  President  of  the  Institution  of  Me- 
cham'cal  Engineers  of  Great  Britain,  took  the  depression  of  trade 
as  the  text  for  his  admirable  annual  address,  pointing  out  causes  or 
6ui)posed  causes  and  making  a  fair  comparison  to  illustrate  his  ar- 
gument between  the  condititms  that  held  in  this  countiy  and  Eng- 
lan<l.  lie  pointed  out  the  a<l vantages  which  accrued  to  America 
from  well-considered  and  \vell-organized  mechanical  enter|>ri6es, 
referring  particularly  to  the  American  system  of  manufacturing 


*  [Note  by  the  Secuetauy. — Mr.  Scllors  was  preveuted  by  iUneas  from  pre- 
Mdinput  any  of  tlur  sessions  of  tho  Society  during  his  term  of  office,  and  from 
]>r(']mriiig  and  ])resenting  iii^  retiring  address  at  tliu  usual  opening  session  of  tlie 
Annual  Me«»ting  in  New  York,  Novi'iubcr  29iU,  1886.  It  was  arranged,  however, 
that  its  piTimration  might  bo  deferred  until  the  author's  recovery  ehoald  be  far 
enough  advanced  to  admit  nf  its  completion,  which  has  fortunately  occurred  before 
the  volume  was  entirely  ready,  ^o  tlnit  the  Address  appears  in  this  place  instead 
of  in  its  ur^ual  plare  at  the  close  of  the  proceedings  of  the  Annual  Meeting  at  page 
4.J  of  this  volume.— F.  li.  H.] 
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bridges  and  watches.  In  regard  to  the  latter  industry  he  pointed 
to  tlie  decline  of  tlie  watch-making  trade  of  Liverpool,  where  the 
work,  emploj'ing  formerly  a  large  number  of  hands,  was  carried  on 
in  private  workshops,  with  few  tools,  or  at  the  homes  of  the  work- 
men, without  improved  machinery  to  help  them,  and  without  any 
systematic  division  of  labor.  In  contrast  to  this,  the  great  watch 
factories  in  the  United  States  have  aimed  to  select  a  good  model,  to 
perfect  that  model,  and  then  to  cheajjen  the  output  by  systematic 
organization,  with  the  result  so  well  known  now,  of  gradually  de- 
stroying the  trade  in  England  and  rapidly  introducing  American 
watches  into  all  countries.  The  selection  of  examples  cited  wat 
good,  but  these  examples  were  but  a  small  part  of  the  many  similar 
cases  which  illustrate  the  value  of  the  methods  adopted  in  our  coun- 
try, and  which  work  to  its  advantage. 

Those  American  industries  which  are  having  so  marked  an  eflfect 
on  trade  are  the  work  of  specialists.  The  tendency  of  modern 
times  is  to  encourage  specialties.  In  Medicine  and  in  Law  the 
great  men  are  specialists,  and  so  it  is  in  mechanics.  An  old  time  en- 
gineer, the  head  of  one  of  the  largest  machine  sliops  in  Philadelphia, 
forty  years  ago  pointed  out  the  need  of  specialists  in  mechanics, 
and  the  great  advantage  of  manufacturing  establishments  over  job- 
bing machine  shops;  He  used  to  say  that  the  jobber,  selling  his 
thoughts  to  one  purchaser  at  a  time,  wastes  his  brain  capital.  He 
spends  his  energies  on  each  emergency  with  little  or  no  prospect  of 
repeating  the  construction  upon  which  he  has  expended  much 
thought  or  of  applying  again  ingenious  devices  worked  out  for 
unique  cases.  The  manufacturer  on  the  other  hand,  invests  hicj 
mental  capit^il,  in  what,  if  salable,  yields  him  a  constant  income, 
lie  can  improve  his  product  and  in  most  cases  cheapen  his  output 
by  improved  methods  of  manufacture,  or  by  the  introduction  of 
special  tools  and  appliances  prepared  for  him  b}'  other  specialists  in 
that  line.  It  is  here  that  the  true  value  of  the  unique  patent  laws 
of  this  country  is  felt.  The  trials  and  tribulations  of  passing  the 
patent  office  save  subsequent  litigation,  and  the  manufacturer,  pro- 
tected, can  perfect  and  install  a  plant  adapted  to  his  purposes,  while 
the  unprotected  maker  cannot  venture  on  such  a  risk.  The  product 
of  the  manufacturer  is  cheapened,  too,  through  the  perfection  of  the 
2)ersonnel  of  his  establishment.  Besides  what  he  may  do,  his  subor- 
dinates in  their  several  capacities,  with  the  hope  of  large  earnings, 
improve  their  work  in  quantity  and  quality.  They  become  more 
skillful  and  they  take  a  greater  interest  in  their  work  if  enabled  to 
44 
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share  the  profits  by  any  well  devised  system  of  piece  work.     They 
suggest  improvements  or  what  may  lead  to  improvements. 

Forty  years  ago  when  this  far-seeing  man  urged  the  advantage 
of  mamifacturiiig  machine  shops,  there  was  not  much  competition 
in  trade  as  compared  to  what  there  is  now.  Even  then  separation 
in  competition  came  with  distance  apart  of  the  shops  in  miles,  while 
now  distance  does  not  separate.  Workshops  are  not  now  secure 
in  the  trade  of  their  own  immediate  neighborhood.  Steam  and  elec- 
tricity have  eliminated  distance,  and  the  market  is  for  the  one  who 
can  do  the  l)cst  work  for  the  least  money.  This  old-time  engineer 
was  a  man  almost  without  education — I  mean  book-learning.  He 
was  a  learned  man  so  far  as  long  practice  and  a  good  memory  bad 
made  him  so.  He  was  a  walking  encyclopedia  of  his  own  and 
others*  experience.  He  could  remember  all  sorts  of  devices  con- 
trived bv  this  or  that  man,  and  was  full  of  anecdote  to  illnstrate 
his  points.  His  drawing  board  was  any  plank  at  his  command  and 
his  instruments  a  bit  of  chalk.  He  knew  where  every  pattern  was 
l)]aced  in  the  loft  and  could  combine  them  to  meet  his  emergencies. 
He  was  very  quick  in  detecting  talent  in  those  under  him,  and  em- 
ployed more  good  draughtsmen  than  any  other  similar  establish- 
ment of  his  time  in  his  city.  My  old  friend  used  to  point  to  certain 
lathes  which  he  had  built  from  patterns  loaned  to  him  by  a  lathe 
builder,  and  upon  which  he  had  thought  he  would  save  money  by 
making  them  himself.  Those,  however,  after  someyetirs  of  use,  cost 
more  in  repairs  and  proved  to  be  more  costly  than  the  finished 
lathes  which  he  had  purchased  from  the  same  manufacturer.  This 
WiiA  one  of  his  examples  of  the  great  advantjige  arising  from  special- 
ties in  machine  making.  "When  in  England,  in  1884,  I  was  much 
struck  with  the  mercantile  ability  displayed  in  the  conduct  of  one 
large  establishment.  This  was  essentially  a  manufacturing  shop, 
and  the  heads  of  the  concern  were  merchants  or  had  been  trained 
as  merchants,  (rifted  with  marked  administrative  ability,  they  had 
secured  the  co-operation  of  good  mechanical  ability,  and  knew  just 
what  to  make,  how  to  make  it,  and  how  to  sell  it.  The  eng^ineer 
who  counts  cost  as  nothing,  as  compared  to  the  result,  wlio  holds 
himself  above  the  consideration  of  dollars  and  cents,  has  missed  his 
vocation.  The  time  has  come  when  we  must  bring  into  the  con- 
duct of  our  shops  the  best  clerical  abilit}'  for  collecting  and  tabula- 
ting the  statistics  of  business.  This,  however,  can  only  be  carried 
out  to  advantage  when  the  engineering  head  of  the  eetablishment 
is  able  to  do  the  clerical  work  himself,  so  as  to  direct  and  to  teach 
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those  who  are  employed  to  do  tliis  work.  Presently  I  shall  come 
to  speak  of  the  education  of  engineers,  and  I  will  at  the  same  time 
take  exception  to  the  system  of  teaching  in  vogue  in  tlie  public 
schools,  where  the  mercantile  education  is  carried  farther  than  need 
be;  and  I  feel  satistied  that  the  mercantile  part  of  our  profession 
should  be  thoroughly  taught  in  the  higher  technical  schools,  just  in 
fact  where  it  is  not  taught.  I  am  safe  in  saying  that  no  profession 
requires  a  broader  education  than  that  of  the  mechanical  engineer. 
He  must  be  a  physicist,  a  merchant,  a  lawyer,  a  chemist,  and  he 
should  know  how  to  express  himself  in  his  mother  tongue  and  be 
master  of  the  ujodcrn  languages  far  enough  to  have  access  to  the 
scientific  publications  of  other  countries. 

My  own  experience  from  the  time  when  as  a  boy  I  worked 
during  holidays  in  my  father's  pattern  shop,  covers  more  than  half 
a  century,  and  it  has  been  my  good  fortune  to  have  had  to  do  with 
many  mechanical  trades,  from  the  farm  to  the  rolling  mill,  in  the 
lowest  grade  of  workman,  before  I  was  fortunate  enough  to  con- 
nect niyself  with  a  manufacturing  establishment,  where  I  could 
learn  the  necessity  of  countingcost  in  every  thing  and  where  I  fully 
learned  the  value  of  the  mercantile  part  of  the  profession. 

An  engineer  must  learn  early  to  view  all  things  equall}',  to  be 
patient  in  his  scheming,  never  to  be  satisfied  with  good  enough. 
Nothing  is  good  enough  if  there  is  a  ciiance  to  make  it  better.  It 
is  the  least  part  of  an  engineer's  work  to  accomplish  a  given  result; 
it  is  the  greatest  part  to  accomplish  the  result  in  such  a  manner  as 
almost  to  defy  improvement.  The  world  is  full  of  examples  of  en- 
gineering enterprises  wiiicli  are  crude  and  ill  considered.  I  re- 
member standing  in  a  forge  yard  in  England  where  there  was  a  vast 
collection  of  broken  engine  shafts  and  other  pieces  of  machinery.  I 
was  there  to  look  at  the  crank  shaft  of  one  of  the  largest  of  the  oceau 
steamers.  Standing  on  that  broken  crank  shaft  I  could  see  around 
me  hundreds  of  mistakes — good  workmanship  cast  aside  on  account 
of  errors  in  design.  I  thought  what  a  fearful  record  it  would  make 
if  we  could  see  the  aggregate  cost  of  all  these  mistakes.  In  former 
times  such  mistakes  as  still  occur  were  more  excusable  than  they  are 
now.  Through  tlicso  many  mistakes,  however,  w^e  have  come  to  be 
possessed  of  a  vast  amount  of  useful  knowledge.  The  steam  engine 
has  grown  by  the  survival  of  the  fittest,  and  from  the  perfected 
steam  engine  has  been  worked  out  the  theory  of  thermodynamics. 
The  steam  engine  in  its  highest  form  preceded  the  theoretical 
know^ledge  which  has  been  written  up  under  the  name  of  thermo- 
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dynamics,  just  ns  the  music  of  the  great  masters  was  written  and 
played  long  before  the  science  called  acoustics  had  been  worked  ont: 
long,  too,  before  the  laws  which  govern  harmony  liad  been  formu- 
lated and  i>laced  in  the  student's  hands.  These  laws  are  now  the 
common  property  of  all  students.  In  view  of  what  we  know  in 
regard  to  steam  and  its  ccmdirions,  we  are  not  guiltless  if  we  repeat 
the  eirors  of  the  past  for  the  want  of  seeking  after  truth  which  is 
accessible  to  us.  Even  fortv  vears  at'o  we  were  more  excusable  for 
our  want  of  knowledge,  but  now  we  have  schools  to  teach  mechan- 
ical engineering,  schools  to  teach  us  how  to  observe  factp.  Books 
are  multiplying.  C)ur  own  Society  is  doing  good  work  in  the  di- 
rection of  original  research  through  the  well  considered  experi- 
ments of  its  members,  and  we  widen  our  conception  of  the  laws 
which  govern  matter  and  of  the  material  with  which  we  have  to 
work.  The  day  for  empiricism  in  mechanics  has  gone  by.  As  I 
have  already  pointed  out  in  lectures  before  the  Fmnklin  Institute 
of  Philadelphia,  the  wonderful  progress  in  modern  times  is  due  to 
our  method  of  observing  facts  and  of  grouping  them  in  proper 
order;  working  out  the  laws  which  govern  matter  and  proving  that 
these  laws  are  correct  by  our  inability  to  find  any  exceptions  to 
tliem.  Some  of  these  laws  are  so  well  established  that  it  is  need- 
less for  us  to  experiment  farther,  and  we  can  follow  them  with  con- 
fidence. As  the  knowledge  of  the  world  becomes  formnlated 
through  individual  experiments  or  through  the  work  of  this  and 
kindred  societies,  we  will  have  before  us  the  accumulated  experience 
and  knowledge  of  those  who  have  gone  before  us.  It  is  true  that 
we  have  much  to  learn,  but  with  the  light  already  at  our  command 
we  have  no  excuse  to  repeat  the  errors  of  others  or  to  err  grossly 
on  our  own  account. 

The  engineer  must  of  necessity  be  a  hard  student;  his  school- 
days never  end.  I  hope  the  engineer  of  the  future  will  begin  his 
studies  earlier  in  life  than  he  now  does.  At  the  present  time  that 
period  of  a  boy's  life  called  his  school-days  may  end,  and,  assum- 
ing he  is  to  be  an  engineer,  he  may  enter  the  shop  ignorant  of  all 
the  objects  about  him,  with  hands  untrained  to  work,  the  butt  of 
those  who  have  come  before  him.  I  hold  that  some  portion  of 
his  engineering  training  might  well  begin  with  his  spelling-book. 
A  child  who  can  hold  a  pen  to  write  is  old  enough  to  learn  to 
draw.  Even  l)efore  that  time  he  might  begin  to  train  his  hands 
in  useful  manual  labor.  It  is  admitted,  that  man  having  hands  is 
bj'  reason  of  those  hands  better  than  the  beast  of  the  fields,  and 
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because  he  lias  hands  he  should  be  early  trained  to  use  them. 
What  will  fit  him  to  enter  the  workshop  in  better  condition  than 
now,  will  fit  him  better  also  for  any  other  walk  in  life. 

Must  a  mechanical  engineer  of  necessity  be  a  master  workman  ? 
I  know  of  some  very  worthy  engineers  who  are  making  their  mark 
in  the  world,  who  are  themselves  very  clumsy  in  the  use  of  their 
hands,  and  I  doubt  much  if  they  have  ever  worked  at  the  bench. 
I  know  they  would  have  been  the  better  for  more  hand  training. 
Personally,  I  do  not  know  how  to  separate  the  engineer  from  the 
skillful  workman.  In  my  own  case  I  had  a  wise  mother,  who 
placed  the  tool-box  ahead  of  the  grammar,  and  though  bed-ridden 
herself,  she  sent  out  and  bought  tools  for  me  when  I  was  a  very 
small  boy,  and  taught  me  how  to  use  them  with  the  skill  which  she 
had  learned  from  her  talented  father.  She  was  a  striking  example 
of  what  a  woman  can  do  to  educate  her  boys  in  a  direction  not 
commonly  followed  by  the  modem  mother.  The  man  who  is 
ready  in  the  use  of  tools,  can  not  only  direct  workmen  more  intel- 
ligently and  systematically,  he  can  also  appreciate  the  value  of 
the  work  done  for  him  and  be  nearer  to  the  workmen  and  be  bet- 
ter fitted  to  deal  justly  with  them.  We  may  say  that  a  knowledge 
of  thermodynamics  will  be  of  no  use  to  the  man  who  is,  day  in  and 
day  out,  engaged  in  the  repetition  of  a  single  operation,  such  as 
boring  cylinders  or  turning  axles.  Indeed,  I  am  quite  sure  that 
some  of  the  very  best  workmen  in  these  specialties  are  men  with 
no  education  at  all,  many  not  being  able  to  read  or  to  write.  But 
from  the  lowest  workmen  to  the  highest  there  must  be  a  gradu- 
ally increasing  amount  of  knowledge.  Let  me  illustrate  this  with 
an  example.  It  is  known  the  world  over  that  we  can  utilize  labor- 
saving  machines  to  better  advantage  in  this  country  and  with  less 
trouble  from  the  uneducated  workmen  than  is  possible  in  any 
other  country — that  is  in  the  other  old  countries.  American  labor- 
saving  machines  are  noted  the  world  over,  and  very  many  of  them 
are  tlie  outcome  of  the  brains  of  workingmen,  who  have  devised 
them  and  made  them.  Not  many  years  ago  I  had  a  call  from  an 
English  engineer  who  desired  to  visit  some  of  our  large  establish- 
ments. Having  helped  him  to  see  what  he  wanted,  he  afterwards 
called  on  me  before  goin^  home,  and  then  explained  what  had 
brought  him  to  this  country.  It  seems  that  he  was  at  home  en- 
gaged in  making  large  cutlery  and  had  sent  out  to  America  for 
certain  labor-saving  machines  said  to  be  used  in  this  country  to 
advantage.     The  machines  in  the  hands  of  his  workmen  in  Eng- 
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land  had  been  of  no  use,  and  in  fact  had  been  discarded,  while 
his  i^artners  had  taken  objection  to  his  having  urged  the  purchase 
from  America.  His  visit  was  to  see  these  machines  in  use  and 
note  their  efficiency  here.  He  said  he  was  astonished  to  find 
that  they  were  doing  better  work  and  very  much  more  expeditiously 
than  anything  he  had  been  able  to  get  out  of  them.  He  told  me 
he  had  satisfied  himself  that  the  cause  of  their  failure  to  use  them 
to  advantage  came  from  the  workmen  employed  on  the  machines. 
These  men  had  not  objected  to  working  the  machines,  but  the  best 
men  they  could  employ  were  inefficient  as  compared  to  the  Ameri- 
can workmen.  He  then  continued :  "  I  am  satisfied  that  your 
workmen  are  at  least  two  generations  ahead  of  ours,  and  that  only 
from  the  fact  that  they  are  bettor  educated  and  more  self-respect- 
it)g.''  The  education  which  makes  a  man  more  of  a  man  and  less 
of  an  animal,  will  tell  in  the  work  he  will  do,  even  if  he  cannot 
api)ly  high  mathematics  to  turning  axles  or  running  a  lathe  or 
planer.  Walk  as  I  have  through  the  streets  of  Glasgow,  for  in- 
stance, and  note  the  workmen  going  home  from  the  shops  in  the 
evening.  The  men  are  grimed  with  dirt  and  look  as  if  they  had 
not  washed  for  a  week.  A  friend  said  to  me  as  he  drove  through 
the  streets  of  Glasgow,  one  afternoon  at  six  o'clock,  as  the  men 
were  quitting  work,  "We  cannot  get  our  men  to  wash  up  as  they 
do  with  you  ;  they  seem  to  care  nothing  about  their  looks,  and  we 
•  cannot  make  them  change  their  habits.  They  must  quit  work 
for  breakfast  and  have  their  nooning,  too,  when  we,  in  our 
dark  winter  days,  are  losing  by  these  customs  the  best  part  of 
the  short  daylight."  He  told  me  that  very  many  of  them  could 
neither  read  nor  write.  To  me  it  was  a  sad  sight  I  thought  of 
the  marked  difference  between  these  men  and  the  same  class  of 
workmen  in  America.  I  overheard  a  horse  dealer  on  an  ocean 
steamer  talking  about  A  meric^an  workmen.  He  said  he  was  brought 
up  in  England  on  a  farm,  and  he  was  familiar  with  the  English 
workingmen,  but  that  any  one  of  the  western  farm  hands  who  had 
been  to  school  could  out-work  any  two  of  the  same  class  in  Eng- 
land. They  were  not  only  better  workmen  and  did  more  in  the 
same  time,  but  they  were  more  ready  in  resources, more  "handy" 
with  their  hands. 

To  those  who  say  that  education  is  of  no  use  to  the  laboring 
man,  who  can  make  no  aj)plication  of  his  knowledge  in  his  partic- 
ular trade,  I  say  that  he  is  the  better  for  his  schooling  if  he  is 
made  a  cleaner  man,  a  more  self-respecting  man.     Education 
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^hich  spoils  a  man  for  his  work  by  placing  him  above  manual  la- 
"bor  through  false  pride  will  continue  to  do  harm.  Although  a  few 
are  injured  in  this  way,  far  more  are  made  better. 

To  return  to  the  advantages  to  come  from  manufacturing  estab- 
lishments confining  their  enterprise  to  any  one  or  more  lines  of 
trade.  The  successful  manufacturing  establishment,  in  any  par- 
ticular direction  in  mechanical  engineering,  must,  in  the  long  run, 
represent  a  vast  amount  of  practical  experience,  and  its  latest  out- 
put is  likely  to  be  the  highest  type  of  its  kind.  It  represents  the 
accumulated  thought  of  many  years,  unfettered  by  the  whims  of 
would-be  scientific  engineers  who  have  not  yet  learned  their  trade. 
Some  one  has  said  that  this  is  the  age  of  blue  prints.  Copies  of 
drawings  are  easily  made,  and  the  young  engineer,  say  of  a  roll- 
ing mill,  thinking  he  knows  more  of  rolling-mill  practice  than  the 
manufacturer,  who  has  had  the  building  of  hundreds  of  mills, 
schemes  out  a  new  plant,  based  on  what  he  has  seen,  but  diflfering 
in  minor  points,  differing,  however,  in  what  will  make  the  erection 
more  costly  and  which  will  necessitate  the  making  of  new  tools  to 
build  it.  He  sends  these  blue  prints  over  the  whole  country,  to 
engineering  establishments,  good,  bad,  and  indifferent.  Some, 
who  know  what  they  are  about,  bid  for  the  work  on  the  basis  of 
the  increased  cost  of  construction,  and  do  not  get  the  job.  One 
kno^ying  less,  thinks  the  changes  in  design  of  less  importance, 
ignores  them  in  his  estimate  of  cost,  gets  the  job  and  loses 
money  on  it.  This  goes  on  to  the  detriment  of  trade,  and  will 
continue  to  go  on,  until  people  are  fully  alive  to  the  value  of 
special  manufacturers'  ability.  In  times  of  depression  machin- 
ists are  more  apt  to  bid  on  these  crude  designs  than  they  are  in 
times  of  prosperity  when  work  is  plenty  for  all. 

American  bridge- building  is  attracting  the  attention  of  the  world, 
and  bids  are  asked  from  us  for  even  the  British  colonies.  The 
President  of  the  British  Association,  in  the  address  to  which  I 
alluded,  took  bridges  as  one  of  his  examples  of  American  system- 
atic manufacturing.  I  will  do  so  also,  but  perhaps  to  use  the  ex- 
ample in  a  different  manner.  Every  well  organized  machine  shop 
has  a  system  of  sizes,  has  methocis  of  work.  In  the  designing 
rooms  of  these  establishments  drawings  are  made  to  conform  to 
the  means  of  execution  in  the  shop.  The  more  perfect  the  sys- 
tem of  shop  sizes  in  an  establishment,  fewer  minor  tools  will 
suflSce  to  carry  on  the  work,  and  these  tools  may  be  more  expen- 
sive and  more  perfect.     The  most  trifling  deviation  from  the  sys- 


S84  pbesidekt's  address,  1886. 

tern  involves  cost  and  detracts  from  perfection — the  perfection  of 
]on<v  practice  with  certain  methoils  aod  sizes,  with  the  minor  tools 
and  the  pjauges  which  aid  in  the  inspection  of  the  work.  Wlien 
a  type  of  bridge  has  been  selected  by  a  mannfactnrer  and  he  has 
]»orfi'ctod  his  j)lant  for  its  production,  his  output  is  cheapened. 
His  bridges  will  cost  less  than  those  requiring  new  tools,  new 
gauges,  and  new  modes  of  constniction.  They  will  be  better,  by 
reason  of  tlioir  being  the  aggregate  of  long  practice,  and  the  sur- 
vival i){  the  fittest  in  tlie  art  of  construction.  It  is  nex*:  to  impos- 
sible for  any  bridge  engineer,  separated  from  tlie  shops,  to  acquaint 
himst'lf  with  the  methods  of  all  the  bridge  makers.  His  drawings 
to  be  worked  to  either  differ  from  the  lu^actice  of  all,  or,  if  con- 
formable to  one  shop,  place  other  builders  at  a  disadvantage.  As 
the  cheapness  and  efficiency  of  the  bridges  built  by  any  one  con- 
corn  comes  to  be  aj)j)rcciated,  bridge  buyers  will  learn  to  instruct 
their  engineers  to  confine  their  specification  to  the  requirement  of 
each  case,  without  cramping  the  manufacturer  by  special  features. 
They  should  make  their  specification  cover  the  strength  which  is 
needful,  and  throw  on  the  manufacturer  responsibility  for  the  per- 
fection of  the  detail  of  the  ])lan. 

I  have  by  me,  as  I  write,  the  specification  for  bridges  and  other 
matt(jrs  pertaining  t^)  a  prt>jected  railroad  enterprise,  sent  to  me 
for  examination,  not  for  mj"  use  as  a  bidder.  My  comment  on 
this  specification  was  that  it  was  too  full  in  a  direction  which  would 
involve  tlie  engineer  who  wrote  it  in  the  hazard  of  experiment, 
and  would  exclude  the  use  of  good  models  of  things  which  were 
to  be  had  in  the  open  market.  I  see  an  inclination  to  include  in 
specifications  chemical  (pialities  in  the  materials  to  be  furnished, 
while  the  user  of  the  material  is  only  interesteil  in  it-s  physical  per- 
fectioiii^.  Tliis  is,  I  think,  a  very  gi'ave  mistake.  We  are  entering 
on  the  age  of  steel.  We  are  going  out  of  the  iron  age.  The  prog- 
ress of  the  art  of  steel  making  is -wonderful.  We  should  do  noth- 
ing to  check  that  progress.  I  say  most  emphatically  that  we,  as 
eni^ineers,  have  to  do  only  with  the  physical  quality  of  the  steel 
used,  not  with  the  chemical  qualities.  We  want  material  which 
will  stand  certain  strains,  and  our  specifications  should  clearly  set 
forth  what  m'c  do  require.  After  that  we  should  devise  physical 
tests  which  will  enable  us  to  assure  ourselves  that  the  material  fur- 
nished conforms  to  our  sjiecification  as  to  strength,  durability,  etc. 
The  reimsylvania  Railroad  will  not  accept  steel  for  boiler  plate, 
which  has  a  greater  tensile  strength  than  65,000  pounds  to  the 
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square  inch  coupled  with  25  per  cent,  elongation.  This  is  because 
they  have  found  that  all  steel  of  higher  tensile  strength,  even  if 
coupled  with  great  ductility,  is  capable  of  hardening  if  heated  and 
plunged  in  water.  I  think,  in  this  case,  I  would  be  inclined  to  in- 
sist that,  if  the  steel  did  "proof"  higher  and  had  proper  ductility, 
it  should  then  be  made  to  stand  the  test  of  hardening,  and  be  liable 
to  rejection  on  that  account.  1  would  do  this  in  hopes  of  obtaining 
a  better  low  steel.  We  do  not  know  what  can  be  done  in  the  way 
of  good  steel,  and  we  should  put  no  blocks  in  the  way  of  progress. 
I  am  writing  after  the  death  of  a  great  mechanical  engineer.  Sir 
Joseph  Whitworth,of  Manchester,  England,  who  has  been  taken 
away  at  a  ripe  old  age,  full  of  honore.  He  was  the  great  champion 
of  shop  perfection.  He  earnestly  urged  the  simplification  of  grades 
of  sizes,  both  in  machines  and  in  the  tools  of  construction.  When 
all  England  was  in  a  snarl  about  screw  threads,  and  each  machinist 
had  his  own  collection  of  taps  and  dies,  each  differing  from  that  of 
the  other,  he  introduced  his  system,  which  tried  to  come  the  near- 
est to  the  general  average  of  the  threads  in  use,  and  represented  a 
graduated  scale,  far  better  than  the  confusion  of  the  times,  lacking 
mainly  in  that  he  did  try  to  accord  with  practice,  and  so  involved 
the  need  of  special  tools  for  the  production  of  the  threads.  He 
might  have  cut  loose  from  all  precedent  and  given  the  world  a  sys- 
tem which  would  have  enabled  ordinary  workmen,  without  special 
tools,  to  produce  standard  taps  to  a  given  formula.  The  introduc- 
tion of  such  a  system  in  this  country  was,  perhaps,  rendered  more 
easy  by  what  Mr.  Whitworth  had  done.  His  production  of  surface 
plates,  by  scraping  one  to  the  other  in  sets  of  three,  was  an  exam- 
ple of  how  he  thought  out  an  idea  and  then  made  that  idea  an  ac- 
complished fact  by  his  faculty  for  infinite  talcing  of  pains.  When 
he  advocated  the  introduction  of  what  we  call  "  trade  sizes**  in  all 
things  manufactured,  and  instanced  the  gain  to  be  had  from  the 
adoption  by  architects  of  certain  graded  sizes  of  windows  and  doors 
which  would  permit  of  such  things  being  made  in  quantities  at  the 
factories,  he  said,  speaking  of  our  country,  "  They  manage  such 
things  better  in  America  than  we  do."  He  had  visited  this  coun- 
try at  the  time  of  the  first  great  International  Exhibition  in  New 
York  and  had  been  impressed  with  the  work  already  done  here  in 
the  very  direction  which  he  was  advocating,  and  more  so  in  the  fact 
that  the  introduction  of  labor-saving  machines  met  with  no  oppo- 
sition from  the  workmen,  who  seemed  to  feel  an  interest  in  what 
would  lessen  labor  and  perfect  the  output. 
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Sir  Joseph  Wliitworth's  system  of  screw  threads  is  in  coininon  use 
in  all  Germany  and  in  other  metric-using  countries.  It  is  not  very 
long  since  the  German  engineers,  in  formal  conference  on  the  subject, 
adopted  the  Wliitworth  sj'stem,  then  in  common  use,  as  the  sys- 
tem advocated  l)y  the  Society.  This  they  did,  in  spite  of  its  neces- 
sitating the  adoption  of  the  English  inch  in  the  case  of  all  screw 
tlircads,  though  tliC}'  call  the  sizes  by  metrical  names,  saying  25 
millimeters  ecjual  one  inch,  and  so  on,  although  they  know  thattlie 
size  of  a  standard  inch  tap  cf  the  Wliitworth  system,  which  they 
have  adopted  as  their  own,  is  more  than  25  millimetei*8  in  diame- 
ter. The  German  or  French  maker  of  tiips  and  dies,  though  com- 
pelled by  law  to  use  the  French  meter  as  his  standard  of  measure- 
ment, is  obliged  to  make  use  of  the  English  standard  plugs  and 
rings  for  his  sizes,  and  must  use  English  standard  hobs  to  cut  the 
chasers  which  are  to  shape  the  threads  of  the  taps,  to  give  the 
right  form  to  the  thread  and  to  insure  the  angle  of  the  sides  being 
55  degrees,  and  to  have  their  bolts  and  nuts  interchangeable  with 
those  made  in  England. 

I  had  the  plea?*ure  of  meeting  Sir  Joseph  Wliitworth  in  1884, 
after  I  had  visited  his  very  wonderful  works  in  Manchester.  He 
had  much  to  talk  about  in  the  direction  I  have  indicated,  and  he 
dwelt  for  some  time  on  the  existing  confusion  of  sizes.  He  said 
the  best  plan  to  make  the  metric  system  of  measurements  conform 
to  the  English  and  American  would  be  for  the  French  (since  it  is 
now  known  that  the  basis  of  their  system  bears  no  exact  relation 
to  the  circumference  of  the  earth)  to  increase  their  metre  a  very 
little  in  length.  "  Make,"  said  he,  '*the  French  meter  forty  inches 
long,  say,  roughly,  live-eighths  of  an  inch  longer  than  it  now  is, 
and  then  the  two  will  be  commensurate."  He  urged  me  to  work 
in  this  direction,  as  I  was  j^ounger  than  he.  He  said  feelingly,  *'  I 
am  too  old  to  make  the  fight."  lie  was  right ;  he  was  then  stand- 
ing with  one  foot  in  his  grave,  so  feeble  did  he  seem  to  me  to  be. 

He  was  making  an  effort  to  construct,  at  his  house  in  England,  an 
apartment  to  be  a  winter  garden,  in  which  he  could  simulate  the 
climate  of  the  south  of  France  and  in  which  he  hoped  to  pass  his 
winters  in  comfort.  I  fear  his  effort  was  of  little  use,  for  ho  seems 
later  to  have  sought  the  genial  sunshine  of  Monte  Carlo  ;  there  tlio 
thread  of  his  long  and  useful  life  was  broken.  A  great  master  me- 
chanic was  lost  to  the  world,  but  his  work  will  live  after  him, 
i[ost  earnestly  do  I  hope,  yet  fear  I  am  hoping  against  hope,  that 
his  ardent  wish,  expressed  to  me  in  Manchester,  may  be  carried  out. 
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Germany  and  France  will  not  give  up  their  so-called  scientific  met- 
ric system  ;  America  and  England  cannot  altord  to  give  up  their 
more  useful  and  practical  system  of  weights  and  measures,  for  the 
reason  that  it  is  secured  and  made  permanent  by  the  perfection  of 
exactness  of  implements  in  common  use,  in  immensity  of  cost  and 
material,  in  tools  identified  with  the  English  inch,  and  in  libraries 
of  books  which  express  our  knowledge,  formulated  in  the  system 
we  use.  If  France  and  Germany  will  but  add  to  their  meter  the 
small  fraction  asked  for  by  Sir  Joseph  Whitworth,  then  the  great 
nations  of  the  earth  will  harmonize  and  make  commensurate  their 
metrical  systems,  and  25  millimeters  will  equal  one  inch,  and  forty 
inches  will  be  one  meter. 

This  being  done,  if  in  time  it  comes  to  be  proved  that  the  French 
system  has  any  advantages  in  practice  over  the  system  of  measure- 
ment we  have  in  use  over  the  English-speaking  part  of  the  globe 
and  over  the  great  area  of  Russia,  the  transition  from  one  to  the 
other  will  be  easy.  In  this  view  of  the  case  I  cannot  but  think,  that 
those  who  are  now  trying  to  induce  the  Government  of  the  United 
States  to  force  the  use  of  the  French  system  by  law  would  do  well 
to  aid  in  making  the  two  systems  commensurate  by  urging  Sir 
Joseph  Whitworth's  plan.  It  might  in  the  end  help  them  in  their 
work.  Let  me  also  express  the  hope  that  the  members  of  this  Soci- 
ety will  take  in  consideration  the  proposition  of  Sir  Joseph  Whit- 
worth and  exert  themselves  to  bring  about  this  change.  Messrs. 
Pratt  &  Whitney  have  shown  with  their  admirable  comparator  that 
the  instruments  of  measurement  in  common  use  in  France  and 
Germany  are  far  from  being  accurate — a  new  set  of  scales  put  into 
the  German  market  and  made  25  millimeters  to  the  English  inch 
would  most  likely  agree  with  many  scales  now  in  use  in  that  coun- 
try. In  fact  it  might  be  well  for  our  Society  to  memorialize  the 
German  Societies  of  Engineers  on  this  subject. 

The  American  Society  of  Mechanical  Engineers  has  already  given 
expression  to  the  viewB  of  some  of  its  members  on  the  subject  of 
the  education  of  engineers.  As  your  President  I  have  been  fa- 
vored b}'  the  Institution  of  Engineers  and  Ship  Builders  of  Scot- 
land (Incoi-porated),  with  a  paper  by  M.  Henry  Deyer,  C.E.,  M.  A., 
on  the  same  subject,  and  I  have  been  asked  by  the  Council  of  that 
Society  to  join  in  tlie  discussion  of  the  paper  more  particularly  as  to 
my  opinion  on  the  economical  questions  involved  in  such  education. 
We  may  well  ask  what  is  the  money  value  of  proper  education. 
Illness  prevented  my  answering  this  request  in  time,  but  I  cannot 
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refniin  from  introduciiijc  tlie  subject  in  this  address.  At  the  an- 
nual dinner  of  the  Institution  of  Civil  Engineers  in  London,  in 
1881,  I  lijid  the  pleasure  of  listening  to  the  address  of  Sir  Lj'on 
Playfair  in  his  reply  to  one  of  tlie  toasts.  In  this  address  he  com- 
niente<l  on  the  want  of  technical  schools  in  En<jland,  saying  that  it 
would  be  to  the  advantage  of  the  jjeo))le  of  England  to  consider 
well  what  was  being  done  in  America,  in  regard  to  the  founding  of 
technical  schoi^ls  rather  than  model  on  the  schools  of  Germany  or 
France.  I  think  we  may  well  be  pleased  with  what  has  been  al- 
ready (lone  in  this  country  in  the  high  schools  and  colleges,  but  I 
am  very  far  from  being  satisfied  with  what  is  being  done  in  the 
primary  schools  of  the  land. 

Our  attention  should  be  turned  to  the  primary  schools,  so  that 
those  who  enter  the  advanced  schools  jnay  do  so  with  a  ground  bet- 
ter iitted  to  receive  what  is  to  be  planted  and  cultivated  in  the  di- 
rection of  tlie  natural  sciences. 

I  think  the  engineers  to  whom  I  am  addressing  myself  will  bear 
me  out  in  the  assertion  that  few  boys  who  enter  the  shops  from  the 
public  schools,  or  from  private  schools  either,  and  who  have  not 
been  through  the  technical  schools,  seem  to  have  any  notion  of  even 
the  names  of  the  tools  and  appliances  which  are  to  be  used  by  them 
in  their  daily  work.  They  cannot  read  the  simplest  mechanical 
drawing,  nor  does  their  knowledge  of  arithmetic  seem  to  be  in  tlie 
direction  of  its  application  to  questions  of  relative  speed  or  ques- 
tions of  calculation  of  strength  and  so  forth. 

In  one  of  the  weekly  mechanical  journals  the  other  day  I  noted 
among  the  queries  a  very  well  worded  request  for  information  as 
to  the  size  of  a  pulley  required  on  the  spindle  of  a  dynamo  to  insure 
a  speed  of  1,500  revolutions  per  minute  which  was  to  be  driven 
from  an  existing  countershaft  having  a  speed  of  250  revolutions  per 
minute,  upon  which  was  a  driving  ]uilley  which  the  writer  desired 
to  use  of  24  inches  in  diameter.  Here  is  a  very  simple  example  in 
the  rule  of  three ;  1  feel  almost  sure  that  if  the  writer  was  asked  a 
question  as  to  relative  cost  of  articles  involving  the  same  applica- 
tion of  the  use  of  the  rule  of  three,  he  would  answer  it  without 
hesitation.  Thus  if  he  had  bouii:ht  250  water-melons  at  24  cents 
each  and  he  proposed  to  trade  them  off  even  for  1,500  cantelopes, 
how  many  cents  would  each  cautelope  be  worth?  The  latter  ques- 
tion would  recall  to  his  mind  the  familiar  examples  of  his  school 
days,  all  in  the  direction  of  bart(?r  and  trade.  This,  however,  is 
not  the  worst  feature  in   this  matter.     His  instruction  has  been 
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through  the  attempted  memorizing  of  many  rules.  He  has  not  been 
taught  by  object  lessons  and  practical  examples  the  way  to  think 
out  these  questions  on  a  basis  of  good,  sound  common  sense.  In 
looking  back  at  my  own  school  days  1  can  remember  my  slowness 
in  learning  the  rules  of  arithmetic  and  the  quickness  with  which 
I  could  master  the  sohition  of  all  problems  in  geometry.  The  tixed 
rules  gave  me  no  practical  information  ;  the  questions  involved  in 
geometry  were  things  which  I  could  see  and  appreciate;  just  as  a  pic- 
ture will  tell  with  a  few  well  placed  strokes  what  pages  of  writing 
would  not  make  clear,  without  the  reader  making  great  mental 
effort  to  master  the  subject.  When  I  go  into  a  school  room  and  see 
the  w^alls  covered  with  maps  and  diagrams  illustrating  geography, 
and  listen  to  the  recitation,  I  find  it  just  as  it  used  to  be  in  my  own 
childhoo<l :  there  is  the  endless  memorizina:  of  names  of  rivers  and 
the  boundaries  of  countries,  all  of  which  will  soon  be  forgotten,  and 
I  cannot  help  thinking  how  much  could  be  given  and  retained,  if 
the  teacher  was  to  carry  the  child  in  imagination  over  the  great 
railroads  and  through  the  water  channels  by  sea  and  by  land  and  the 
young  student  be  directed  to  work  out  the  route  by  means  of  the 
railroad  guide  books  in  every  day  use.  How  much  quicker  would 
he  learn  what  would  be  of  use  and  how  much"  more  thorough  would 
be  the  instruction.  Then  let  sotne  of  the  examples  in  arithmetic  be 
in  the  same  direction.  The  railroad  and  the  steamboat  route  will 
suggest  endless  examples  :  how  far  apart  are  telegraph  poles  placed  ? 
If  in  five  or  ten  seconds  we  pass  a  certain  number  of  telegraph 
poles,  how  fast  are  we  traveling?  The  bicycle  or  the  tricycle  might 
be  used  to  show  the  relation  of  the  diameter  of  the  wheel  to  its  cir- 
cumference. A  child  will  take  with  avidity  to  questions  as  to  the 
relative  advantage  of  gearing  up  or  down  from  the  treadle  to 
the  driving  wheel  of  the  tricycle,  and  can  readily  master  the  advan- 
tage or  the  disadvantage  of  one  or  another  size  of  wheel  on  his  bi- 
cycle. Questions  of  mechanics,  if  presented  in  connection  with  ob- 
jects of  every-day  use  and  of  personal  interest,  will  be  easily  mas- 
tered and  held  fast  in  memory.  Conservation  of  energy  sounds 
meaninii^less  to  manv,  but  the  child  who  is  old  enouffh  to  learn  to 
read,  is  ready  to  be  taught  that  power  cannot  be  created,  but  that 
what  force  there  is  lying  dormant  in  the  world  can  be  used  to  more 
or  less  advantai^e.  lie  can  be  tau^jht  the  correlation  of  all  forces  and 
the  advantage  to  be  derived  from  economy  in  the  expenditure  of  his 
own  and  of  all  other  forces,  as  from  economy  in  matters  of  dollars 
and  cents.     A  wise  and  practical  education  which  will  teach  how  to 
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observe  and  think,  will  guard  tlie  mind  of  the  student  later  in  life 
from  believin*;  in  inijx)8sible  motors  which  are  to  consume  nothing 
but  which  when  perfected  the  w^eek  after  next,  are  to  supersede 
steam  and  utilize  the  "  vibratory  forces"  of  nature.  Tliis  improved 
system  of  education  is,  however,  only  to  be  obtained  by  the  radical 
change  involved  in  the  substitution  of  the  education  of  the  hands 
and  the  eye  for  some  of  the  useless  cramming  from  books. 

We  are  almost  daily  astonished  by  some  great  discovery  in  the 
arts  and  sciences.  These  discoveries  render  the  work  of  tlie  tricks- 
ters who  are  exploiting  their  alleged  still  more  wonderful  discover- 
ies easier.  People  well  educated,  so  far  as  books  can  teach  them, 
but  who  are  ignorant  of  tbe  first  ])rinciples  of  mechanics,  fall  an  easy 
prey  to  the  adventurers.  They  fail  to  see  that  all  the  startling  dis- 
coveries w^hich  really  are  made  in  each  and  every  case  fall  under 
some  well  established  law  of  nature,  and  are  wonderful  in  their 
very  simplicity.  Ko  one  of  all  the  discoveries  which  have  been 
made  or  that  ever  will  be  made  points  to  the  possibility  of  our  ob- 
taining a  result  from  nothing. 

In  our  schools  w^e  are  cramming  brains  with  what  taxes  the  mem- 
ory to  the  utmost,  but  w^hich  sends  into  our  workshops  boys  who 
are  themselves  startled  to  find  how  little  they  know  as  compared 
to  those  who,  almost  ignorant  of  book  leiirning,  are  wise  in  the 
knowledge  of  the  things  about  them  and  skillful  in  the  use  of  their 
hands. 

Education  of  a  high  order  seems  in  such  cases  to  fail  in  its  result, 
and  so  it  comes  that  there  are  many  thinking  men  who  are  inclined 
to  consider  a  college  education  as  a  detriment  rather  than  an  advan- 
tage in  the  case  of  a  young  man  wanting  to  be  a  mechanic.  A  very 
noted  mechanical  engineer,  himself  a  millionaire  from  the  gains  in 
his  profession,  in  a  speech  at  a  University  celebration,  he  himself 
being  a  Trustee  of  that  University,  made  in  substance  the  follow- 
ing assertion  :  "The  University  may  give  to  the  student  who  is  to 
follow  the  learned  professions  all  that  he  requires,  but  the  workman 
who  is  to  earn  his  bread  by  the  skill  of  his  hands  is  not  bettered  by 
what  the  University  and  its  school  of  science  can  give  him.  For 
our  skilled  workmen  we  must  depend  wholly  on  the  teaching  in 
he  workshops,  not  in  the  schools,  and  that  a  very  little  schooling 
would  suffice  for  them. "  I  have  noted  many  examples  of  young 
men  injured  by  long  schooling;  far  better  for  them  had  they  been 
driven  to  hard  work  with  their  hands,  rather  than  to  have  been 
forced  in  the  Blimber  hot-houses  of  learning.     Strong  minds  iu 
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weak  bodies  are  injured  when  the  mental  food  they  long  for  is 
given  to  them  without  any  training  of  the  hand  or  other  parts  of 
the  body.  Teach  the  head  less  and  give  at  the  same  time  more  for 
tlie  hands  to  do,  and  a  system  will  he  found  which  will  be  much 
more  generally  useful  than  any  other  plan  yet  devised  for  teaching. 

It  seen)s  to  me  as  clear  as  day  that  even  the  modern  system  of 
athletic  training  at  college,  which,  under  the  guise  of  sport,  trains 
the  eye  and  the  hand  and  strengthens  the  muscles,  brings  out  the 
manhood  in  the  scholar  and  makes  him  better  fitted  to  tight  the 
battles  of  life.  This  training  is  well  enough  in  its  way,  but  is  as 
nothing  compared  to  the  perfect  training  of  the  hand  under  com- 
petent masters  in  the  direction  of  working  with  tools.  Athletic 
sports  should  come  in  the  time  devoted  to  play,  not  in  school  hours. 
The  manual  training  must  come  in  the  regular  school  hours  ;  must 
be  in  time  taken  from  other  studies.  Now  that  this  subject  of  the 
education  of  engineers  is  attracting  the  attention  of  engineers  in 
Scotland,  as  I  have  already  mentioned,  Mr.  W.  Eenney  Watson,  of 
Glasgow,  tells  the  Institution  of  Engineers  and  Ship  Builders  that 
he,  impressed  with  what  he  had  seen  in  the  American  schools,  had 
influenced  his  partner  to  send  a  son  to  the  Boston  school,  and  he 
took  pleasure  in  exhibiting  the  work  of  this  pupil,  who  had  been 
taught  by  masters  the  art  of  usinghishands  just  as  a  music  teacher 
teaches  the  use  of  any  particular  musical  instrument.  He  insisted 
on  the  fact  that  this  hand  training  had  helped,  not  hindered,  the 
head  work,  and  that  the  boy  had  learned  more  in  school  in  a  given 
time  than  he  would  have  learned  in  the  shop  under  the  haphazard 
way  of  picking  up  what  he  can  among  the  other  workingmen. 

It  is  this  hand  training  which  we,  as  engineers,  must  insist  upon. 
We  need  educated  workmen  and  must  encourage  the  home  supply 
by  insisting  on  an  education  which  will  bring  to  our  shops  young 
men  whose  fingers  are  not  all  thumbs,  and  who  can  be  utilized  to 
advantage  quickly  and  with  less  loss  in  spoiled  and  wasted  mate- 
rial. Drawing  goes  a  great  way  toward  training  the  hands,  and  in 
illustration  permit  me  to  recall  an  event  in  my  own  early  life  in 
scliool  which  will  show  how  it  can  aid  in  other  studies. 

My  father  began  to  teach  me  the  use  of  a  pencil  when  I  was  about 
two  years  old,  and  by  tlie  time  he  was  taken  from  me,  when  I  was 
seven,  I  was  able  to  draw  rudely  such  objects  as  I  was  familiar  with, 
from  having  been  taught  how  to  observe  form  as  it  is  presented  to 
the  eye  and  not  to  the  imagination.  A  favorite  lesson  of  my  father's 
was  to  make  me  draw  for  him  a  cubical  box  on  his  desk,  he  placing 
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this  box  in  uiflercnt  angles  of  view.  So  I  did  know  bow  to  draw  a 
picture  of  a  tea  box  being  thrown  out  of  a  ship  by  a  wild  Indian, 
in  fan'jy  dress  of  feathers,  and  could  figure  tea  boxes  floating  on 
the  waves,  whieh  was  one  of  many  illustrated  stories  he  told  ine. 
Start  any  boy  on  the  road  to  draw,  and,  my  word  for  it,  he  will  sketch 
on  his  slate  at  any  time  in  preference  to  doing  sums,  if  he  has  the 
chance.  That  was  so  in  mv  time  when  drawing  during  school  hours 
was  a  crime  punishable  by  sundry  stripes  on  the  offending  member, 
or,  if  persisted  in,  on  other  ])arts  of  the  human  form,  which  had 
taken  no  part  in  the  offense.  When  I  had  advanced,  1  presume,  so 
far  in  my  arithmetic  as  doing  sums  in  long  division,  I  remeniber 
over-hearing  a  class  reciting  before  the  master,  near  wliom  I  had  my 
seat.  The  recitation  was,  as  I  afterward  learned,  in  mensuration, 
from  the  writings  of  one  Bonnycastle.  The  example  given  was  to 
the  effect  that  a  certain  farmer  had  loaned  a  neighbor  a  cubical  bale 
of  hay,  measuring  ten  feet  on  each  of  its  sides,  and  the  borrower 
did  afterward  return  two  bundles  of  hay,  at  different  times,  each 
measuring  live  feet  on  the  side,  and  the  question  was  asked :  Did 
the  farmer  receive  back  his  due  ?  and  if  not,  how  much  short  of  it? 
I,  hearing  this,  made  a  sketch  of  a  cubical  block  on  one  corner  of 
my  slate,  atid  on  this  perspective  picture  drew  two  smaller  blocks, 
each  half  the  length  per  side  of  the  big  one,  and  I  saw  that  but  one- 
fourth  ha<l  i)cen  returned.  Presently  I  was  startled  by  the  master 
calling  to  me, "  Sellers,  whatdo  you  say  about  it  ? "  I  asked  :  **  About 
what  ?  '•  "  The  hay,"  he  replied ;  "you  have  heard  the  question."  I 
ventured  to  ex])lain  that  the  borrower  should  have  sent  l)ack  eight 
bundles  each  live  feet  on  the  side;  he  has  only  sent  one-quarter  of 
what  he  owed.  ''  How  do  you  know  ?  "  I  was  asked.  My  answer 
M'as  that  I  saw  it.  1  am  quite  sure  that  at  the  time  I  drew  that 
cubical  figure  and  .saw  the  answer  to  the  question  I  knew  nothing 
about  cubing  or  squaring  or  extracting  roots.  I  never  got  over  my 
fondness  for  the  graphic  method  of  calculating,  and  hold  that  it 
should  be  well  taught  in  every  school.  Supplement  figures  with 
the  graphical  method  of  computing  and  the  tasks  which  are  painfal 
will  become  easy  and  interesting  to  the  pupil. 

An  attcm])t  is  being  made  now  to  introduce  manual  labor  into 
the  public  schools,  and  in  some  instances  where  teachers  have  been 
found  who  take  the  right  kind  of  interest  in  the  subject^  consider- 
able success  has  attended  the  effort.  The  trouble  for  a  long  time 
will  be  in  iindintc  teachers.  Schools  for  the  instruction  of  the  teach- 
ers  in  this  direction  have  been  established  and  will  aid  in  this  mat- 
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ter.  I  hope  engineers  will  give  attention  to  a  subject  of  so  much 
public  importance,  and  aid  by  their  advice  those  who  are  inclined 
to  prosecute  the  introduction  of  hand  training.  The  introduction 
into  schools  should  involve  little  expense.  It  is  in  my  opinion  a 
great  mistake  to  fit  up  workshops  in  the  primary  schools  with  lathes 
and  planing  machines  or  other  costly  tools.  To  train  the  hands, 
labor  saving  machines  should  be  discarded.  The  Russian  system, 
as  it  has  been  introduced  into  the  Boston  Institute  of  Technology, 
is  the  proper  method.  Teach  a  boy  to  whittle,  plane,  or  tile  ma- 
terial into  shape,  to  size  and  line,  and  that  with  hand  tools  only,  and 
the  hand  training  will  be  accomplished  with  ease  and  certainty. 
Young  men  from  such  schools  will  be  ready  to  entfer  any  of  the 
workshops  and  take  up  any  trade  quickly,  because  they  will  be  less 
clumsy  and  will  be  in  some  degree  informed  as  to  the  nature  of 
material.  I  am  well  assured,  too,  that  it  will  be  found  that  the 
time  spent  in  this  direction  during  school  hours  will  increase,  not 
diminish,  the  amount  of  head  work  done,  and  with  less  brain  fatigue 
or  less  injury  to  minds  not  over  strong. 

A  system  of  education  which  will  teach  the  student  to  think  and 
to  reason  without  depending  on  fixed  rules  will  in  the  end  be  of  the 
greatest  practical  benefit.     The  next  best  thing  to  having  knowl- 
edge one's  self  is  to  know  where  to  find  what  we  want,  or  to  know 
to  whom  to  apply  for  the  knowledge  we  need  and  who  can  impart 
it  to  us.     Wlien  we  cannot  have  access  to  minds  capable  of  telling 
us,  by  word  of  mouth,  what  we  want,  we  can  go  to  books.     Books, 
however,  are  not  all  repositories  of  truth.     We  must  be  taught  to 
exercise  our  reasoning  faculties  and  to  separate  the  true  from  the 
false.     Gradually  the  written  knowledge  of  the  world  is  being  tab- 
ulated.    No  one,  who  has  access  to  books,  ever  thinks  of  going 
through  the  operation  of  squaring  or  cubino^  or  extracting  I'oots. 
We  all  refer  to  the  printed  tables  prepared  for  that  purpose,  and 
our  Engineers'  Note-hook  is  the  safe  in  which  is  locked  up  the  val- 
uable items  of  information  which  we  have  daily  to  use  and  to  which 
we  refer,  never  thinking  of  burdening  the  mind  with  what  we  can 
obtain  so  readily  and  with  such  certainty  as  to  truth.     I  would  like 
to  see  these  books  of  reference  introduced  into  schools  and  the  child 
taught  to  refer  to  them  and  to  depend  on  them  rather  than  to  spend 
weary  hours  in  repeating  operations  which  will  never  be   used  in 
after  life.     It  is  charged  that  the  confusion  of  the  metrical  systems 
of  different  countries  involves  the  student  in  long  hours  of  mental 
work  in  memorizing  this  knowledge.     It  is  also  claimed  that  if  one 
45 
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universal  svstcm — let  iis  sav  the  French  svstein  for  instance — could 
he  introduced  everywhere,  then  this  memorv  work  wonld  be  dia- 
peiijied  with  and  muoh  time  he  saved  which  could  be  applied  to 
other  purposes. 

Now,  my  idea  is  that  it  is  of  no  use  whatever  to  teach  these  ta- 
bles of  the  weights  and  measures  of  all  countries  or  even  of  the 
country  in  which  the  student  lives,  unless  the  learning  can  be  ap- 
plied to  some  practical  purpose  at  the  mdment  of  its  acquisition, 
but,  instead  of  teaching  the  tables,  place  the  tables  themselves  in 
the  student-8  hands  as  we  have  them  in  our  engineering  pocket- 
books,  and  show  them  how  to  use  them,  how  to  find  the  informa- 
tion when  they  want  to  use  it.  It  has  been  said  that  the  great  ad- 
vanta^re  of  the  French  system  of  weights  and  measures  is  that  it 
can  be  so  readilv  learned.  This  I  will  admit,  but  it  will  not  stav 
learned  any  longer  than  any  other  set  of  tables  unless  used  in  every- 
day practice.  A  chemist  attached  to  the  Assay  Department  of  the 
United  States  ^lint,  a  man  of  great  mental  ability,  who  had 
become  familiar  with  the  French  system  of  weights  in  his  daily 
chemical  operations,  and  who  afterward  went  into  another  line  of 
industry,  and  who  no  longer  had  occasion  to  think  of  grammes, 
told  me,  not  long  ago.  that  he  was  surprised  at  the  ease  with  which 
this  knowledge  had  passed  from  his  mind.  In  fact,  as  I  tried  to 
draw  him  out,  I  found  that  he  could  not  explain  the  metrical  sys- 
tem without  considerable  mental  effort,  and  even  then  he  made  sad 
mistakes.  We  must  index  our  knowledge  and  then  teach  our  chil- 
dren how  to  find  what  they  want,  and  not  kill  them  with  trying  to 
cram  into  their  little  heads  what  we  cannot  retain  ourselves,  and 
would  be  none  the  better  for  if  we  could. 

The  Etigineers'  Club,  of  Philadelphia,  is  doing  good  work  in  pub- 
lishing the  contributions  of  its  members  to  a  gradually  growing 
book  of  reference.  I  think  every  society  should  do  the  like,  and 
even  try  to  index  the  information  of  books  on  subjects  germane  to 
its  interests,  and  publish  these  references. 

"We  have  now  brought  about  the  introduction  of  drawing  lessons 
into  the  public  schools,  and  even  made  some  progress  in  the  intro- 
duction of  manual  training.  We,  as  engineers,  should  exert  our- 
selves to  push  these  two  things,  and  never  lose  a  chance  to  prove 
the  practical  utility  of  the  new  system  of  education.  We  should 
compel  the  schools  to  follow  the  lead  of  the  shops  in  teaching.  I 
will  illustrate  what  I  mean  by  an  example.  We  take  young  men 
into  our  drawing-rooms  or  into  our  shops  as  they  come  from  the 
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public  schools,  and  we  find  that  we  have  yet  to  teach  tliem  much 
that  should  have  been  taught  them  at  school.  Time  and  again  mis- 
takes have  been  made  in  our  own  designing  departments,  by  views  be- 
ing wrongly  placed,  all  because  the  young  man  taught  to  draw  in  col- 
lege has  been  told  to  place  the  top  view  below  the  elevation,  and  the 
end  elevation  of  the  right-hand  end  to  the  left  of  the  front  elevation. 
All  this  because  the  examples  in  teaching  descriptive  geometry  are 
so  placed,  that  is  in  the  first  angle,  and  not  in  the  third,  as  they  are 
termed.  The  common-sense  system  of  drawing,  as  Prof.  MacCord, 
of  the  Stevens  Institute,  calls  it,  the  system  in  use  in  all  workshops, 
was  not,  until  recently,  taught  in  some  of  the  greatest  schools  in 
the  land,  and  even  the  text-books  published  for  the  use  of  the  schools 
were  all  wrong  in  this  respect. 

The  readiness  with  which  some  of  these  great  schools  changed 
their  system  of  teaching,  when  it  was  shown  to  them  that  they  were 
not  giving  the  kind  of  information  needed  in  practical  life,  shows 
what  can  be  accomplished  if  we  will  lend  our  aid  to  teaching  the  teach- 
ers ;  showing  them  w4iat  we  want  them  to  know  and  what  we  want 
the  boys  who  come  to  us  from  them  to  know.  The  highest  schooling 
is  needed  to  make  good  engineers,  but  such  schooling  can  be  made 
easy  if  we  take  the  right  methods  and  begin  early  enough.  We 
must  teach  the  money  value  of  knowledge  and  how  to  determine  iU 
We  must  measure  all  things  by  the  test,  Will  it  pay  ?  There  is  no 
use  in  spending  money  in  teaching  school,  if  we  cannot  show  that 
the  teaching  pays.  To  make  it  pay,  it  must  be  of  practical  utility. 
The  true  measure  of  the  value  of  an  education  lies  in  what  the 
scholar  can  do^  not  in  what  he  knows.  The  system  which  will  train 
the  hand  will  pay  better  than  any  other  when  taught  in  connection 
with  the  right  sort  of  mind  training,  not  mind  cramming.  Some 
of  the  most  helpless  and  useless  men  the  world  has  known  have  beeii 
great  students — book-worms — who  battened  on  facts  or  figures  and 
could  make  no  use  of  the  stuffing  with  which  they  were  crammed,' 
to  the  advantage  either  of  themselves  or  their  neighbors.  These- 
helpless,  useless,  brain-crammed  book-worms  will,  for  all  timQ,  be 
the  legitimate  butts  of  the  caricaturist  and  the  wit.  Very  few  of 
the  boys  wlio  come  into  the  workshops  as  apprentices  can  have 
been  throngli  the  high  schools  or  the  technical  colleges.  They 
must  be  not  more  tlian  sixteen  years  old  to  have  cnouirh  years 
of  minority  left  to  make  ))roti table  their  services  as  apprentices. 
What  is  wanted,  theretbre,  is  that  some  part  of  their  early  school 
life  shall  have  been  used  in  acquisition  of  just  such  information  as 
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will  be  (»f  use  in  each  and  every  one  of  the  mechanical  indastrics, 
as  well  as  in  mercantile  operations.  Such  men  as  Mr.  McAllister, 
Superintendent  of  the  Puhlic  Schools  of  Pliiladtflphia,  President 
Henry  Morton,  of  the  Stevens  Institute,  General  Walker,  of  the 
Massachusetts  Institute  of  Technology,  and  many  other  advanced 
thinkers,  are  quite  alive  to  just  wliat  I  am  urging,  but  they  have 
to  combat  the  prejudices  of  the  teachers  who  have  themselves 
been  wrongly  taught  and  the  ])arents  wlio,  under  like  tnition,  have 
had  no  insight  into  the  advantages  to  be  derived  from  the  educa- 
tion of  the  hand  and  the  eye. 

It  is  the  fashion,  nowadays,  for  the  young  man  who  has  spent 
the  whole  of  his  minority  in  the  higher  schools,  to  he  modest  and 
sclf-deprcciative,  and,  most  likely,  honestly  so.  His  examinations 
and  his  crammings  have  shown  him  how  much  he  does  not  know, 
after  all.  On  the  whole,  this  may  be  in  some  respects  better  than 
the  (jonceit  formerly  shown  by  the  boy  fresh  from  college,  but 
at  the  same  time  it  has  its  disadvantages,  for  the  self-confident 
youngster,  after  a  few  hard  knocks,  in  his  effort  to  hold  his  own, 
comes  out  a  stronger  man  for  the  battle. 

I  hojje  the  American  Society  of  Mechanical  Engineers  will  keep 
the  matter  of  education  in  a  foremost  place  and  throw  its  influence 
in  favor  of  a  sound  practical  education  of  the  hand  as  well  as  of  the 
head,  in  the  direction  which  I  have  so  feebly  pointed  out.  I  am 
sorry  1  had  not  the  pleasure  of  meeting  you  and  speaking  to  you, 
but  I  earnestly  hope  my  words  will  reach  many  and  be  food  for 
thought.  If  other  people  look  toward  American  mechanics  as  be- 
iuiT  in  the  lead,  and  sav  that  American  eniciueerins:  schools  should 
be  taken  as  models,  let  us  make  the  greater  effort  to  keep  our  place 
in  the  front  rank.  The  American  Society  of  Mechanical  Engineers 
can  do  no  better  work  than  in  devising  a  good  system  of  educa- 
tion and  compelling  its  introduction  into  our  public  schools.  Then 
will  those  who  come  after  us  take  command  and  lead  in  the  indus- 
tries of  the  world,  and  the  product  of  their  skill  and  knowledge  find 
readv  sale  in  all  the  markets  of  the  world. 
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TOPICAL  DISCUSSIONS  AND  INTERCHANGE  OF  DA  TA. 

Washtngton  (XVth)  Meeting. 

No.  259—39. 

What  have  you  found  the  best  methods  for  remoying  gas  and  smoke  from 
blacksmith  shops? 

Mr.  AUan  Stirling, — I  suppose  the  trouble  with  us  is  that  we 
have  had  experience  enough  in  this  matter  and  our  experience  has 
not  been  very  pleasant.  I  have  tried  to  get  some  good  way  of 
taking  care  of  the  smoke  from  a  blacksmith's  shop.  I  fitted  up 
quite  a  large  shop  some  years  ago,  connecting  the  hoods  over  the 
fires  by  large  pipes  into  an  underground  flue,  and  1  ran  this  flue  off 
to  the  chimney — a  large  chimney  125  feet  high.  I  had  the  utmost 
confidence  that  that  would  cure  the  evil,  but  it  did  not,  and  I  do 
not  know  of  any  better  way  to  treat  this  matter  than  to  follow  the 
course  suggested  by  an  alderman.  They  were  discussing  the 
question  of  a  sewer  in  some  outlying  part  of  the  city,  and  this  alder- 
man made  a  motion  that  the  dirty  water  in  that  part  of  the  city 
"be  allowed  to  take  its  natural  course*"  I  suppose  we  shall  have 
to  do  that  with  the  smoke  from  blacksmiths'  shops. 

Mr.  Thomas  H.  Almond, — It  would  seem  to  me  that  coking  the 
coal  before  it  is  put  to  use  would  be  the  best  thing  to  do.  I  re- 
member in  the  Howard  Agricultural  Works  in  England  they  coked 
all  of  their  soft  coal,  and  I  remember  no  inconvenience  from  smoke 
in  the  blacksmitli  shop.  They  had  perhaps  three  hundred  black- 
smiths there,  and  in  coking  the  coal  they  did  it  under  their  boilers 
so  as  to  get  considerable  heat  out  of  the  coal  first.  That  is  as  well 
as  I  remember,  but  being  a  boy  only  eighteen  j'cars  of  age,  I  will 
not  pretend  to  be  certain  as  to  whether  their  method  was  exactly 
what  I  say.  Tiie  point  I  would  make  is  that  they  coked  the  coal 
first.  In  my  practice  in  a  small  way  I  do  it  to-day.  I  use  very 
little,  tliougli. 

Mr.  Charles  W.  Barnaby. — I  think  that  the  suggestion  of  the 
last  speaker  in  regard  to  coking  the  coal  is  a  very  good  one.     Of 
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couFRO  it  <l(»]HMi(ls  upon  the  kind  of  coal  used.     Through  our  section 
(p]astern  Ohio)  wo  use  soft  coal. 

At  the  Works  with  which  T  am  connected  the  forges  are  provided 
with  thect-inni  funnels  with  shiehls  on  three  sides  and  pij)es  lead- 
in<^  to  onlinjiry  chimneys  built  uj>  in  the  walls  of  the  building.  No 
inconvenience  is  experienced  from  smoke  after  the  coal  is  coked. 
Fornierl}'  when  the  blacksmiths  coked  all  of  their  own  coal  the 
smtike  was  verv  troublesome  for  an  hour  or  so  in  the  morning  when 
the  coal  was  being  coked  for  the  dav's  work,  especially  in  the  pattern 
shop,  which  was  connected  at  one  end  with  the  blacksmith  shop  in 
sucli  a  manner  as  to  allow  a  great  part  of  the  smoke  to  pass  into  it, 
almost  smoking  the  pattern-makers  out.  For  some  time  past  the 
coal  has  been  ])urchased  already  coked,*  which  obviates  the  diili- 
cultv. 

Mr.  James  A.  Tildeii, — At  a  well-known  steam-engine  works 
they  use  a  method  by  which  they  are  enabled  to  get  rid  of  the  gas 
and  smoke  in  the  blacksmith  shop.  The  shop  is  large  and  has  in 
it  seven  or  eight  forges,  and  they  simply  deflect  a  portion  of  the 
blast  used  for  the  forge  into  the  smoke  flue  of  the  hoofl  directly 
over  the  forge,  creating  a  draft  in  that  way  after  the  manner  of  an 
inspirator.  I  have  seen  two  flres  started,  one  M'ithout  the  exhanst- 
ing  blast  and  the  other  with,  and  while  one  smoked  a  good  deal  at 
starting  and  gave  out  a  good  deal  of  gas,  the  other  was  entirely 
free  from  both.  The  parties  claim  the  device  works  to  their  entire 
satisfaction. 

Mr.  01  in  Scott. — I  will  mention  one  case  when  I  saw  si.k  fires 
taken  care  of  by  running  the  ])ipes  from  each  fire  into  a  main  pipe, 
overhead,  through  which  a  moderate  blast  was  maintained.  The 
arrangements  produced  a  good  draft,  l)ut  it  was  found  necessary  to 
have  large  hoods  over  the  fires,  and  the  hoods  placed  quite  low,  to 
catch  and  carry  off  the  ])roducts  of  combustion.  "Without  the  large 
hoods  so  ])lai'e(l,  the  smoke  and  gas  from  a  new  fire  of  bituminous 
coal  would  fall  and  settle  and  stay  in  the  lower  part  of  the  shop  and 
ncarlv  suiTocato  the  men.  It  was  found  that  the  amount  of  air 
taken  out  of  the  shop  by  the  smoke  ventilators  caused  snch  an  in- 
flux of  cold  air  in  wititer  as  to  cause  com])laint  of  cold  feet  by  the 
workman. 

Mr.  If.  11.  Tovme, — During  the  war  I  was  for  two  years  engaged 


*  Tlu'  cok*'  icfcnrd  tu  is  ii  s]u'<iul  cjusiUty  ust'd  for  forge  purposes.  The  black- 
sinitlis  lind  it  vi-ry  s.it.sractory  for  tool-diiisr-ing,  smaU  forging,  and  welding,  but 
pre']*'*  tnrolu^  tlM?ir  own  coal  for  h«>nvy  work. 
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on  marine  engine  work  in  the  Cliarlestown,  Mass.,  Navy  Yard,  and  in 
this  connection  may  mention  that  the  blacksmith  shop  as  it  then 
existed  there  (and  I  presume  it  is  so  still)  was  perhaps  the  cleanest 
and  best  ventilated  one  in  the  country,  although  more  expense  was  in- 
curred in  accomplishing  this  than  most  private  concerns  would  care 
to  go  to.  There  was  a  high  brick  chimney  located  at  one  side  of  the 
building,  apart  from  it,  with  underground  flues  laid  through  the 
shop  to  connect  witli  the  forges  and  a  sheet-iron  hood  over  each 
forge  with  an  inverted  pipe  leading  down  into  the  underground 
flues,  and  thus  connecting  with  the  stack  at  its  base.  Artificial 
ventilation  was  maintained,  if  I  recollect  correctly,  by  the  waste 
products  of  combustion  from  the  boilers  being  discharged  into  this 
same  chimney.  It  was  a  most  exceptionally  clean  and  comfortable 
shop,  and  one  of  very  large  size. 

Mr.  Allan  Stirling. — In  the  case  to  which  I  referred,  when  wo 
built  the  fire  in  the  chimney  the  draft  was  so  strong  that  it  would 
take  away  a  good  deal  of  the  gas,  and  also  in  this  particular  case  the 
coal  used  was  not  coking  coal.  I  do  not  think  it  would  be  practical 
to  coke  it  so  that  it  could  be  used. 

Mr.  J,  T.  Ilawhins. — I  have  no  idea  that  the  remedy  for  the  smoke 
nuisance  in  a  smithy  will  be  found  in  the  use  of  coke,  except  for 
special  kinds  of  work.  Blacksmiths  have  a  very  peculiar  method 
of  operating  fires  in  ordinary  smith  work,  and  it  would  be  very  diffi- 
cult, I  think,  to  convince  them  that  anything  but  coking  bituminous 
coal  can  be  successfully  used  in  such  cases.  For  some  operations 
they  produce  a  kind  of  artificial  muffle,  by  allowing  a  new  fire  to 
bank  and  cake  over  upon  the  outside,  forming  a  hemispherical 
oven-like  structure,  within  which  their  operations  are  conducted ; 
and  which  would  be  quite  impossible  to  produce  by  the  use  of  coke. 
I  am  not  at  all  sure  that  he  is  not  correct  in  his  traditional  adherence 
to  these  peculiarities,  and  I  have  no  doubt  that  there  are  many 
operations  performed  by  the  aid  of  the  smith's  fire  which  could  not 
be  successfully  done  by  means  of  any  non-smoke-producing  fuel. 
They  would  no  more  think  of  using  coke  than  soap,  in  some  of 
their  ()j)enitions.  

No.  259—40. 

What  (lata  oaii  you  givi;  from  your  cxperi(;nce    as  to  the  workiiig  prcsj^uie  of 
gear  teeth? 

J//'.    Alfred   B,    C)uvh. — One    would    hardly  suppose,  looking 
through  the  various  engineering  works  publislied,  that  such  a  ques- 
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tion  Docd  be  asked.     The  rules  fiiriiislicd  are  in  number  bountifnl 
and  in  variety  nearly  infinite. 

A  few  years  i\^o  Mr.  Jolin  II.  Cooper,  one  of  our  members,  eol- 
lected  sonif!  thirty  or  foi'ty  of  these  rides,  and  the  collection  was  a 
curiositv.  Certainly  no  two  of  them  agreed.  The  deduction  from 
some  of  them  was  that  the  sate  stress  on  the  wheel-tooth  would  vaiy 
as  the  pitch  ;  from  others,  as  the  square  of  the  pitch  ;  from  one,  if 
not  two,  as  the  cube  of  the  pitch.  I  am  sorry  not  to  have  a  copy 
of  tin's  collection,  because  it  certainly  is  a  curiosity.  Some  of  these 
rules  assume  a  iixed  proportion  of  breadth  of  face  to  pitch ;  in 
others  the  value  is  made  as  the  product  of  the  pitch  and  l>i*eadth. 

I  prefer  to  speak  in  a  way  which  does  not  require  the  use  of  so 
many  terms,  and  assume  that  the  breadth  of  face  is  2^  to  2f  times 
the  pitch.  It  is  of  course  sometimes  necessary  to  use  liner  pitches 
and  broader  faces,  and  sometimes  coarser  pitches  u\d  narrower 
faces,  to  get  the  recpiired  ratios  and  strength  within  the  required 
limits. 

P>ut  the  rules  of  which  I  speak  give  us  pressures  which,  reduced 
to  the  basis  of  one  inch  ])itch  and  2i  to  2f  inches  face,  vary  from 
300  to  700  or  800  pounds  for  cast-iron.  Most  of  them  are  based 
upon  the  transmission  of  a  given  atnount  of  horse-power  at  a  given 
velocity.  That  is  a  deceptive  and  misleading  manner  of  stating  the 
case. 

Tor  instance:  Supi)ose  100  horse-power  to  be  transmitted  by 
gearing  from  a  steam  engine  whose  boiler-pressure  is  80  lbs.  and 
whose  point  of  cut-off  is  at  one-fifth  or  ont-quarter  of  the  stroke. 
That  is  all  very  well.  But  the  engine  is  very  likely  to  start  at  Lalf- 
stroko,  and  to  put  a  strain  upon  the  teeth  due  to  the  entire  boiler 
pressure  and  ])iston  surface  at  the  greatest  leverage  of  the  crank. 
When  at  its  normal  velocity  and  transmitting  its  usual  power,  the 
gearing  will  be  un<ler  a  strain  probably  less  than  half  that  under 
which  it  commenced  moving. 

And  in  rolling,  pimching,  shearing,  and  pumping  machinery,  and 
many  other  kinds  in  which  gearing  is  used  to  transmit  power,  the 
use  of  the  horse-power  at  a  given  velocity  as  a  unit  in  computing 
its  strength  is  very  misleading. 

In  my  own  experience  I  know  of  a  good  many  pairs  of  gears,  in 
which  the  smaller  wheel  has  not  more  than  20  teeth  and  the 
larger  n(>t  less  than  80,  in  which  the  actual  pressure  at  the  pitch 
circle  is  frojn  800  to  1,500  pounds  per  one  inch  pitch  by  2J  to  2} 
inches  face.     Of  course,  if  a  uniform  proportion  between   breadth 
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of  face  and  pitch  is  preserved,  the  teeth  become  similar  beams,  and 
their  strength  is  as  the  squares  of  tlieir  similar  dimensions.  That 
is  to  say:  with  the  same  proportionate  breadth,  a  pitch  of  two 
inches  should  be  sufficient  for  transmitting  four  times  as  great  a 
stress  as  a  pitch  of  one  inch. 

In  my  own  practice,  I  am  well  satisfied  when  I  am  sure  that  a 
pair  of  gears  will  never  be  subjected  to  any  greater  strain  than  that 
represented  by  100  pounds  per  one  inch  pitch. 

But,  along  with  the  question  ''  What  stress  can  the  teeth  safely 
bear? '' always  comes  another  quite  as  important:  "What  is  the 
greatest  stress  to  which  they  will  be  subjected  in  their  legitimate 
use  ? "  And  the  latter  is  usually  the  more  difficult  question  of  the 
two. 

In  all  cases  to  which  I  have  referred,  and  in  all  cases  with  which 
I  have  had  anything  to  do,  I  consider  it  an  essential  condition  that 
the  pinion  teeth,  by  the  use  of  different  material,  or  by  suitable 
shrouding,  shall  be  made,  of  the  two,  stronger  than  those  of  the 
wheel  in  which  they  run.  Unless  thus  strengthened,  they  are,  by 
reason  of  their  necessary  thinness  at  the  root,  much  weaker.  This 
is  a  matter  reouiring  careful  attention  if  good  results  are  expecled. 

Mr.  Allan  StirUvg, — Within  a  few  days  I  have  had  occasion  to  come 
in  contact  WMth  a  pair  of  engines  which  are  24  b}'  30,  running  100 
revolutions  a  minute,  developing  500  or  600  horse-power,  and  they 
are  driving  through  a  pair  of  wooden -toothed  wheels  about  8  feet  in 
dijimeter.  The  teeth  are  about  twelve  inches  long  and  there  are 
two  wheels  making  the  length  of  the  teeth  twenty-four  inches.  The 
pressure  per  inch  of  length  of  these  wooden  teeth  would  be  about 
300  pounds.  I  feel  certain  from  what  I  know  of  the  work  of  these 
engines  that  these  teeth  are  doing  about  all  that  they  ought  to  be 
asked  to  do — about  300  pounds  per  inch  in  length. 

M7\  F.  II.  Richards. — One  observation  which  I  would  like  to 
make  on  this  subject  is  this :  Frequently  draughtsmen  make  their 
calculations  for  gearing  as  if  two  or  three  successive  teeth  were  to 
be  in  use  at  the  same  time.  It  seems  to  me  that  in  laying  out  gear- 
ing for  machinery,  it  should  be  assumed  that  one  tooth  is  to  do  all 
the  work,  and  tluit  the  work  is  all  to  be  applied  at  the  point  of  the 
tooth  ;  tin's  plan  l)eing  designed  to  guard  agjiinst  accidents.  Where 
calculations  are  made,  as  they  sometimes  are,  on  the  theory  that  two 
or  three  teeth  divide  the  strains  between  tlieni,  and  that  the  work 
is  applied  at  the  pitch  line,  anything  dropping  between  the  teeth 
is  liable  to  throw  too  much  strain  on  one  point,  with  a  breakdown 
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as  the  result.  I  speak  of  this  because  I  hare  known  several  drangLts- 
men  to  use,  in  designing  machinery,  that  mode  of  calcuhition — di- 
vidin^^  the  work  up  among  successive  teeth,  so  that  if  a  chip  should 
drop  into  the  gear,  one  tooth  would  have  to  do  all  the  work  and 
would  probably  give  way. 

Mr,  W.  jy,  Dingec. — The  cog  gearing  of  lever  powere  used  in 
threshing,  owing  to  the  irregular  dnift  of  horses,  is  subjected  to 
heavier  strains  in  proportion  to  face  and  pitch  of  teeth  than  is  nsual 
in  stationary  machinery,  and  as  an  illustration  of  the  possibilities  of 
toothed  gearing,  working  under  many  disadvantages,  may  be  of 
value. 

In  this  kind  of  power  (Fig.  169)  12  horses  walk  in  a  circle  26  ft. 
in  diaincter  at  the  rate  of  196  ft.  per  minute,  and  to  exert  the 
ordinary  horse-power  would  have  to  draw  -^JJ^  =  169  lbs.  each. 

In  the  accompanying  vertical  section  of  a  power,  master  wheel  a 

is  6  ft.  in  diameter,  and  is  a  double  bevel  wheel  with  150  teeth  on 

each  face.     To  this  wheel  6  levers  are  attached,  the  outer  ends  of 

which  describe  the  25  ft.  circle,  in  which  the  horses  walk.     Taking 

the  center  of  the  wheel  as  the  fulcrum,  and  the  circumference  as  the 

point  of  resistance  gives  a  lever  12J-  ft.  long,  fulcrum  at  one  end, 

resistance  3  ft.  from  fulcrum,  power  applied  9^  ft.  from  resisbince. 

91 
The  gain  of  power  in  this  lever  would  be  ~    =  3.16— Total   draft 

of  horses  169  lbs.  x  12  x  3.16=6408  pressure  in  lbs.  on  master  wheel 

a.  The  power  applied  to  this  master  whed  is  transmitted  to  shaft 
h  by  the  bevel  pinions  c  c  c  c.  These  pinions  are  5  inches  diameter 
on  pitch  line  and  have  13  teeth  each ;  the  two  that  are  keyed  to 
short  shafts  d  give  their  power  to  shaft  h  through  angle  pinions, 
and  as  there  are  two  teeth  of  each  of  the  four  pinions  c  c  c  c\n 
action  at  once,  the  strain  per  tooth  on  these  pinions  would  be 
6 4^0. 8  =  801  lbs.  The  face  of  these  teeth  is  3  in.  x  J  inches  or  2J- 
square  inches  each,  the  movement  is  47  ft.  per  minute. 

In  the  center  of  shaft  1)  is  keyed  the  large  spur  wheel  which  is 
38  inches  diameter  and  has  140  teeth.  This  wheel  srears  with  a 
pinion  4]  inches  diameter,  having  17  teeth  keyed  to  shaft y.  Sliaft: 
h  turns  28.8  times  per  minute,  which  gives  the  teeth  of  the  spur 
wheel  a  movement  01*280  per  minute 

In  the  turning  of  the  lar^e  sj)ur  wheel  the  power  is  applied  to  the 
short  arm  of  lever  and  must  be  divided  by  7.1  to  represent  strain 
on  its  cogs.  There  are  two  of  these  spur  wheel  cogs  in  action  nt 
once ;   making  no  allowance  for  power  required  to  turn  shaft  6,  we 
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.  X  "1-8  IT).  =  ISR  sf^iiare  inelies,  face  of 


lis  pmver  tliL'  5i>!ii'  pillion  tiiiiiing 
\u\  iji'iiw'is  turning  shaft  b.  By  the 
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data  <i^iven  it  will  be  seen  that  the  pressure  per  square  inch  on  face 
of  bevel  pinion  cogs  c  c  c  e  is  350  lbs.  and  motion  47  ft.  per  minute, 
while  the  spur  pinion  cogs  work  under  a  pressure  of  about  290  Ibs- 
per  square  inch  and  have  a  motion  of  280  ft.  per  minute. 

As  the  power  was  originally  made,  angle  pinions  were  not  used 
and  the  entire  strain  ]:)assed  through  the  two  pinions  on  shaft  6  y 
when  this  was  the  case  the  breakaije  was  verv  threat.  Over  10,000 
of  the  double-geared  ])ower8  have  been  made  and  used  in  the  past 
10  years  with  little  or  no  breakage. 

^fr.  Geo.  If,  B'(hcocl\ — It  seems  to  me  tiiat  on  this  subject  we 
can  lay  down  no  rule,  no  formula,  which  will  apply  to  fill  proportions 
of  teeth,  certainly  not  a  formula  which  will  apply  to  all  materials. 
The  object  of  the  question,  as  I  understand  it,  is  to  gather  data 
from  practical  experience,  and  that  is  always  a  very  good  thing  to 
do.  You  will  see  why  it  is  not  possible  to  lay  down  a  formula 
which  will  apply  to  all  sizes  of  teeth,  because  if  we  make  the  pres- 
sure proportionate  to  the  strength  of  the  teeth  considered  as  a  beam 
there  will  come  a  point,  as  the  tooth  is  enlarged,  where  this  pres- 
sure will  bo  too  great  for  the  surface  in  contact  and  cause  too  great 
wear.  If  we  base  it  upon  a  frictional  limit,  or  an  asceiiained  pressure 
which  is  proper  for  the  amount  of  wearing  surface,  that  will  be  too 
great  for  the  strength  of  small  teeth.  If  we  make  it  right  for 
wooden  teeth  it  will  be  too  light  for  iron  teeth,  and  if  we  make  it 
right  for  iron  teeth  it  will  cause  too  much  wear  on  wooden  teeth. 
An}'  attempt  at  a  formula  of  that  kind  will  have  to  be  very  com- 
plicated. 


No.  259—41. 

AMint  18  the  best  method  and  form  of  tool  for  drilling  small  deep  holes  in  steel, 
i«ay  H  hole  l  inch  in  diameter  drilled  4  foot  into  end  of  a  steel  shaft. 

Mr.  Ilonnj  Tt,  Toione, — There  was  occasion  in  my  own  experi- 
ence to  drill  a  hole  of  about  the  dimensions  indicated,  and  on  mak- 
ing inquiry  of  others  engaged  in  lines  of  work  which  would  require 
such  an  operation,  I  was  surprised  to  find  that  there  is  very  little 
information  obtainable  upon  the  subject,  and,  in  fact,  with  the  ex- 
ception of  what  I  got  from  Pratt  cfe  Whitney,  I  did  not  succeed  in  get- 
ting any  real  light  upon  it.  I  infer  from  this  that  it  is  not  a  usual 
requirement  to  have  to  drill  small,  deep  holes  into  metal ;  but  if 
there  arc  any  here  who  have  had  occasion  to  do  so,  it  will  be  a 
useful  contribution  to  our  general  fund  of  knowledge  if  they  will 
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give  the  results  of  their  experience  as  indicating  the  best  means 
of  doing  it.  The  trouble  is  quite  a  complex  one.  As  you  get 
deep  into  the  metal,  of  course  there  comes  the  question  of  how  to 
get  oil  or  soda  water  down  to  feed  the  point  of  your  drill,  and  how 
you  will  get  the  chips  back  again.  If  you  have  a  very  small  drill, 
the  friction  of  the  tool  against  the  sides  of  the  hole  becomes  very 
large,  and  induces  clanger  of  finally  twisting  off  the  drill  near  its 
outer  end,  in  which  case  it  breaks  in  the  hole.  I  hope  some  one 
here  may  have  experience  in  this  matter. 

Mr.  Emery. — Have  not  gun-makers  been  through  all  that  ? 

Mr.  Towne, — I  presume  they  have  with  larger  holes. 

Mr.  Geo.  M.  Bond. — I  would  say  that  at  the  works  of  The  Pratt 
&  Whitney  Company  the  operation  of  drilling  small  holes,  30  or 
40  inches  long,  from  \  of  an  inch  in  diameter  to  1 J  inches,  has 
been  performed  with  an  arrangement  of  drill  and  oil  pump  de- 
signed by  one  of  our  tool  makers,  Mr.  J.  W.  Heyer,  and  has  worked 
very  successfully.  Half-inch  holes  are  drilled  at  the  rate  of 
20  inches  per  hour  in  lengths  up  to  26  inches.  The  drill  is 
fed  forward  continuously  until  the  hole  is  completely  through. 
The  form  of  drill  is  one  having  a  single  lip  with  a  groove  cut 
spirally  nearly  to  the  center,  around  one  side  cf  it,  while 
tlie  opposite  side  is  left  so  as  to  make  the  oil  channel ;  then  a 
thin  piece  of  steel  is  soldered  in  this  latter  groove  to  form  the 
channel  oil-tight.  Oil  is  forced  under  pressure  through  the  center 
of  the  drill  by  means  of  a  pump  carried  by  an  independent  belt. 
The  lathes  we  have  arranged  for  this  work  have  each  a  pump  with 
an  air  chamber  giving  a  continuous  flow  of  oil,  which  is  thus  forced 
in  under  a  pressure  of  one  hundred  to  two  hundred  pounds  to  the 
square  inch.  The  oil  is  thus  carried  to  the  point  of  the  drill,  and 
this  current  under  such  high  pressure  carries  the  chips  out  to  the 
mouth  of  the  hole.  In  our  experience  it  works  well  up  to  lengths 
of  20  to  30  inches.  The  drill  very  rarely  runs  out  of  the  center 
more  than  half  a  hundredth  to  a  hundredth  of  an  inch.  The  rec- 
ord, as  I  have  it  here,  shows  that  with  holes  three-quarter  inch  in 
diameter,  26  inches  long,  one  man  running  two  lathes,  a  three- 
quarter  inch  drill  in  one  lathe  and  a  one-inch  drill  in  the  other, 
4i  spindles  26  inches  long  and  3  spindles  30  inches  long  were 
drilled  iu  ten  hours.  The  record  for  inch  and  a  quarter  holes  is : 
0  spindles,  25  inches  long,  drilled  in  ten  hours,  one  man  running 
one  lathe.  I  might  say  that  this  drill  in  running  was  so  com- 
pletely filled  with  oil,  and  thus  kept  cool  and  well  lubricated,  that 
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tliG  dulling  of  the  cli'ill  was  so  slight  that  the  spindles,  which  were 
2G  inches  long,  wore  all  finished  with  giinding  thd  drill  only  in  the 
morning  at  the  commencement  of  the  operation.  We  have  at- 
tempted to  drill  gun  barrels  as  small  as  twenty-five  one-hun- 
dredths  of  an  inch  in  diameter,  but  this  small  size  drill  has  a  decided 
tendency  to  twist,  though  no  doubt  we  shall  finally  conquer  this 
difficulty  also.  All  our  spindles  for  drills,  lathes,  and  screw  ma- 
chinos  are  now  being  drilled  in  one  department  of  our  works.  I 
may  say  that  in  the  jVvierican  Jfachinlst  of  March  27th,  1886, 
there  is  an  article  by  Mr.  A.  13.  Landis  describing  his  system  of 
drilling  deep  holes,  but  the  oil  was  introduced  in  a  somewhat  dif- 
ferent way.  The  oil  was  pumped  in  around  the  outside  of  the 
shell  which  carried  the  working  part  of  the  drill,  instead  of  within 
it,  as  in  our  practice.  The  method  which  we  have  adopted  seems 
to  present  fewer  difficulties  in  the  way  of  keeping  up  the  drills, 
and  insures  the  oil  being  delivered  at  the  proper  place,  and  also 
the  complete  discharge  of  the  chips  without  clogging  during  the 
operation. 

J/?\  Towne. — I  am  informed  that  we  have  with  us  here  Mr.  Sup- 
plee,  of  Philadelphia,  who  has  had  experience  in  this  matter.  I 
believe  ho  is  not  a  member  of  this  society,  but  I  should  be  very 
glad  if  the  Chair  would  invite  him  to  tell  us  what  he  knows  of  this 
matter. 

The  Presidad, — We  should  be  pleased  to  hear  from  Mr.  Sup- 
plee. 

Mr.  If.  JL  Supplce. — Tlie  only  experience  I  have  had  in  this  matter 
is  that  I  witnessed  the  operation  of  drilling  holes  about  three  feet 
deep  and  three-eighths  of  an  inch  in  diameter.  This  was  two  or 
throe  years  ago.  I  do  not  recollect  entirely  the  details,  but  it  was 
performed  by  welding  an  ordinary  twist  drill  to  the  end  of  a 
wrought-iion  shank.  The  shank  was  sufficiently  smaller  than  the 
drill  so  as  to  allow  the  chips  and  dust  to  escape  around  the  shank, 
and  the  result  was  that  the  drill  was  only  in  contact  with  the  bore 
for  four  oV  live  inches.  This  was  d(me  in  an  ordinary  lathe.  The 
drill,  I  believe,  was  supported  near  the  end  and  held  on  the  car- 
riage so  that  it  could  be  frequentl}'  withdrawn  for  lubrication.  I 
think  the  chips  w(»re  withdrawn  in  that  way.  In  this  case  it  was 
not  essential  that  the  hole  should  be  perfectly  true  or  perfectly 
smooth,  but  simply  that  it  should  be  gotten  through  successfully 
without  deviating  very  greatly  from  the  center  of  the  rod,  and 
without  any  possibility  of  breaking  the  drill  off  in  the  hole.     It 


TOPICAL  DISCUSSIONS  AND  INTEECHANGE  OF  DATA.  707 

was  quite  successful,  and  two  or  three  rods  were  drilled  in  this 
manner. 

Mr,  Emery. — I  suppose  that  in  all  cases  the  work  turns  and  the 
drill  is  stationary  ? 

Mr,  Supplee, — ^It  was  so  in  this  case. 

Mr,  Emery, — Was  it  so  in  Hartford  ? 

Mr,  Bond, — Yes. 


No.  259—42. 


Have  you  made  any  use  of  calculating  macbines  or  tables,  eitber  in  profes- 
sional or  commercial  work  ;  if  so,  witli  wbat  result? 

J/r.  E,  A,  Halsey, — For  the  past  five  years  I  have  made  habitual 
daily  use  of  tlie  slide  rule,  and  have  come  to  regard  it  as  an  indis- 
pensable desk  adjunct.  As  a  saver  of  time  and  mental  wear  and 
tear  in  tedious  calculations,  its  value  is  great  and  unquestionable. 
Its  use  once  acquired,  it  will  not  be  laid  aside.  Its  only  drawback 
is  the  amount  of  practice  necessary  to  acquire  facility  in  its  use,  for 
while  its  method  of  operation  can  be  learned  and  understood  in  an 
hour,  facility  in  its  use  only  comes  with  a  good  deal  of  practice. 
This  grows  out  of  the  fact  that,  unlike  ordinary  scales  for  measur- 
ing purposes,  its  divisions  have  different  values  in  different  parts  of 
its  length,  and  this  arrangement  continues  to  perplex  the  eye  after 
the  head  has  learned  to  understand  it.  Its  use  once  learned,  work 
becomes  practicable  that  w^ithout  it  would  not  be  attempted,  such  as 
the  preparation  of  tables  relating  to  the  user's  specialty.  In  such 
work  the  value  of  the  instrument  is  simply  enormous.  A  single 
setting  will  enable  one  person  to  read  off  a  column  or  line  of  the 
proposed  table  as  rapidly  as  another  can  write  down  the  results. 
Fractional  factors  of  large  denomination  can  be  handled  as  rapidly 
as  the  smallest  whole  numbers,  powers  are  raised,  roots  extracted, 
and  areas  and  circumferences  determined  by  a  glance ;  in  fact,  a 
bare  statement  of  its  qualities  and  uses  seems  extravagant  and  ex- 
cites incredulity. 

Mr,  II.  R,  Towne, — The  slide  rule  which,  after  having  been  well 
appreciated  fifty  or  seventy-five  years  ago,  and  then  going  out'of  use, 
is  coming  back  again,  and  evidently  has  great  convenience  in  many 
kinds  of  work.  There  are  some  kinds  of  work,  however,  where  ab- 
solute precision  is  requisite, as  in  calculations  involving  values  where 
two  parties  are  concerned,  and  where  those  values  must  b6  precise  to 
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one  cent.  In  sudi  casus  u  slide  rule  would  not  do.  For  troublesome  ad- 
ditions, subtractions,  multiplications,  and  divisions  my  attention  was 
called  at  one  of  our  meetings  and  by  one  of  our  members  to  a  book 
called  **  CrelleV  Tables,"  published  in  Germany,  which  1  liave  found  is 
obtainable  in  New  York.  These  tables  are  equally  valuable  for  pro- 
fessional and  for  commercial  work,  and  perhaps  have  their  greatest 
value  in  the  counting-house.  I  have  found  them  sufficiently  useful 
to  be  worth  noting  and  worth  trying  by  almost  any  one  having  to 
make  calculations,  either  commercial  or  otherwise. 

J//*.  F.  11]  lilrhards, — Without  attempting  to  give  very  much  in- 
formation on  this  subject,  I  would  remark  that  the  majority  of  slide 
rules  are  manufactured  in  a  crude  way,  and  the  graduating,  espe- 
cially, is  done  in  a  manner  which,  to  say  the  least  is  very  economi- 
cal. Although  I  never  made  much  use  of  them,  at  one  time  I  was 
very  wx»ll  acquainted  with  their  manufacture.  My  idea  is — and  I 
think  most  of  you  will  agree  w^ith  me — that  the  slide  rule  is,  in  some 
classes  of  work,  very  useful  as  a  means  for  estimating,  somewhat 
roughly,  general  results,  but  that  it  can  not  be  relied  upon  where 
accurate  calculations  are  required.  Some  years  ago  I  heard  Profes- 
sor II.  A.  Newton,  of  New  Haven,  say  some  one  had  made  a  spiral 
slide  rule  ten  feet  in  length,  which  gave  very  good  results. 

Mf\  Geo.  M.Bond. — In  our  drawing-room  the  use  of  the  slide 
scale  is  found  very  convenient  b}^  at  least  one  of  our  draftsmen. 
This  slide  rule  is  one  in  which  the  subdivisions  and  values  are  all  in 
Danish,  and  the  ow^ier  seems  to  handle  them  with  great  facility  in 
extracting  square  and  cube  roots  and  estimating,  logarithms,  etc.  He 
seems  to  be  able  to  do  it  in  a  quarter  of  the  time  it  could  be  done 
in  the  ordinary  way.  It  seems  to  me,  however,  that  it  would  be 
necessary  to  have  it  in  constant  use,  in  order  to  keep  in  practice  suffi- 
ciently to  be  able  to  handle  it  and  compete  with  the  ordinary 
methods,  even  to  the  limited  degree  of  accuracy  obtained  by  its 
use. 

Mr.  Olin  Seott. — There  is  a  point  in  connection  with  this  which 
seems  to  be  overlooked  by  a  great  many  writers  and,  as  a  result  of 
my  own  experi(Mice,  covering  a  good  many  years  as  a  builder  of  ma- 
chinery for  making  measuring  instruments,  I  have  come  to  the  con- 
clusion that  it  is  very  hard  to  induce  any  man,  having  any  mathe- 
matical ability  whatever,  to  substitute  a  machine  for  mental  opera- 
tions. Now,  the  common  carpenter's  steel  square,  which  is  used 
almost  universally  in  this  country,  was  invented  by  a  man  near  where 
I  was  born,  and  for  a  great  many  years  those  squares  were  made 
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there  solely.     He  was  the  inventor  of  what  is  known  as  tlie  board 
measure,  a  measure  for  laying  off  octagons,  and  another  known  as  the 
brace  scale,  all  of  whicli  were  bat  little  used  for  many  years.    After 
I  became  the  owner  of  a  machine  shop  and  made  machinery  for  con- 
structing those  squares,  I  endeavored  to  carry  that  process  further 
by  putting  on  scales  by  which  you  could  determine  the  circumfer- 
ence of  circles  from  their  diameter.     I  also  got  up  a  scale  whereby 
the  contents  of  a  pile  of  wood  could  be  measured  in  cords,  making 
the  unit  of  measure  the  side  of  the  cubical  cord.    I  never  could  sell 
it.     I  also  attempted  about  twelve  years  ago  to  make  measuring  in- 
struments by  introducing  the  decimal  system,  and  they  had  only  a 
limited  nse  among  engineers.     I  never  sold  a  rod  in  this  country 
made  on  the  French  system  of  meters.     I  found  a  great  many  men 
advocating  the  introduction  of  the  decimal  principle  or  French  sys- 
tem, and  I  made  machinery  at  a  cost  of  eight  thousand  dollars  for 
making  measuring  rods,  chiefly  three  meters  in  length,  and  I  never 
had  an  order  for  them.    The  point  of  all  this  is,  that  it  is  very  hard 
to  induce  any  person  to  substitute  a  tool  or  instrument  for  computa- 
tion which  he  can  perform  mentally. 

Mr.  C,  E,  Emery. — The  most  efficient  form  of  slide  rule  is  prob- 
ably that  formerly  made  by  Mr.  John  W.  Nystrom.    It  is  simply  a 
metal  plate  of  segmental  form,  with  various  curves  engraved  upon  it 
on  a  groundwork  of  radial  and  circular  lines.     Each  curve  refers  to 
a  particular  calculation,  and  the  readings  are  made  by  noting  the 
intersections  of  such  curve  with  the  groundwork  of  regular  lines. 
Many  who  have  used  this  instrument  have  found  it  of  great  service, 
and  it  was  by  its  use  that  Mr.  Nystrom  was  able  to  perform  so  much 
mathematical  work.     It  would  be  interesting  if  parties  from  Phila- 
delphia could  inform  us  whether  arrangements  have  been  made  to 
continue  the  manufacture  of  these  instruments  since  Mr.  Nystrom's 
death.    Some  of  his  work  has  proved  very  valuable.    His  tables  and 
rules  for  parabolic  construction  of  ships'  lines  will  be  found  partic- 
ularly useful. 

In  connection  with  the  calculating  machine  above  referred  to, 
which  I  have  described  as,  practically,  a  slide  rule,  it  is  well  to  say 
that  very  many  of  the  proportions  in  regular  use  in  a  manufactory 
can  be  very  conveniently  plotted  in  the  same  way.  If  sheets  are 
prepared  with  either  rectangular  or  polar  co-ordinates  and  any 
progressive  system  of  data  laid  down  upon  the  same,  such  as  size 
of  piston  rods,  dimensions  of  frames  or  any  other  parts  of  a  steam 
engine,  a  curve  may  be  quickly  plotted  to  connect  the  points  which 
46 
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will  aid  tlie  eye  and  judgment  verj-  greath*  in  designing  stmctures 
of  the  same  kind,  though  widely  different  in  size. 


No.  259—43. 

"  Whnt  limit  of  stress  should  Ih>  adjustt^d  for  cliaina  ns  used  on  cranes? 


f> 


J//-.  (\  S*  tjinniir  l)ntfo7K — I  think  the  answer  to  this  question 
dept^nds  largely  on  the  crane,  and  jirincipally  on  the  chain,  and 
pcrliaps  somewhat  on  tlie  eliaraoter  of  the  work ;  but  so  far  as 
that  is  contH»rnerl,  I  suppose  we  may  assume  that  there  are  no 
sudden  sliocks  to  eonie  on  the  ehaiii,  and  we  have  simply  to  pro- 
yide  for  a  chain  strong  enough  under  ordinary  conditions  to  raise 
the  load  with  §;afety.  Usually  the  chain  rests  on  a  cylindrical 
surface  sonujtimes  not  very  hirge,  and  if  the  links  are  of  any  con- 
si  dcrahle  hingth,  there  is  a  tendency  to  a  bending  action  of  the 
links,  which  is,  of  course,  injurious  to  it  to  a  certain  extent ;  but, 
as  I  said,  tlie  difHculty,  I  think,  ])rincipally,  is  the  quality  of  the 
chain.  Now  in  ordinary  iron  construction  we  are  accustomed  to 
spfH-ify  to  the  manufacturers  a  certain  quality  of  iron,  and  to  in- 
sist on  that  (juality.  We  make  tests  of  a  portion  of  the  bars ; 
specimens  are  cut  out  and  tested  for  ultimate  strength,  elastic 
limit,  elongation,  and  various  other  characteristics,  and  we  see 
that  th(^.  material  comes  up  to  that  requirement.  So  far  as  I  know, 
in  getting  chains  we  do  not  have  any  such  guaranty  as  to  the 
quality  of  the  chains.  The  chains  are  very  difficult  to  test,  be- 
cause they  are  made  of  such  a  large  number  of  parts  that  it  is  diffi- 
cult to  test  anything  more  than  the  ultimate  strength  of  the  chain. 
Probably  some  of  the  very  strongest  links  in  the  chain  for  tensile 
strain  are  the  first  to  break.  I  had  occasion  in  the  last  two  or 
three  w(»eks  in  our  own  work  to  see  two  chains  \)roken.  In  one 
case  a  crane  chain  broke  and  ruined  a  lai'ge  brick-mold  that  was 
just  ready  to  be  di'icHl.  In  another  case  it  was  a  sling  chain 
around  some  machinery.  These,  by  tliewa}',  are  much  more  liable 
to  break,  because  they  are  much  more  liable  to  be  twisted  or  bent^ 
Our  foundrymtm  said  the  links  were  ciystallized  from  hard  use. 
If  there  is  any  one  thinj*  in  the  world  that  makes  me  more  tired 
than  anotlun',  it  is  to  hear  the  usual  talk  about  the  crystallization 
of  iron.  It  has  been  gone  over  by  the  society  at  previous  meetp 
ings,  and  it  is  hardly  necessary  to  say  anything  on  the  subject; 
onlv,  if  a  piece  of  iron  is  broken  and  it  appears  to  be  crystallized, 
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you  can  make  up  your  mind  that  it  was  crystallized  when  the  iron 
was  made.  I  have  seen  cases  in  which  iron  had  deteriorated,  as 
I  believed,  from  continuous  action  that  extended  probably  beyond 
the  elastic  limit  of  the  iron.  I  remember  *  one  instance  that  oc- 
curred— or  a  number  of  instances  that  occurred — when  I  was  a  boy 
on  a  farm.  I  had  occasion  to  run  a  mowing-machine  a  good  deal, 
and  after  a  time  the  knife  bars  of  the  mowing-machine  would 
break.  After  they  got  so  that  they  would  break,  it  was  no  use  to 
do  anything  further  to  them ;  welding  or  patching  them  was  no 
good.  The  appearance  of  the  iron  was  not  crystalline ;  it  was  a 
rounded  bright  surface,  or,  as  1  expressed  it,  of  a  granular  char- 
acter entirely  different  from  a  cold-short  fracture  or  a  crystalline 
fracture  of  cast-iron.  That  has  been  my  experience  with  a  chain 
that  I  have  seen  broken ;  there  was  simply  a  link  in  it,  or  a  por- 
tion of  the  link,  that  was  full  of  phosphorus  all  the  way  through, 
and  so  brittle  that  it  did  not  stand  the  action.  The  practice  in 
bridge-work  has  been  to  allow  for  the  tension  members  a  stress 
of  about  10,000  pounds  to  the  square  inch,  in  some  cases  adding 
to  the  material  to  allow  for  the  effect  of  impact  a  percentage  of 
perhaps  25  per  cent,  on  members  which  received  their  shock  di- 
rectly, and  I  cannot  see  any  reason  why  the  limit  should  be  placed 
any  lower  than  that.  I  think  that  would  be  an  entirely  safe  limit 
for  a  cliain  if  we  can  get  our  chains  of  good  fibrous  iron  ;  iron  of 
a  tensile  strength  say  of  50,000  pounds  to  the  square  inch,  which 
is  about  as  good  as  we  can  get,  and  have  the  other  qualities  we 
want  connected  with  it. 

Mr.  W7n.  Kent, — A  great  deal  might  be  learned  on  this  subject 
of  the  strength  of  chain  from  Commander  Beardslee's  report  on 
wrought  iron  and  chain  cables,*  and  I  think  in  Mr.  Holley's  analy- 
sis of  the  effect  of  phosphorus  on  iron  (included,  also,  in  Com- 
mander Beardslee's  report)  he  showed  that  moderately  high 
phosphorus  was  not  inconsistent  with  a  very  good  chain  iron ; 
that  some  of  the  best  chain  cables  have  higher  phosphorus  than 
some  of  the  poor  one?.  In  regard  to  the  factor  of  safety,  there  is 
a  very  great  differonce  in  the  strength  of  the  chain  link  compared 
with  the  strength  of  the  bar  from  which  it  is  made.  The  link  has 
from  135  to  170  per  cent,  of  the  strength  of  the  bar,  so  that  in 
getting  factors  of  safety  for  chains  the  link  may  be  taken  as  hav- 
ing 150  per  cent,  of  the  strength  of  the  bar,  and  then  allow  a 
pretty  higli  factor  of  safety  after  that. 

*  John  Wiley  &  Sons. 


712  TOPICAL  DISCUSSIONS   AND   INTERCHANGE  OF  DATA. 

Mr.  John  Walker.  It  is  a  well-known  fact  that  if  you  take  a  bar 
of  iron  and  cut  a  piece  from  the  end,  it  may  look  ver}'  good  and  ap- 
parently be  very  strong :  at  the  same  time  a  piece  from  the  other 
end  of  the  bar  might  break  olT  with  the  vibration  in  cutting  same. 
It  is  almost  impossible  to  get  a  piece  of  bar  iron  that  is  consist- 
ent its  entire  h?ngtli.  .  A  short  time  ago,  in  Cleveland,  we  took 
some  bars  of  iron  and  investigated  this  question  of  different  quali- 
ties at  different  parts  of  the  bar.  All  manner  and  kinds  of 
strength  were  represented  in  the  various  sections.  The  iron  was 
2"xl",  and  in  some  of  the  fractures  there  was  not  a  quarter 
of  a  stjuare  inch  of  good  iron  ;  in  other  parts  there  would  be  33 
per  cent,  and  in  some  places  theie  would  be  50  per  cent  of  good 
fibrous  iron  ;  the  bahince  would  be  crystallized.  When  we  have 
iron  of  such  a  (Quality  as  this  put  on  the  market,  it  is  very  neces- 
sary, in  chain  work  especially,  that  we  have  a  very  high  factor  of 
safety.  At  the  Clevelaud  meeting,  it  will  be  remembered,  the 
question  of  chains  was  discussed,  in  reference  to  their  passing 
over  grooved  wheels.  I  would  like  to  inquire  of  Mr.  Dutton  if 
the  chain  he  speaks  of  that  broke  some  time  ago  had  the  links 
touching  on  the  bottom  of  the  groove,  or  if  the  horizontal  link 
touched  on  the  ban-el?  If  a  link  lies  flat  on  a  baiTel  it  is  bent, 
and  if  it  should  be  twisted  in  going  back  it  will  be  reversed  and 
bent  the  opposite  way  ;  this  will  soon  break  a  chain.  If  the  ver- 
tical links  are  made  to  bear  on  the  bottom  of  the  groove,  we  have  a 
different  state  of  things  ;  the  vertical  link  being  able  to  carry  the 
chain  without  bending ;  hence  we  get  the  proper  tension  on  the 
horizontal  link  w^ithoiit  bending  the  same,  whereas  if  the  horizon- 
tal link  lies  flat  on  the  barrel,  we  will  bend  it. 

J/;-.  Dutton. — The  pulleys,  the  same  as  the  drums  in  this  case, 
were  all  gi'ooved  and  the  chain-links  lay  flat,  the  two  sides  of  them 
resting  on  the  barrel. 

I  would  like  to  say  just  another  word  in  regard  to  the  quality  of 
the  iron.  If  Mr.  Walker  had  occasion  to  buy  100  bars  of  iron,  and 
he  specified  to  the  manufacturer  that  if  any  one  of  those  bars  that 
he  saw  fit  to  test  showed  cold-short  or  any  other  imperfection,  that 
he  did  not  want  that  the  whole  hundred  should  be  rejected  and 
taken  back,  I  do  not  think  he  would  have  any  of  that  trouble.  I 
have  handled  a  good  deal  of  iron  under  those  conditions,  and  have 
very  seldom  had  to  send  back  any  iron.* 

*  Mr.  Kent  referri  to  a  probable  improvement  in  chain  due  to  the  presence  of 

a  certain  amount  of  phosphorus  in  llie  iron. 
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Mr,  0,  C.  WooUon, — I  think  tliis  subject  of  chains  is  somewhat 
analogous  to  the  subject  of  stays  in  boilers.  We  have  got  to  han- 
dle our  material  several  times  in  diflferent  ways  so  that  the  mere 
testing  of  a  piece  of  a  bar  or  a  whole  bar  amounts  to  very  little, 
except  as  a  conclusion  to  its  fitness  for  working  ;  and  I  think  that 
this  society  is  just  the  body  to  recommend  that  every  chain  be 
tested.  There  should  be  some  method  arrived  at  whereby  these 
chains  can  be  put  to  a  test  before  we  are  asked  to  use  them.  I  do 
not  say  what  kind  of  a  testing  machine ;  I  merely  assume  that 
there  is  some  way  of  doing  it.  As  regards  the  lay  of  the  chain 
on  the  dnim,  I  think  this  gentleman  on  my  right  is  correct.  I 
think  some  of  the  best  drums  that  I  have  seen  for  the  purpose  of 
equalizing  the  strain  through  the  different  parts  of  the  link  allow 
the  links  of  the  chain  to  lie  at  forty-five  degrees,  letting  every  alter- 
nate link  rest  on  one  side.  The  result  is,  we  get  as  free  motion 
between  the  two  links  with  a  somewhat  larger  surface  of  wear,  at 
the  same  time  bringing  a  more  uniform  strain  on  the  two  bars 
than  we  would  if  we  put  the  link  flat  down.  And,  what  is  very 
desirable,  it  enables  the  use  of  a  much  shorter  drum  with  equal 
length  of  chain.* 

*  Tills  is  doubtless  true,  and,  while  tlie  construction  engineer  says  that  so  long  as 
he  gets  certain  physical  qualities  in  his  material,  lie  cures  not  for  its  couiposition 
or  method  of  manufacture,  it  may  t-till  be  some  satisfaction  to  know  what  in- 
frredicnts  and  processes  proihice  the  phyncal  qualities  we  m«y  or  may  not  desire. 
Tlie  presence  of  phosphorus  in  any  amount  renders  the  iron  more  fluid  and 
eHsily  worked  while  hot,  but  when  cold,  hard,  brittle,  somewh^.t  stronger  both 
in  tension  and  compression  under  a  steady  strain,  and  having  a  bright  crystalline 
fracture  when  broken. 

Pure  iron  is  very  soft,  having  a  rather  low  strength,  and  is  very  easily  oxi- 
dized ;  consequently  a  sinnll  amount  of  phosphoius,  carbon,  and  perhaps  other 
elements  which  we  nsnaily  regard  as  impurities,  actually  render  our  iron  stronger, 
harder,  and  better  adapted  to  our  use. 

But  as  phos])hoius  makes  the  iron  work  easy  and  is  hard  to  get  rid  of,  it  is 
almost  always  found  to  excess  in  bar  iron,  unless  the  iron  is  made  under  a  speci- 
firation.     Old  rails  are  one  of  the  most  fiuitful  sources  of  cold-short  bar  iron. 

Now  it  happened  in  rail  manufacture  the  rail  was  better  if  the  head  was  very 
hard  or  cod-short,  and  this  was  also  favorable  tocheapnepsiu  making  ;  and  while 
the  old  worn-out  rails  are  rlieap,  and  pile  up  and  weld  t'>gether  very  nicely  be- 
tween the  r.>ll>,  'lu'  product  is  uneven,  mostly  hard,  brittle,  and  altogether  unsat- 
isfactory, and  unfortunately  this  is  just  the  iron  we  can  expect  and  usually  get 
when  we  order  anytliiug  under  the  head  of  merchant  bar  iron. 
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No.  2r)9-44. 

"  What  is  the  avt-rajje  ofti4*U'iKy  of  a  man  turning  a  crank? " 

P/'of.  H,  11.  Thinstnit.-  Tho  efficiency  of  tlie  mnn-cliiven  crank 
(loj^endsvcry  larirely  upon  the  time  expended  in  continuously  op- 
erating it,  as  Avell  as  upon  tlie  "  species  and  race,  the  health, 
strtinj^tli,  activity,  and  disposition  of  the  animal,"  and  other  con- 
ditions nientioncMl  1)V  Rankine  and  other  authorities.  I  have 
known  very  nearly  a  liorse-puwer  reached  by  a  heavy  and  power- 
ful man  working  for  a  f«w  moments  at  a  time.  A  half  horse- 
])ow(*r  is  not  difficult  of  attainment  by  such  a  man  working  with 
frequent  intervals  of  rest.  Under  tho  usual  conditions  of  tlie 
workin^^  day,  from  ten  to  fifty  percent,  of  the  horse-power  is  ob- 
tained according  to  tho  character  of  the  individual  and  the  adap- 
tation of  Ill's  a])paratus  to  his  purpose. 

Ordinarily,  I  should  say  that  ten  per  cent,  would  be  about  as 
mucli  as  should  bi*  reckoned  upon.  This  means  probably  not  far 
from  fifteen  jHn-  cent,  of  the  power  of  a  horse;  for  there  is  at 
least  that  diflf'eronce  between  the  horse-power  and  the  j>ower  of 
tlir  average  horse.  Tvankine  (St.  Eng.  pj).  8Jr-86)  makes  the 
power  of  a  man  turning  a  crank  about  ten  ])er  cent,  of  that  of  a 
horse  drawing  a  cart,  and  12^  per  cent,  that  of  the  animal  work- 
ing in  a  **  gin."  ^fr.  George  E.  O'Neill,  a  Xew  York  mechanic, 
wlio  has  been  working  with  his  eyes  open,  gives  me  the  following : 
During  the  period  in  which  a  boihr  was  thrown  out  of  use  forre- 
])airs,  it  became  necessary  to  do  the  work  by  man-power,  and  a  15- 
inch  crank  was  attached  to  each  end  of  the  shaft  of  the  small  en- 
gine then  disconnected.  With  one  man  on  each  crank,  turning  at 
the  rate  of  100  revolutions  ])(»r  minute,  three  horse-power  was  ob- 
tained. Reliefs  were  arranged  at  intervals  of  three  minutes,  and 
four  men  thus  employcnl  worked  twelve  hours  a  day  for  twelve 
days,  at  tli(?  end  of  which  time,  however,  they  were  all,  as  Mr. 
O'Xcill  ])ut  it,  "played  out.'' 

This  woidil  give  the  work  of  a  man  by  the  day  at  about  three- 
quait(Ms  of  a  horse-power.  Had  they  worked  ten  hours  a  day  in- 
st(>ad  of  twelve,  it  is  probable  that  the  work  mighthave  been  con- 
tinned  ind(?finit('lv. 

Mr,  Jnhii  Wt/Uit'/'.-  I  have  had  something  to  do  with  building 
cranes  in  Kurope  and  in  this  c(mntry.  I  have  used  the  common 
<*ld  rule  of  1.*)  to  IS  pounds  on  the  crank,  and  find  that  about  the 
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right  amount  we  may  expect  an  average  man  to  continue  to  op- 
erate a  crank  at  without  too  much  fatigue.  For  lifting  a  given 
load  I  have  to  say  that  I  never  found  it  fail  when  the  gearing  was 
according  to  the  load  to  be  lifted. 

Mr,  Kent,—  I  would  like  to  ask  what  speed  of  revolution,  and 
what  radius  of  crank  arm  he  has  used  ? 

Mr,  Walker, — That,  of  course,  is  regulated  by  the  gearing. 
The  proportion  of  power  will  be  between  the  speed  of  a  crank  at 
the  handle  and  the  speed  of  the  load  Ufted  ;  so  that  if  you  have  a 
small  crank,  you  must  have  gearing  of  larger  proportions  or  more 
power.  If  you  make  a  long  crank,  then  you  can  have  gearing  of 
less  proportions  or  less  power. 

Mr,  0,  C,  Woolsan. — I  have  made  some  experiments  during  the 
past  two  years  wOiicli  showed  that  a  good  man  will  apply  any- 
where from  30  to  40  pounds. 

Mr.  G,  AL  Bond. — I  made  a  little  rough  experiment  the  day  be- 
fore I  started  for  Washington  with  a  hand  crane — one  of  several 
that  are  used  and  were  made  by  the  company  with  which  I  am 
connected.  We  had  a  lathe  bed  which  was  just  ready  to  be  taken 
off  the  planer,  the  w-eight  of  which  was  very  nearly  2,000  pounds. 
I  timed  the  lifting  of  the  lathe  bed,  and  found  that  two  men 
working  one  on  each  side  of  the  crane,  with  a  crank  radius  of  14 
inches,  raised  2,000  pounds  a  foot  high  in  twenty  secirnds  ;  so  that 
the  work  done  ^vas  0,000  pounds  raised  a  foot  high  in  a  minute, 
developing  about  one-fifth  of  a  horse-power  for  each  man.  Then 
I  took  a  spring  balance  and  attempted  to  get  a  pressure  at  the 
handle,  which  I  estimated  to  be  about  30  pounds.  Afterward  I 
tried  the  experiment  with  one  man  only,  and  found  it  took  40 
minutes  to  raise  the  same  weight.  I  think  on  this  basis  that  the 
single  man  must  have  been  working  harder  than  each  of  the  two 
men.  The  communication  of  the  power  was  through  a  drum 
about  H\  inches  in  diameter,  using  a  wire  rope,  a  worm  wheel, 
and  a  steel  w^orm,  the  latter  about  five  inches  in  diameter  and  cut 
with  a  double  pitch  thread,  so  that  the  loss  by  friction  must  have 
been  considerable,  even  with  the  use  of  nicely  cut  worm  gear 
teeth  and  smooth  surfaces  of  the  worms. 

Mr,  Wni.  Kent. —  In  regard  to  the  figui*es  given  by  Mr.  Walker 
I  have  made  a  calculation,  showing  that  if  a  man  presses  15  pounds 
on  the  cud  of  a  fifteen-inch  crank  and  works  30  turns  a  minute 
he  will  develop  about  one-tenth  of  a  horse-powc^r.  That  corre- 
sponds verj'  closelj'  with  Prof.  Thurston's  calculation. 
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j\I)\  J(jhnWt(1hpt\ — The  nilo  which  I  gave  is  an  arbitrary  one, 
and  th4>  man  is  supposed  to  work  at  a  comfortable  speed  without 
excessive  fatigue. 


No.  259—45. 


*•  Wlint  is  the  avpini:*'  loss  of  offici«r.cy  from  fric*!on  in  ordinary  hoisting  ma- 
chines oporuted  l)y  hand  ?" 

J//*.  CifK  Jf.  Jjn)al. — It  would  de|)enJ  on  whether  spur  gear 
or  worm  g<;ar  woio  used.  Of  course,  we  all  know  from  the  ex- 
p(.'nmrnts  that  wcio  made  by  Mr.  Lewis  for  WiUiam  Sellera  & 
Co.,  tliat  th(Te  would  1)0  a  difforenco  in  the  two  methods  of  driv- 
in**" 

^fr  Join}  ^Vn]hei\'-  I  should  think  that  this  question  is  entirely 
dopendoiit  on  tht;  construction  of  the  machine  and  the  quality  of 
its  work.  I  sliould  say  tliat  if  the  hoisting  macliine  has  an  ordi- 
nary windin^:;  j)owcr  it  would  be  much  less  than  it  would  be  if 
chain  sheaves  W(;ie  used  and  a  stripper  used  to  force  the  chain 
off  the  slieavos  as  thev  rotate. 

The  Pi'Ofi'uJfUit. — I  sui^pose  that  the  idea  of  the  one  who  formu- 
lated th(^  que,stion  was  tliat  each  one  in  giving  his  experience 
would  state  what  kind  of  lioisting  gear  he  refeiTcd  to. 

JAr.  WnlL'cr. — Then,  of  course,  the  jJain  drum  would  be  much 
sini[)ler  and  more  satisfaetoiy,  the  stripper  taking  considerable 
power.  In  reft  rrnce  to  worm  and  spur  gearing  we  have  consider- 
able more  frictinn  in  tli(i  worm  and  wh(?el  as  ordinarily  made  and 
compared  witli  simr  j^earing.  This  depends  largely  on  how  it  ia 
made  ;  for  instance,  we  have  a  case  in  Philadelphia  at  the  Clem 
it  Morse  I'^h.'vator  Works,  where  tlio  wheel  drives  the  worm,  which 
is  possible  only  with  to  superior  workmanship  ;  so  that  these 
tilings  are  drpcndcnt,  I  think,  o\\  the  construction  and  workman- 
ship of  the  machine. 

No.  259—46. 

"  Is  tliiTc  a  ft'rm  of  '^afoty  vulvo  on  th<?  weight  and  lever  principle  suitable 
for  boilers  on  }?n»all  v^'s^els  in  rongli  water  ? '* 

j\[r.  K  I\  S//'ffli<»i.—\\'heu  lower  steam  pressures  were  used  at 
sea,  tli(M(i  wei(.'  maiiv  safetv  valves  placed  on  vessels  on  the  Euro- 
pean  c(»asts,  \\liiol]  were  loaded  directly  over  the  valve,  yet  from  the 


TOPICAL  DISCUSSIONS  AND   INTERCHANGE   OP  DATA.  717 

immense  amount  of  weight  which  it  was  necessary  to  concentrate 
on  the  valve  itself  they  have  failed  to  give  very  satisfactory  re- 
sults. To  overcome  that  difficulty,  some  years  since  a  valve  was 
invented  in  New  York,  and  quite  generally  adopted  throughout 
the  steamboat  service  of  the  United  States,  which  was  operated 
by  a  system  of  semi-circular  levers  on  which  the  weights  were 
placed.  This  valve  gave  a  tolerably  satisfactory  result,  but  owing 
to  the  circumscribed  space  in  which  it  was  required  to  work,  the 
weights  ultimately  became  more  or  less  jammed,  and  the  valve 
was  finally  discarded  on  account  of  the  same  result  t)eing  more 
satisfactorily  obtained  through  coiled  strings  placed  over  the  valve. 
Valves  of  this  type  are  now,  I  think,  generally  adopted  in  prefer- 
ence to  those  of  the  lever  system,  and  their  action  seems  to  be 
more  positive  and  satisfactory  on  all  classes  of  steam  vessels,  es- 
pecially when  iti  a  sea  way. 


No.  259—47. 


"  Is  6,000  lbs.  per  square  inch,  as  provided  in  the  U.  S.  Inspection  Laws  for 
steam  ve-sels,  a  uecessarj  limitation  for  staya  iu  marine  boilers?" 

Mr.  Allan  Stirlhig, — There  is  a  connection  between  this  topic 
and  the  one  that  we  have  just  finished.  The  Steamboat  Inspection 
Law  until  very  recently  proliibited  the  use  of  spring  safety  valves 
on  steamers.  That  was  also  the  case  in  Canada.  No  spring  safety 
valve  could  be  used  on  any  steamers  in  the  United  States  and 
Canada  until  within  a  very  short  time.  Recently  the  laws  have 
been  changed  in  both  countries,  and  now  we  can  use  spring  safety 
valves.  Thos(^  who  had  used  them  before  on  shore  knew  ver}' 
well  their  merits,  and  knew  their  superiority  to  the  ordinary  lever 
valve ;  and,  after  careful  consideration  of  the  subject  by  the  in- 
spectois,  the  law  was  changed,  and  now  we  use  spring  valves. 
Steamboat  inspectors  have  an  unusual  responsibility.  We  all 
know  what  a  disaster  it  is  to  have  a  boiler  explosion  on  shore,  but 
it  is  a  great  deal  worse  on  shipboard.  Some  ships  have  gone  out 
from  port  and  have  never  been  heard  of.  I  have  sometimes 
thought  that  a  boiler  cx})losion  might  be  the  cause  of  their  total 
loss,  and  we  slioiild  encourage  the  boiler  inspectors  to  be  very 
careful  in  tlie  hiws  that  they  make  and  sanction  for  the  govern- 
ment of  steam  power  on  vessels.  Of  course  the  world  moves,  and 
things  that   are  right  to-day  may  be  wrong  ten  years  hence,  and 
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tbis  law,  which  is  now  part  of  the  law  governing  the  use  of  boilers 
on  steamships,  that  six  thousand  pounds  per  square  inch  is  the 
limit  of  pressure — no  doubt  at  the  time  that  law  was  made  it  was 
a  good  law  ;  it  may  be  so  still ;  but  it  is  an  important  matter  and 
is  worthy  of  investigation.  Last  eveuing  we  discussed  the  ques- 
tion of  our  navy,  and  this  question  of  stays  in  boilers  enters  to 
some  extent  into  the  efficiency  of  any  navy.  It  is  Avell  knoAvn  that 
steam  power  is  used  to  a  hirger  extent  tlian  ever  before  in  naval 
wjirfare.  In  addition  to  the  use  of  very  fast  unarmored  cruisers, 
it  is  known  b}'  those  who  have  given  any  attention  to  the  subject 
that  even  the  armored  vessels  that  have  the  greatest  amount  of 
steam  power  have  an  advantage  for  that  reason.  It  is  an  ad  van* 
tage  to  have  large  guns  and  thick  armor,  Init  it  is  also  an  advan- 
tage to  be  able  to  man(i3uver  the  ship  in  a  fight  with  an  enemy  so 
as  to  take  it  at  a  disadvantage,  and  so  as  to  prevent  it  from  taking 
your  vessel  at  a  disadvantage.  This  depends  entirely  on  the  rel- 
ative steam  power  of  the  two  ships.  Now,  there  are  very  few 
boilers  built  that  do  not  require  stays ;  it  is  pretty  safe  to  say  that 
a  very  large  proportion  of  tlie  boilers  that  are  used  have  stays, 
and  I  do  not  know  of  any  boilers  we  put  on  shipboard  that 
do  not  require  staying.  Whether  we  shall  strain  those  stays  six 
thousand  pounds  to  the -square  inch  or  ten  thousand  pounds  to 
tlie  sipuire  inch  will  make  a  difference  in  the  weight  of  the  lK)iler8, 
and  a  tlifference  in  the  general  efficiency  of  the  whole  ship. 
As  I  said  before,  the  inspect  tors  cannot  be  too  careful  about  the 
laws  they  make,  and  tliere  is  one  reason  why  this  law  limiting 
the  strain  to  six  thousand  pomxls  has  been  made,  and  that  is,  it  is 
difficult  so  to  arrange  the  pressure  on  each  side  of  a  flat  surface 
that  each  stay  will  have  its  ])roportion  of  the  work  to  do.  You 
can  readilv  see  that  for  that  reason  the  strain  on  each  stav  should 
be  less  than  we  would  allow  for  steel  or  iron  when  we  know  that 
it  was  having  its  share  of  strain  and  no  more.  Locomotive  boilers 
have  large  flat  surfaces  that  are  stayed.  For  many  years  they 
have  carried  the  highest  pressures  that  are  carried  by  any  boilera, 
and  with  })orha})s  as  great  immunity  from  explosion  as  most  boil- 
ers. There  does  not  appear  to  nie,  however,  to  be  any  good  rea- 
son, assuming  that  we  can  strain  the  stays  equally,  wliy  we  should 
limit  the  strain  to  six  thousand  pounds  in  a  stay  and  allow  twelve 
thousand  pounds  in  a  shell.  I  can  imagine  that  the  giving  way 
of  a  shell  in  many  of  our  large  marine  boilers  would  be  more 
disastrous  than  the  giving  way  of  a  stay,  and  it  does  not  seem 
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that  we  should  conclude  without  investigation  that  the  strains 
should  be  less  on  the  stays  than  on  the  shells.  The  English 
Board  of  Trade  rules  are  very  similar  to  ours.  They  limit 
the  strain  on  the  stays  to  a  much  lower  point  than  the  strain 
on  the  shells.  No  doubt  that  matter  has  received  very  careful 
consideration  from  the  British  Board  of  Trade.  There  are  no 
very  recent  experiments  that  I  can  find  that  are  at  all  valuable 
in  connection  with  the  very  high  pressures  we  are  now  using  both 
on  shipboard  and  on  shore.  I  think  there  have  been  some  ex- 
periments made.  I  am  told  that  the  Navy  Department  has  ex- 
perimented in  this  direction ;  but  these  experiments  have  not  been 
published  that  I  know  of,  and  are  not  available  to  the  profession 
generally.  The  tests  made  by  Colonel  Stevens  at  Hoboken,  and 
about  the  time  the  Sandy  Hook  tests  were  made,  with  boilers  of 
comparatively  low  pressures  and  with  large  distances  between  the 
stays,  are  practically  valueless  with  the  pressures  that  we  are  now 
so  familiar  with. 

Mr.  President,  in  view  of  the  great  importance  of  this  whole 
subject,  I  move  that  a  committee  of  five  be  appointed  to  investigate 
and  experiment  as  far  as  possible  and  present  to  this  society  such 
conclusions  or  recommendations  as  they  may  see  fit  in  regard  to 
this  law. 

Mi\  E.  P,  Stration. — I  have  had  my  attention  called  to  this  rule 
some  time  since,  and  it  has  always  appeared  to  me  to-be  an  ex- 
ceedingly arbitrary  one,  especially  in  view  of  the  fact  that  in  tak- 
ing sheets  of  metal  for  boiler  construction  we  are  allowed  as  a 
working  strain  one-sixth  of  the  actual  tensile  strength  of  the  iron, 
which  in  many  instances  reaches  sixty  thousand  pounds.  We  are 
allowed  to  take  one-sixth  of  this  as  a  working  strain,  and  this  iron 
passes  through  rolls  in  its  formation  and  becomes  the  envelope  or 
shell  which  contains  the  entire  volume  of  steam  and  water,  many 
parts  of  which,  for  instauce  on  the  sides  of  the  furnace  and  un- 
derneath the  flues,  are  inaccessible  to  either  the  hand  or  the  eye 
after  the  boiler  is  once  constructed.  It  is  somewhat  the  same 
ease  with  boiler  stays  ;  but  they  are  generally  more  accessible,  and 
can  be  taken  out  and  examined  or  repaired,  and  I  see  no  just 
reason  why  the  limit  should  be  placed  at  six  thousand  pounds 
when  the  sheet  forming  the  envelope  of  the  boiler,  which  is  often 
more  iiiiiccessiblo  in  many  parts  for  examination  or  inspection,  is 
allowed  ten  tliousand  pounds  as  a  working  strain. 

Mr,  Wm.  Kent, — There  may  be  one  reason  why  we  should  give 


720  TOPICAL  DISCUSSIONS  AND  INTERCHANGE  OF  DATA. 

» 

a  lai*ger  factor  of  safety  to  stays  than  to  shells ;  that  is  the  effect 
of  interual  coiTOsiou.  Suppose  3011  have  a  shell  one  inch  thick, 
which  gets  reduced  in  thickucjss  by  internal  corrosion  one-tenth 
of  its  origiiuil  thickness;  suppose  you  have  a  stay  one  inch 
diatneter  wliich  is  surrounded  by  water  on  all  sides  and  expoksed 
to  the  same  corrosive  influences — its  whole  circumference  would 
be  corroded  and  the  extent  of  metal  removed  would  not  be  ten 
per  cent,  but  nineteen  per  cent.  I  think  that  is  one  reason  why 
we  should  bo  very  careful  in  modifying  the  law  concerning  the 
safetv  of  stavs. 

J//-.  J  no,  WnlLrr, — Mr.  Kent  has  just  expressed  my  views.  Any 
perjron  here,  I  think,  who  has  examined  boilers,  has  seen  the  stays 
almost  gone  when  the  shell  was  practically  perfect. 

J//*.  K<fraffnji, — The  question  then  resolves  itself  largely  into 
that  of  inspection.  The  law  requires  that  all  boilers  shall  be  in- 
spected at  least  as  often  as  once  in  each  year,  and  one  of  the  diffi- 
cidties  in  inspecting  boilers  is  that  the  inspector  too  frequently 
does  not  go  inside  of  them  to  examine  the  stays,  and  get  at  the 
actual  condition  of  the  stays  and  bracing ;  if  they  were  half  as 
particular  in  examining  boiler  stays  as  they  are  in  examining  the 
external  ]>ortions  of  the  shells  after  putting  the  pressure  on  them, 
many  of  the  difficidti(»s  experienced  would  be  eradicated.  The 
shell  of  the  boiler  contains  the  entire  volume  of  steam  and  water, 
whilst  the  condition  of  each  stay  only  affects  a  very  small  portion 
of  the  entire  area  braced  ;  yet  the  shell  is  allowed  a  working  strain 
of  about  ten  thousand  j)ounds,  while  the  bracing  is  only  allowed 
six  thousand,  and  still  the  bracinu:  is  far  more  accessible  for  ex- 
amination  and  re])air  than  many  parts  of  the  shell  which  is  forced 
to  (iudure  nianv  times  the  strain  and  does  not  have  half  the  atten- 
tion  that  the  bracing  and  staying  receive. 

M)\  (ivon/e  Jlf.  Jjon(J. — The  importance  which  the  Pennsylvania 
Railroad  Company  attach  to  this  matter  is  shown  by  the  fact  that 
they  drill  small  holes  in  the  ends  of  the  stay  bolts  of  locomotive 
^^oilers  to  determine  when  corrosion  or  failure  from  any  cause  has 
occurri^l.  Steam  will  thus  leak  through  this  small  hole  and  the 
attention  of  the  engineer  would  be  at  once  called  to  that  particular 
stay  bolt,  which  may  be  corroded  or  broken  oiTnext  to  the  crown 
sheet  or  outer  sh(;ll  of  the  boiler. 

Mi\  Ij,  S.  li'uuhjljth. — I  found  in  some  experiments  made  a 
year  or  two  ago  a  nu)ub(jr  of  stay  bolts  broken  in  a  locomotive 
boiler.       I  think  in  one  boiler  we  found  as  many  as  one  hundred 
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and  thirty.     These  bolts  were  all  broken  square  across  close  to 
the  shell ;  I  could  find  no  reason  lor  it  at  first  until  the  idea  came 
to  me  that  perhaps  the  diflference  of  temperature  of  the  fire-box 
and  the  shell  had  something  to  do  with  it.     I  think  the  fire-box 
was  ten  feet  long  inside.     Assuming  a  difference  of  two  hundred 
degrees  in  temperature  bet\yeen  the  fire-box  and  shell,  we  get  a 
difference  of  about  one-eighth  of  an  inch  in  the  total  expansion  of 
the  two  sheets.     In  order  to  test  this  we  fitted  up  a  shaping  ma- 
chine with  a  single  stay  Ijolt  four  inches  between  the  surface  of 
the  plates.     The  top  plate,  or  the  one  bolted  to  the  head  of  the 
machine,  represented  the  fire-box  sheet,  and  was  ^^  in.  thick  of 
Otis  steel.     The  lower  plate,  which  was  bolted  to  the  plateo,  rep- 
resented the  outside  or  shell  sheet,  and  was  also  of  Otis  steel  f  in. 
thick.     It  was  found  that  common  iron  stood  about  four  hundred 
vibrations,  stay  bolt  steel  about  four  thousand  vibrations.     The 
best  results  gotten-  were  from  Sligo  iron,  that  stood,  1  think,  five 
thousand  vibrations.     I  found  that  invariably  the  stay  bolt  broke 
off  close  to  the  lower  sheet.     This  seems  to  be  another  question 
with  regard  to  the  strength  of  the  boiler,  and  one  which  is  most 
difficult   to   solve.     I  tried   several  arrangements — among  other 
things,  the  threads  were  turned  off,  but  this  only  made  things 
worse,  as  the  vibration  was  localized  in  some  flaw  or  imperfection 
in  the  metal. 

About  five  or  six  months  afterward  I  presented  this  subject  in 
a  paper  read  before  Section  D  of  the  American  Association  for  the 
Advancement  of  Science,  at  the  Ann  Arbor  meeting.  It  would 
seem  that  the  greater  the  diameter  the  greater  the  effect  this 
motion  would  have  on  the  strength  of  the  stay  bolts. 

Mr,  0.  C,  Wooh'on, — It  is  to  be  remembered  that  in  process  of 
manufacture,  the  manipulation  of  material  for  the  braces,  by 
drawing,  welding, upsetting,  punching,  springing,  etc.,  etc.,  is  some- 
what different  from  that  of  the  shell.  The  braces  are  of  different 
kinds  and  characters,  a  great  deal  coming  from  the  whims  and 
notions  of  the  builder;  whereas  the  shell  is  a  cylindrical  shell,  and 
no  builder  pretends  to  make  any  peculiar  shape  due  to  his  pecul- 
iar notions.  It  is  all  left,  or  largely  left,  to  a  mechanic,  pre- 
sumably a  good  one,  and  yet  he,  I  think,  is  more  apt  to  have 
mistakes  occur  in  that  class  of  work  than  he  is  in  the  shell ;  at  all 
events  it  is  not  so  readily  detected,  and  I  think  on  the  whole  more 
mistakes  and  more  bad  work  will  be  found  in  the  boiler  in  its 
stays  than  in  its  shell. 
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No.  259—48. 

An  improved  nu'lhcnl  of  Blue  Printing  from  large  orig^inols. 

Prof,  Ik,  IL  Tlinrsfoii, — It  gives  me  great  pleasure  to  exhibit  to 
the  Society  a  copy  of  ji  ver\'  largo  blue  print  made  by  Professor 
E.  (\  Cleaves  of  the  Sible^y  College  of  Cornell  University,  by  a  new 
method  devised  by  him,  by  means  of  which  almost  any  desired 
size  niJiv  be  made. 

By  the  common  mt^thod  the  larger  sizes  are  difficult  to  make 
satisfactorily;  the  pi ote  glass  needed  for  the  apparatus  is  very 
costly,  and  is  subject  to  serious  risk  of  breakage,  and  the  whole 
arrangement  becomes  clumsy  and  difficult  of  mumigement.  By 
the  process  adopted  by  Professor  Cleaves,  no  plate  glass  is  re- 
quired ;  the  apparatus  is  simple  and  easily  and  conveniently 
Iiandled  ;  and  the  size  and  cost  of  apparatus  bear  veiy  little  re- 
lation the  one  to  the  other.  Any  size  likely  over  to  be  required  in 
any  work  of  the  engineer  can  be  as  easily  made  as  the  smaller 
sizes,  and  the  cost  and  difficulty  of  construction  of  the  apparatus 
are  never  likc'ly  to  be  such  as  to  constitute  a  bar  to  tho  use  of  this 
system  of  printing.  There  is  no  practical  difficulty  in  getting  up 
an  apparatus  to  print  a  drawing  ten  feet  wide  and  thirty  feet  long, 
if  it  should  bo  found  desirable.  Tliat  hero  exhibited  in  illustra- 
tion of  what  can  be  done  is  three  and  one-half  feet  wide  and  eight 
feet  long,  and  is  probably  the  lai'gest  blue  print  yet  made  by  any 
process. 

l^ofcssor  Clciaves'  apparatus  consists  merely  of  a  cylinder  of  a 
length  cxct^eding  that  of  the  widest  drawing  to  be  reproduced,  and 
of  a  diameter  such  that  the  hmgest  tracing  to  be  used  can  be 
wrapped  around  it  with  sufficient  space  to  spare  to  give  room  for  the 
clamps  by  which  it  is  drawn  into  place  and  held.  The  cylinder  is 
snioothl  V  covered  with  felt  and  the  sensitive  paper  carefully  wrap- 
ped alxml  it,  the  tracing  to  be  copied  being  drawn  over  the  whole 
and  held  smoothly  in  j>lace  by  spring  clamps  which  seize  its  ends. 
It  is  found  to  be  c^asy  to  lay  the  tracing  smoothly  over  the  surface 
atid  to  <lraw  it  into  contact  so  perfectly  that  the  work  done  by  this 
method  is  even  better  and  more  certain  than  that  produced  by  the 
ordinary  i»hite-glass  apparatus,  even  with  the  air  cusliion  now  so 
successfully  used  watli  it.  The  print  shown  has  a  defect  at  one 
corner ;  but  it  is  the  only  defective  one  yet  made,  and  was  selected 
to  send  .-imply  because  it  w^as  feared  that  that  there  might  be 
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some  danger  in  sending  it  by  express,  and  it  was  preferred  to  risk 
this  rather  than  another.  It  is  easv,  with  a  httle  care  and  with 
some  practice,  to  make  these  prints  absohitely  perfect,  much  easier 
than  with  glass. 

The  apparatus  being  ready  for  use,  it  is  mounted  on  a  cradle, 
supported  by  its  gudgeons,  and  is  revolved  in  the  siin  by  means 
of  a  cord  leading  from  some  convenient  line  of  shafting ;  or  it  may 
be  turned  by  hand  until  the  exposure  is  satisfactorily  completed. 
It  requires  a  little  more  time  to  print  a  sheet  by  this  method  than 
by  the  old,  as  the  tracing  and  the  underlying  sensitive  paper  are 
but  one-lialf  the  time  exposed  to  the  rays  of  the  sun.  With  these 
exceptionally  large  prints,  however,  for  whicli  only  this  process 
would  be  employed,  this  is  not  an  important  matter.  They  are 
not  likely  to  be  made  every  day. 


No.  259—49. 


What  system  of  regulating  the  wages  of  labor  in  our  manufacturing  establish- 
ments will  tend  to  make  that  labor  most  efficient  and  produce  the  largest  returns 
both  to  employer  and  employee?  Give  especially  data  from  actual  experience  with 
effects  of  piece-work,  premiums,  participation  in  profits,  graduation  of  wages,  with 
terms  of  service,  etc.,  etc. 

This  topic  was  so  closely  related  with  the  trend  of  the  discussion 
of  Mr.  Kent's  paper  entitled  "  A  Problem  in  Profit  Sharing"  that 
its  discussion  is  printed  in  connection  with  the  latter,  and  will  be 
found  on  page  649  of  the  present  volume. 
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APPENDIX 


MEMORIAL  XOriCJJS   OF  MEMBERS  DECEASED  DLR- 

IXG  THE  YEAR, 


JOHN  (^IIIPMAX  IIOADLEY. 

IJorn  December  10,  1818,  at  Turin,  in  Lewis  County,  N.  T. 
Two  years  in  machine  sliop  at  wood  and  iron  work.  Preliminary 
survey  for  railroad  from  Utica  to  Biugbamton  under  J.  D.  Allen, 
for  few  months  in  1835.  After  a  winter  in  Utica  Academy,  began 
as  chainman,  May  20,  1830,  on  enhirgement  of  Erie  Canal  under 
Holmes  Hutchinson,  Squire  Wliipple  and  O.  W.  Storey.  Succes- 
sively rodrnaii,  leveler,  surveyor,  and  draughtsman,  until  in  1840 
was  in  charge  of  the  paiiy  locating  the  enlargement  between 
Utica  and  Eome  ;  afterward  on  the  Black  River  Cannl,  the  Che- 
nango Canal,  and  tlie  enlargement  of  the  Erie  Canal  between 
Jjittle  Falls  and  Svracuse.  In  the  summer  of  1842,  when  work 
on  the  canal  was  nearly  suspended,  and  the  assistants  were  gen- 
erally discharged,  it  was  found  that  he  had  performed  his  work 
with  so  much  foresight,  and  had  represented,  in  his  notes  and 
upon  his  plans,  the  old  work,  as  well  as  the  new,  with  such  thor- 
oughness and  compUiteness,  that  in  the  settlement  of  claims  he 
was  iudispensable,  and  he  was  retained  and  transferred  to  other 
sections  of  the  canal,  to  apply  as  far  as  possible  the  methods 
which  he  had  instituted. 

While  upon  tlie  canal,  he  received  an  offer  of  seven  hundred 
dollars  a  year  fnmi  the  Messrs.  Horatio  N.  and  Erastus  B.  Bige- 
low,  to  come  to  Lancaster,  Mass.,  as  civil  engineer  in  charge  of 
the  construction  of  the  mills  and  steam  and  water-power  plants  at 
that  place.     This  olier  he  gladly  accepted,  and  by  diligent  study 
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and  indefatigable  research  fitted  himself  to  perform  the  new 
duties  which  in  great  variety  grew  upon  him  with  his  growing 
ability.  He  began  when  he  was  twenty-six  years  old,  and  re- 
mained four  years  at  this  work.  From  this  time  he  turned  his 
energies  principally  to  mechanical  engineering ;  at  first,  in  1848, 
at  Pittsfield,  Mass.,  with  Gordon  McKay,  in  the  firm  of  McKay 
&  Hoadley,  for  three  years,  designing  and  constructing  steam  en- 
gines, water  wheels,  and  other  machinery ;  then  five  years  as 
superintendent,  and  part  of  the  time  agent  of  the  Lawrence  ma- 
chine shop,  designing  and  constructing  woolen,  cotton,  and  paper 
machinery,  water  wheels,  stationary  steam  engines,  and  locomo- 
tives. Then  in  1857,  he  began  the  manufacture  on  his  own  ac- 
count of  portable  steam  engines,  which  he  improved  greatly  in 
efiBcieney,  and  continued  in  the  business  for  twenty  years.  His 
experience  with  locomotives  had  led  him  into  an  analysis  of  the 
dynamical  relations  which  speed  bore  to  the  operation  of  engines, 
and  the  result  of  his  investigations,  partly  mathematical  and  partly 
experimental,  was  to  bring  out  an  engine  embodying  many 
features  which  have  since  been  largely  used  by  others.  His  en- 
gine was  the  first  of  the  single-valve  automatics,  with  governor  at 
the  side  of  the  driving  pulley.  During  this  time,  also^  he  was  en- 
gaged personally  for  four  years  in  charge  of  the  works  of  the  New 
Bedford  Copper  Company ;  one  year  in  charge  of  the  McKay 
Sewing  Machine  Association,  in  1866 ;  one  session  as  Represent- 
ative in  the  Legislature  of  Massachusetts  (1858),  and  four  months 
on  a  mission  to  England  in  1862,  to  inspect  and  report  upon 
ordnance  for  harbor  defense  for  the  State  of  Massachusetts.  He 
was  a  presidential  elector  in  1872.  He  also  served  from  1873  till 
1882  on  the  Boards  of  Health,  Lunacy  and  Charity  of  his  State. 
He  was  moreover  interested  in  the  organization  of  the  Clinton 
Wire  Cloth  Company,  and  was  president  of  the  Archibald  Wheel 
Company. 

During  the  later  years  of  his  life,  and  particularly  since  the 
commercial  crisis  of  1873,  Mr.  Hoadley  separated  himself  from 
the  manufacturing  and  the  commercial  side  of  the  profession,  and 
devoted  himself  more  to  consulting  and  expert  practice.  He  was 
particularly  in  repute  for  patent  causes,  because  of  his  remarkable 
memory  and  power  of  keen  analysis,  coupled  with  an  unlimited 
capacity  for  taking  pains  and  for  elaborating  a  subject  to  the 
minutest  detail.  He  acted  as  expert  also  in  many  of  the  best 
known  tests  of  water-works  pumping  engines  in  New  England, 
47 
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and  as  judge  at  many  of  the  mechanical  expositions.  He  was 
one  of  the  original  trustees  of  the  Massachusetts  Institute  of 
Technologj',  and  presented  much  valuable  apparatus  to  its  cabi- 
nets. 

Mr.  Hoadley  was  one  of  the  charter  members  of  the  American 
Society  of  Mechanical  Engineers,  and  contributed  many  valuable 
papers  of  characteristic  thoroughness.  He  also  published  many 
results  of  his  work  in  pamphlet  form,  among  the  most  notable  of 
the  recent  ones  being  his  "  American  Steam  Engine  Practice  in 
1884,"  which  was  presented  as  a  paper  at  the  Montreal  meeting 
of  the  British  Association  for  the  Advancement  of  Science. 

His  death  took  place  October  21,  1886,  at  his  home  in  Boston, 
Mass.  Much  of  his  collection  of  expert  apparatus  was  purchased 
from  his  executors  by  Mr.  Stephen  W.  Baldwin,  of  New  York, 
and  presented  entire  to  the  American  Society  of  Mechanical 
Engineers.  He  received  the  honorary  degree  of  A.  M.  from 
WilUams  College,  in  1852. 


nOMER  HAMILTON. 

Born  in  Youngstown,  Ohio,  in  1836.  Apprenticed  as  machinist 
in  plow  works  of  Predmore  and  Fellows.  Later,  the  firm  of 
Homer  Hamilton  &  Co.  was  organized,  which  again  was  changed 
to  William  Tod  &  Co.,  operating  the  Hamilton  Works,  one  of  the 
largest  foundry  and  machine  shops  in  that  part  of  Ohio,  making 
a  specialty  of  furnace  and  rolling-mill  machinery.  Mr.  Hamilton 
was  one  of  the  charter  members  of  the  society,  and  held  many 
positions  of  trust  in  his  native  town  ;  he  was  appointed  in  1883 
commissioner  from  his  State  to  the  New  Orleans  Exposition.  He 
had  been  failing  in  health  for  some  time  before  his  death,  which 
took  place  on  November  29,  1886,  while  the  seventh  annual  meet- 
ing of  the  Society  was  in  session. 


JOHN  B.  ROOT. 

Was  bom  at  Jamestown,  New  York,  January  4, 1830,  and  died 
at  Port  Chester,  December  11,  1886.  At  the  age  of  fourteen 
years  he  was  fitted  for  college  at  Lewiston  and  Seneca  Falls 
Academies,  but  instead  of  entering  on  a  collegiate  course  he  pre* 
ferred  the  work  of  aiding  his  father  and  uncle,  John  B.  Ives,  in 
canal  constiiiction,  on  the  James  Biver  Commission  in  Yirgioia. 
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In  California  also  he  built  water- works  for  hydraulic  mining  on  the 
Sacramento  Eiver.  In  184G  he  began  to  build  steam  engines  in 
Brooklyn,  and  alone  and  with  others  he  was  engaged  from  1863 
to  1869  in  building  several  of  his  own  special  designs,  on  which  he 
had  been  granted  several  patents  ;  but  most  of  these  were  more 
distinguished  for  their  novelty  than  for  any  definite  economic 
results.  He  is  best  known  for  his  many  improvements  in  the  field 
of  building  sectional  steam  boilers,  on  which  he  was  engaged  from 
1866  to  1885,  and  took  out  many  patents.  In  1876  he  made  im- 
portant improvements  in  machinery  for  manufacturing  riveted 
spiral  pipe,  which  have  been  successfully  and  extensively  em- 
ployed in  that  industry  in  connection  with  the  manufacture  of  the 
Hoot  boiler.  During  his  early  experiments  in  making  spiral 
riveted  pipe  he  conceived  the  idea  of  making  spiral  welded  pipe 
of  sheet  iron,  and  the  last  five  years  of  his  life  were  mainly  de- 
voted to  inventing  and  developing  machinery  for  its  automatic 
production.  The  diflSculties  which  he  had  to  encounter  in  this 
last  Une  of  experiments  were  many  and  hard  to  overcome,  but  he 
finally  succeeded  in  reaching  a  practical  success  only  a  few  weeks 
before  his  death.  Mr.  Hoot  joined  the  Society  in  Apiil,  1882,  and 
his  contributions  to  the  Society's  Transactions  were  made  in  that 
year. 


BISHOP  ARNOLD. 

Bom  in  Fairfield,  N.  Y.,  June  16,  1853.  Died  February  16, 
1887.  Entered  Sibley  College,  Cornell  University,  in  1869,  and 
studied  for  two  years.  He  was  for  five  years  acting  as  designer 
for  the  Birdsall  Company  of  Auburn,  N.  Y.,  making  a  specialty  of 
traction  machinery,  on  which  he  had  obtained  several  patents, 
and  at  tlie  time  of  his  death  was  a  partner  in  a  firm  manufactur- 
ing steam-heating  appliances. 

He  joined  the  Society  at  its  Cliicago  meeting,  in  May,  1886,  and 
attended  that  convention  only. 


B.  F.  EMERSON. 


Born  in  Middleton,  Essex  County,  Mass.,  December  22,  1837. 
His  early  life  was  spent  as  a  clerk  in  Boston,  and  he  went  out  at 
first  in  that  capacity  with  the  Copper  Falls  Mining  Company  to 
Keweenaw  County,  in  Michigan.     His  executive  and  mechanical 
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capacity  brought  promotion,  and  be  was  made  superintendent  in 
1873,  and  was  agont  for  the  company  at  the  time  of  his  death. 

In  August,  188^>,  during  the  forest  fires  of  Michigan,  when  the 
mills  were  endangered,  Mr.  Emerson  was  superintending  the 
work  of  protecting  the  structures  from  an  elevated  trestle,  but 
stepping  backward  he  fell  and  injured  his  spine.  Paralysis  set  in, 
and  lie  was  brouglit  back  to  Boston,  where  he  died  April  5,  1887. 
Mr.  Emerson  left  $10,000  in  trust  to  the  public  library  of  his 
native  town,  and  his  collection  of  mineral  specimens  to  tlie 
Michigan  Mining  School.  He  was  elected  an  associate  member 
of  the  Society  in  May,  1885. 

WILLIAM  LEONARD  NICOLL. 

Was  born  at  Now  Windsor,  Orange  County,  N.  Y.  His  early 
life  was  spent  at  home,  but  when  the  rebellion  began  he  entered  the 
navv  as  third  assistant  engineer.  He  served  on  board  the  gunboat 
Midhhludd  and  the  iroA-clad  Chumdaga,  During  the  latter  part 
of  the  war  he  was  engaged  in  the  torpedo  service  on  the  James 
Eiver.  After  the  war  he  was  ordered  to  the  New  York  Navy  Yard 
and  later  to  the  United  States  steamer  Powhatan.  In  1868  he 
joined  the  European  squadron,  serving  on  board  the  flagship 
J'ht/iklui  for  three  years.  Since  then  he  was  attached  to  the 
Bureau  at  Washington  for  three  years,  and  for  three  years  he  was 
stationed  at  the  Naval  Academy.  In  1880  he  was  ordered  to  the 
ifonifcary  in  China,  on  board  which  ship  he  remained  for  four 
years,  being  ordered  home  for  examination  for  promotion  in  the 
spring  of  1884.  From  June,  1884,  until  March  30,  1887,  he  was 
on  duty  in  the  New  York  Navy  Yard,  being  attached  to  the  re- 
ceiving ship  Yv.nmnif,  Ho  served  upon  various  esperimental 
boards  iintil  tlie  date  of  tlio  commencement  of  his  last  illness. 
During  the  war  he  was  made  second  assistant  engineer.  In  1868 
he  was  promoted  to  the  grade  of  passed  assistant  engineer,  and 
in  lvSS5  ho  was  made  chief  engineer.  He  was  detached  from  the 
Yi'riittnif  and  ordered  on  sick  leave  on  March  30, 1887.  His  death 
took  place  at  Southampton,  on  July  2.  He  joined  the  Society  as 
member  at  the  November  met^ting  of  1882. 


JACKSON  BAILEY. 


Mr.  Bailey  was  born  May  12,  1847,  at  Schenectady,  N.  T.     At 
fifteen  years  of  nge  he  enlisted  as  a  private  in  the  One  Hundred 
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and  Thirty-fourth  Regiment  of  New  York  Infantry,  and  served 
three  years,  to  the  close  of  the  Civil  War.  He  was  at  Missionary 
Bidge  and  in  several  other  battles,  and  served  in  Sherman's  army 
daring  the  march  to  the  sea. 

Mustered  out  of  service  at  eighteen  years  of  age,  he  entered 
the  State  Normal  School  at  Albany,  N.  T.,  from  which  he  gradu- 
ated in  due  course  and  afterward  was  engaged  in  teaching.  Later 
on  he  connected  himself  with  a  New  York  publishing  firm,  which 
position  he  relinquished  to  become  New  York  representative  of 
the  American  Manvfacturer  and  Iron  Worlds  of  Pittsburgh. 

In  November,  1877,  the  American  Machinist  was  established  as 
a  monthly  journal  devoted  to  the  machinery  trades,  Mr.  Bailey 
retaining  the  post  of  its  editor  from  the  beginning  up  to  the  time 
of  his  death.  In  1880,  when  the  idea  of  forming  the  American 
Society  of  Mechanical  Engineers  took  shape  in  the  minds  of  its 
founders,  Mr.  Bailey  was  active  in  furthering  the  plans  of  organi- 
zation, and  the  earliest  meeting  for  definite  conference  in  the 
matter  was  called  in  his  office.  He  came  in  as  associate,  under 
the  rules  which  were  later  established  as  to  grades  of  member- 
ship, but  his  interest  in  the  Society  and  its  growth  was  always 
keen  and  enthusiastic.  He  was  First  Vice-President  of  the  New 
York  Press  Club,  and  was  also  a  member  of  the  American  Insti- 
tute Mining  Engineers,  and  of  the  Electric  Club  of  New  York. 
He  was  also  a  Mason.  His  health  had  not  been  robust  from 
malarial  troubles  for  over  a  year  before  his  death,  and  his  asso- 
ciates had  compelled  him  to  take  a  vacation,  from  which  he  re- 
turned refreshed,  but  the  difficulty  developed  into  consumption 
of  the  bowels,  from  which  he  died  on  July  7th. 


JAMES  SHERIFFS. 

Mr.  Sheriifs  was  born  in  Banff,  Scotland,  September  22,  1822. 
Landing  in  New  York  in  the  year  1848,  he  came  to  Milwaukee  in 
1849.  As  foreman  of  the  Menominee  Foundry,  which  was  doing 
railroad  work  at  that  time,  he  had  the  honor  of  making  the 
first  locomotive  castinp;s,  including  driving  wheels,  made  in  the 
Xorthwest.  Went  to  Chicago,  taking  cliarf];e  of  the  Gates  &  Mc- 
Knight  Foundry  tliere.  Came  back  to  Milwaukee  and  started  a 
foundry  in  June,  1854,  making  architectural  and  general  castings. 
In   18GG,  commenced  buUding  marine  work,   and  has  built  the 
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largest  compound  engines  built  in  the  Lake  Michigan  district. 
Commenced  manufacture  of  ])ropeller  wheels  in  1873,  and  has 
made  wheels  for  nearly  all  parts  of  the  United  States,  especially 
for  towing.  He  died  July  18, 1867,  after  an  illness  of  four  months. 
His  membership  in  the  Society  dated  from  the  thirteenth  meeting, 
in  Chicago. 
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